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INTRODUCTION. 


In  confequence  of  the  difcovery  of  the  rel- 
pirability  and  extraordinary  effects  of  nitrous 
oxide,  or  the  dephlogifticated  nitrous  gas  of 
Dr.  Priedley,  made  in  April  1799,  a matiner 
to  be  particularly  defcribcd  hereafter,  * I was 
induced  to  carry  on  the  following  invedigation 
concerning  its  coropofition,  properties,  combi- 
nations, and  mode  of  operation  on  living  beings. 

In  thecourfe  of  this  invedigation,  I have  met 
with  many  difficulties  ; fome  arifing  from  the 
novel  and  obfeure  nature  of  the  fubjedi,  and 

* A lliort  account  of  this  difcovery  has  been  given  in  Dr. 
Beddoes’s  Notice  of  fome  Obfervations  made  at  the  Pneu- 
matic Inftitution,  and  in  Mr.  Nicholfon’s  Phil.  Journal  for 
May  and  December  l/QQ. 
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others  from  a want  of  coincidence  in  the  obfer- 
vations  of  different  experimentalifts  on  the 
properties  and  mode  of  j)rodu(Stion  of  the  gas. 

extending  m3^  refearches  to  the  different 

yt 

fubftances  connected  with  nitrous  oxide;  nitrous 
acid,  nitrous  gas  and  ammoniac  ; and  by  mul- 
tiplying  the  companions  of  fadts,  I have  fuc- 
ceeded  in  removing  the  greater  number  of 
thofe  difficulties,  and  have  been  enabled  to  give 
a tolerably  clear  hiftory  of  the  combinations  of 
. oxygene  and  nitrogene. 

By  employing  both  analyfis  and  fynthefis 
whenever  thefe  methods  were  equally  applica- 
ble, and  comparing  experiments  made  under 
different  circumftances,  I have  endeavoured  to 
guard  againO:  fources  of  error;  but  I cannot 
flatter  myfclf  that  I have  altogether  avoided 
them.  The  pbyfical  fciences  are  almoft 
wholly  dependant  on  the  minute  obfervation 
and  comparifon  of  properties  of  things  not  im- 
mediately obvious  to  the  fenfes ; and  from  the 
difficulty  of  difeovering  every  poffible  mode  of 
examination,  and  from  the  modification  of  per- 
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ceptigns  by  the  ftate  of  feeling,  it  appears  nearly 
impoflible  that  all  the  relations  of  a feries  of 
phaenomcna  can  be  difeovered  by  a tingle invefli- 
galion,  particularly  when  thefe  relations  arc 
complicated,  and  many  of  the  agents  unknown. 
Fortunately  for  the  adlive  and  progretTive  na- 
ture of  the  human  mind,  even  experimental 
rcfearch  is  only  a method  of  approximation  to 
truth. 

In  the  arrangement  of  fa(Sls,  I have  been 

% 

guided  as  much  as  potiible  by  obvious  and 

limple  analogies  only.  Hence  I have  feldom 

entered  into  theoretical  difeuffions,  particularly 

concerning  light,  heat,  and  other  agents,  which 

are  known  only  by  ifolatcd  effetfls. 

Early  experience  has  taught  me  the  folly 

of  hafty  generalifation.  We  arc  ignorant  of  the 

laws  of  corpufcular  motion  ; and  an  immenfe 

niafs  of  minute  obfervations  concerning  the  more 

complicated  chemical  changes  muft  be  colle61cd, 

probably  before  we  lhall  be  able  to  afeertain 

even  whether  we  arc  capable  of  difeoveringthem. 

/ 

Chemiftry  in  its  prefent  (late, 'is  limply  a partial 
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hiftory  of  phaenomena,  confiding  of  many 
feries  more  or  lefs  extenfive  of  accurately  con- 
nc6led  fat5ls. 

With  the  moft  important  of  thefe  feries,  the 
' arrangement  of  the  combinations  of  oxygene  or 
the  antiphlogiftic  theory  difcovered  by  La  voi- 
der, the  chemical  details  in  this  work  arc 
capable  of  being  connected. 

In  the  prefent  flate  of  fcience,  it  will  be 
nnnecefliiry  to  enter  into  di/cuflions  concern- 
ing the  importance  of  invedigations  relating 
to  the  properties  of  phyfiological  agents,  and 
the  changes  efledled  in  them  during  their  ope- 
ration. By  means  of  fuch  inveftigatinns,  we 
arrive  nearer  towards  that  point  from  which  we 
lhall  be  able  to  view  what  is  within  the  reach 
of  difeovery,  and  what  muft  for  ever  remain 
unknown  to  us,  in  the  phaenomena  of  organic 
life.  They  are  of  immediate  utility,  by  enabling 
us  to  extend  our  analogies  fo  as  to  inveftigate 
the  properties  of  untried  fubflanccs,  with  greater 
accuracy  and  probability  of  fuccefs. 


r 
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The  firft  Refearch  in  this  work  chiefly  relates 
to  the  production  of  nitrous  oxide  and  the  ana* 
lyfis  of  nitrous  gas  and  nitrous  acid.  In  this 
there  is  little  that  can  be  properly  called  mine  ; 
and  if  by  repeating  the  experiments  of  other 
chemifts,  I have  fomelimes  been  able  to  make 
more  minute  obfervations  concerning  phaeno- 
mena,  and  to  draw  different  conclulions,  it  is 
wholly  owing  to  the  ufe  I have  made  of  the 
inftruments  of  invcftigation  difcovered  by  the 
illuftrious  fathers  of  chemical  philolbphy,*  and 
fo  fuccefsfully  applied  by  them  to  the  difeovery 
of  truth. 

In  the  fecond  Refearch  the  combinations  and 
compofition  of  nitrous  oxide  are  inveftigated, 
and  an  account  given  of  its  decompofition  by 
moft  of  the  combuftible  bodies. 

The  third  Refeareh  contains  obfervations  on 
the  action  of  nitrous  oxide  upon  animals,  and 


* Cavendifh,  Prieftley,  Black,  Lavoifier,  Schecle,  Kir- 
wan,  Guyton,  BerthoHet,  &c, 


( xvi.  ) 

an  inveftigation  of  the  changes  eft*e(5le'd  in  it 
by  refpi ration. 

In 'the  fourth  Refearch  the  hiftory  of  the 

V 

refpirability  and  extraordinary  effects  of  nitrous 
oxide  is  given,  with  details  of  experiments 
on  its  powers  made  by  different  individuals. 

I cannot  clofe  this  introdudlion,  without 
acknowledging  my  obligations  to  Dr.  Beddoes. 
In  the  conception  of  many  of  the  following 
experiments,  I have  been  aided  by  his  conver- 
fation  and  advice.  They  were  executed  in  an 
Inftitution  which  owes  its  exiftence  to  his 
benevolent  and  philofophic  exertions. 

Dowry-Square,  Dotwelh,  Brijiol. 

• June  25th,  1800. 
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DIVISION  I. 

EXPERIMENTS  and  OBSERVATIONS  on  the  com- 
/>os/7ion  o/* NITRIC  ACID,  and  on  its  combinations 
with  Water  and  Nitrous  Gas. 


I.  1 HOUGH  fince  the  commencement 
of  Pneumatic  Chemirtry,  no  fubftance  has  been 
more  the  fubjed  of  experiment  than  Nitrous 
Acid  ; yet  ftill  the  greateft  uncertainty  exifls 
with  regard  to  the  quantities  of  the  principles 
entering  into  its  compofition. 

In  comparing  the  experiments  of  the  illus- 
trious Cavendifh  on  the  tynthetis  of  nitrous 
acid,  with  thofe  of  Lavoificr  on  the  decompb- 
pofition  of  nitre  by  charcoal,  we  find  a much 
greater  difference  in  the  refults  than  can  be 
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accounted  for  by  fuppofing  the  acid  formed, 
and  that  decompofed,  of  different  degrees  of 
oxygenation. 

In  the  moft  accurate  experiment  of  Cavendifli, 
when  the  nitrous  acid  appeared  to  be  in  a flate 
of  deoxygenation,  1 of  nitrogene  combined  with 
about  2,346  of  oxygene.*  In  an  earlier  experi- 
ment, when  the  acid  w’as  probably  fully 
oxygenated,  the  nitrogene  employed  was  to 
the  oxygene  nearly  as  1 to  2,92.-}- 

Lavoifier,  from  his  experiments  on  the  de- 
compofition  of  nitre,  and  combination  of  ni- 
trous gas  and  oxygene,  concludes,  that  the 
perfedUy  oxygenated,  or  what  he  calls  nitric 
acid,  is  compofed  of  nearly  1 nitrogene,  with 
3,9  of  oxygene  ; and  the  acid  in  the  laft  flate 
of  deoxygenation,  or  nitrous  acid,  of  about  3 
oxygene  with  1 nitrogene. 


Phil.  Tranf.  v.  78*  p*  270.  f Phil.  Tranf.  v.  75*  p.  381. 

\ * 

4:’Elem.  Kerr’s  Tranf.  page  yd,  and  2l6,  and  Mem.  des 
Sav.  Etrang.  tom.  7,  page  629. 
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Great  as  the  difference  is  between  the  efli- 
inations  of  thefe  philofophers,  we  find  differ- 
ences ftill  grealerin  the  accountsof  the  quantities 
of  nitrous  gas  ncceflary  to  fat  urate  a given  quan- 
tity of  oxygene,  as  laid  down  by  very  accurate 
cxperimentalifts.  On  the  one  hand,  Prieftley 
found  1 of  oxygene  condenfed  by  2 of  nitrous 
gaSj  and  Lavoifier  by  J On  the  other, 
Ingenhouz,  Scherer,  and  De  la  Metherie, 
Itate  the  quantify  neceffary  to  be  from  3 to  5.* 
Humbolt,  who  has  lately  inveftigated  Eudi- 
ometry  with  great  ingenuity,  confiders  the  mean 
quantity  of  nitrous  gas  neceflary  to  faturate  1 
of  oxygene,  as  about  2,55.')~ 

II.  To  reconcile  thefe  different  refults  is 
impoffiblc,  and  the  immediate  conne(5tion  of 
the  fubje6t  with  the  production  of  nitrous  - 
oxide,  as  well  as  its  general  importance,  obliged 
me  to  fearch  for  means  of  accurately  deter- 

* Ingenhouz  fur  les  Vegetaux,  pag.  205.  De  la  Metherie. 

Effai  fur  differens  Airs,  pag,  252. 

t Annales  de  Chirale,  tome  28,  p.  l68. 
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mining  the  compofition  of  nitrous  acid  in  its 
different  degrees  of  oxygenation. 

The  firft  detideratum  was  to  afcertain  the 
nature  and  compofition  of  a fluid  acid,  which 
by  being  deprived  of,  or  combined  with  nitrous 
gas,  might  become  a ftandard  of  comparifon 
for  all  other  acids. 

To  obtain  this  acid  I fliould  have  preferred 
the  immediate  combination  of  oxygene  and 
nitrogene  over  water  by  the  ele6lric  fpark,  had 
it  been  poflible  to  obtain  in  this  way  by  a com- 
mon apparatus  fuflicient  for  extenfive  examina- 
tion ; but  on  carefully  perufing  the  laborious 
experiments  of  Cavendifh,  I gave  up  all  thoughts 
of  attempting  it. 

My  firfl;  experiments  were  made  on  the 
decompofition  of  nitre,  formed  from  a known 
quantity  of  pale  nitrous  acid  of  known  fpecific 
gravity,  by  phofphorus,  tin,  and  charcoal : but 
in  thofe  procefiTes,  unafcertainable  quantities  of 
nitrous  acid,  with  cxcefs  of  nitrous  gas,  always 
efcaped  undecompounded,  and  from  the  non- 
coincidence of  refults,  where  different  quanti- 
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ties  of  combiiftible  fubftances  were  employed, 

I had  reafons  for  believing  that  water  was 
generally  decompofed. 

Before  thefe  experiments  were  attempted,  I had 
analized  nitrous  gas  and  nitrous  oxide,  in  a man- 
ner to  be  particularly  deferibed  hereafter ; fo 
that  a knowledge  of  the  .quantities  of  nitrous 
gas  and  oxygene  entering  into  the  compofition 
of  any  acid,  enabled  me  to  determine  the  pro- 
portions of  nitrogene  and  oxygene  it  contained. 
In  confcquence  of  which  I attempted  to  com-  * 
bine  together  oxygene  and  nitrous  gas,  in  fuch 
a manner  as  to  abforb  the  nitrous  acid  formed 
by  water,  in  an  apparatus  by  which  the  quanti- 
ties of  the  gafes  employed,  and  the  incrcafe  of 
weight  of  the  water,  might  be  afeertained  ; but 
this  procefs  likewife  failed.  ' It  was  impoffiblc 
to  procure  the  gafes  perfc(5Uy  free  from  nitro- 
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gene,  and  during  their  combination,  this  nitro- 
gene made  to  pafs  into  a pneumatic  apparatus 
communicating  with  a vcfTel  containing  the 
water  carried  over  with  it,  much  nitrous  acid 
vapor,  of  different  compofition  from  the  acid 
abforbed. 
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After  many  unfucccfsful  trials,  Dr.  Priefliey’s 
experiments  on  nitrous  vapor  * induced  me 
to  fuppofe  that  oxygene  and  nitrous  gas,  made 
to  combine  out  of  the  contadl  of  bodies  having 
affinity  for  oxygene,  would  remain  perma- 
nently aeriform,  and  on  throwing  them  fepa- 
rately  into  an  exhaufted  glafs  balloon,  I found 
that  this  was  actually  the  cafe  ; increafe  of  tem- 
perature was  produced,  and  orange  colored 
nitrous  acid  gas  formed,  which  after  re- 
*maining  for  many  days  in  the  globe,  at  a tern-  ' 
perature  below  56®,  did  not  in  the  flighted 
degree  condenfe. 

This  fa6l  afforded  me  the  means  not  only  of 
forming  a dandard  acid,  but  likewife  of  afeer- 
taihing  the  fpecific  gravity  of  nitrous  acid  in 
its  aeriform  date. 

III.  Previous  to  the  experiment,  for  the  pur- 
pofe  of  correeSling  incidental  errors,  I was  in- 
duced to  afeertain  the  fpecific  gravity  of  the 

* Experiments  and  Obfervations,  Vol.  iii.  laft  edition, 
page  105,  &c. 
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gafes  employed,  particularly  as  I was  unac- 
quainted with  any  procefs  by  which  the 
weight  of  introus  gas  had  been  accurately 
dcterniinecl.  Mr.  Kirwan’s  eftimation,  which 
ia  generally  adopted,  being  founded  upon  the 
comparifon  of  the  lots  of  weight  of  a folution 
of  copper  in  dilute  nitrous  acid,  with  the  quan- 
tity of  gas  produced.* 

The  inftrumenfs  that  I made  ufe  of  for  con- 
taining and  meafuring  my  gafes,  were  two  mer- 
curial airholders  graduated  to  the  cubic  inch  of 
Everard,  and  furnithed  wdth  flop  cocks.-}* 


* When  copper  is  (liffolved  in  dilute  nitrous  acid,  certain 
quantities  of  nitrogene  are  generally  produced,  likewife  the 
nitrous  gas  carries  off  in  folution  fonie  nitrous  acid. 

f This  airholdcr,  confidered  as  a pneumatic  inftruraent, 
is  of  greater  importance,  and  capable  of  a more  extenllve 
application  than  any  other.  It  was  invented  by  Mr.  W, 
Clatfiild,  and  in  its  form  is  analogous  to  Mr,  WATt’s 
, hydraulic  bellows,  confifting  of  a glafs  bell  playing  under 
the  preflure  of  the  atmofphere,  in  a fpace  between  two  cy- 
linders filled  with  mercury.  A particular  account  of  it  will 
be  given  in  the  appendix. 
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They  were  weighed  In  a glafs  globe,  of  the 
capacity  of  108  cubic  inches,  which  with  the 
fmall  glafs  ftop-cock  affixed  to  it,  was  equal, 
when  filled  with  atmofpheric  air,  to  1755 
grains.  The  balance  that  I employed,  when 
loaded  with  a pound,  turned  with  lefs  than  one 
eighth  of  a grain. 

' Into  a mercurial  airholder,  of  the  capacity 
of  200  cubic  inches,  l6o  cubic  inches  of  ni- 
trous gas  were  thrown  from  a folution  of  mer- 
cury in  nitrous  acid. 

70  meafures  of  this  were  agitated  for  fome 
minutes  in  a folution  of  fulphate  of  iron,*  till 
the  diminution  was  complete.  The  nitrogene 
remaining  hardly  filled  a meafure  ; and  if  w'e 
fuppofe  with  Humbolt  that  a very  fmall  por- 
tion of  it  was  abforbed  with  the  nitrous  gas,  the 
whole  quantity  it  contained  may  be  eftimated 
at  0,0142,  or 

75  cubic  inches  received  from  the  airholder 

* Tills  abforption  will  be  hereafter  particularly  treated  of. 
f Annales  de  Chimic.  Tome  xviii.  page  ISp. 
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into  an  exhaufted  balloon,  increafed  it  In  weight 
25,5  grains  ; thermometer'  being  56'’,  and 
barometer  30,9-  And  allowing  for  the  fmall 
quantity  of  nitrogene  in  the  gas,  100  cubic 
inches  of  it  will  weigh  34.3  grains. 

One  hundred  and  thirty  cubic  inches  of 
oxygene  were  procured  from  oxide  of  mangan- 
efe  and  fulphuric  acid,  by  heat,  and  received  in 
another  mercurial  airholder. 

10  meafures  of  it,  mingled  with  26  of  the 
nitrous  gas,  gave,  after  the  refiduum  was  ex- 
pofed  to  folution  of  fulphate  of  iron,  rather 
more  than  one  meafure.  Hence  we  may  con- 
clude that  it  contained  about  0,1  nitrogene. 

60  cubic  inches  of  it  weighed  20,75  grains  ; 
and  accounting  for  the  nitrogene  contained  in 
thefc,  100  grains  of  pure  oxygene  will  weigh 
35,09  grains. 

Atmofpherical  air  was  decompofed  by  nitrous 
gas  in  excefs;  and  the  refiduum  wafhed  with 
folution  of  fulphate  of  iron  till  the  Nitrogene 
remained  pure ; 8/  cubic  inches  of  it  weighed' 
26,5  grains,  thermometer  being  48%  barometer 
30,1 ; 100  will  confequently  weigh  30,45. 
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go  cubic  inches  of  the  air  of  the  laboratory 
not  deprived  of  its  carbonic  acid,  weighed 
28,75  grains  ; thermometer  53,  barometer  30  : 
100  cubic  inches  will  confequently  weigh  3 1,9. 
l6meafuresof  this  air,  with  16  nitrous  gas, 
of  known  compofition,  diminifhed  to  K). 
Hence  it  contained  about  ,26  oxygene.§ 

In  comparing  my  refults  with  thofe  of  Lavoifier 
and  Kirwan,  the  eftimation  of  the  weights  of  ni- 
trogene  and  oxygene  is  very  little  different,  the 
corredtions  for  temperature  and  prelfure  being 
made,  from  that  of  thofe  celebrated  philofophers. 
The  firfl  makes  oxygene  to  weigh  -f* * * §  34,21,  and 
nitrogene  30,o64  per  cent ; and  the  laft,  oxy- 
gene 34,  X and  nitrogene  30,5. 

* A table  of  the  fpecific  gravities  of  thefe  gafes,  and 
other  gafes,  hereafter  to  be  mentioned,  reduced  to  a 

barometrical  and  thermomcUical  ftandard,  will  be  given 

in  the  appendix. 

§ 40  meafures,  cxpofed  to  folution  of  potafli,  gave  an 

abforption  of  not  quite  a quarter  of  a meafurc  : hence  xt 

contained  an  inconfiderable  quantity  of  carbonic  acid. 
fTraite  E^ementaire. 

+ Effai  fur  le  phlogiftique,  page  30. 
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The  fpeclfic  gravity  of  nitrous  gas;  according 
to  Kirwan,  is  to  that  of  common  air  as  1 1Q4  to 
1000.  Hence  itfliould  weighabout  37  grains  per 
cent.  This  difference  from  my  efliination  is  not 
nearly  fo  great  as  I expetSled  to  have  found  it.^ 

IV.*  The  thermometer  in  the  laboratory 
Handing  at  55°,  and  the  barometer  at  30, 1, 1 now 
proceeded  to  my  experiment.  The  oxygcnc  that 
I employed  was  of  the  fame  compofition  as  that 
which  I had  previoufly  weighed.  The  nitrous 
gas  contained  ,01 06  nitrogene. 

For  the  purpofe  of  combining  the  gafes,  a 
glafs  balloon  was  procured,  of  the  capacity  of 
148  cubic  inches,  with  a glafs  Hop-cock 
adapted  to  it,  having  its  upper  orifice  tubulated 
and  graduated  for  the  purpofe  of  containing 
and  meafuring  a fluid.  The  whole  weight  of 
this  globe  and  its  appendages,  when  filled  with 

I 

common  air,  was  2O00,5  grains. 

§ The  diminution  of  the  fpecific  gravitv  of  the  gas  from 
the  quantity  of  nitrogene  evolved  in  his  experiment,  proba- 
bly deftroyed,  in  fome  meafurc,  the  fource  of  error  from 
tJie  nitrous  acid  carried  ovei;. 


Experiment  I. 
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It  was  partially  exhaufted  by  the.  air-pump, 
and  loft  in  weight  juft  32  grains.  From  whence 
we  may  conclude  that  about  15  grains  of  air 
remained  in  it. 

In  this  ftate  of  exhauftion  it  was  immediately 
cemented  to  the  ftop-cock  of  the  mercurial 
airholder,  and  the  communication  being  made 
with  great  caution,  82  cubic  inches  of  nitrous 
gas  rufhed  into  the  globe,  on  the  outfide  of 
which  a flight  increafe  of  temperature  was  per- 
ceived, while  the  gafes  on  the  inflde  appeared 
of  a deep  orange. 

Before  the  common  temperature  was  reftored, 
the  communication  was  flopped,  and  the  globe 
removed.  The  increafe  of  weight  was  29,25 
grains;  whence  it  appeared  that  1,14  grains  of 
common  air,  part  of  which  had  been  contained 
in  theftop-cocksjhad  entered  with  thenitrousgas. 

Whilft  it  was  cooling,  from  the  accidental 
loofening  of  the  ftopper  of  the  cock,  3 grains 
more  of  common  air  entered.* 

* That  no  greater  contraction  took  place  depended  on 
the  Iblution  of  the  nitrous  acid  formed  in  the  nitrous  gas; 
a phicnomenon  to  be  explained  hereafter. 
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The  communication  was  now  made  between 

\ * 

the  globe  and  the  mercurial  airholder  con- 
taining oxygene.  64  cubic  inches  were  flowly 
prefled  in,  when  the  outfide  of  the  globe 
became  warmer,  and  the  color  on  the  infide 
changed  to  a very  dark  orange.  As  it 
cooled,  6 cubic  inches  more  flowly  entered  ; 
but  no  new  increafe  of  temperature,  or  change 
of  color  took  place. 

The  globe  being  now  completely  cold,  was 
flopped,  removed,  and  weighed  ; it  had  gained 
24,5  grains,  from  whence  it  appears  that  0,4 
grains  of  common  air  contained  in  the  flop- 
cocks,  had  entered  with  the  oxygene.* 

To  abforb  the  nitrous  acid  gas,  4 1 grains  of 
Water  were  introduced  by  the  tube  of  the  flop- 
cock,  which  though  clofed  as  rapidly  as  pofli- 
ble,  mufl  have  fuffered  nearly  ,5  grains  of  air  to 

* I judged  it  expedient  always  to  afeertain  the  quantity 
of  air  in  the  ftop-cocks  by  weight,  as  it  was  impoflible  to 
join  them  fo  as  to  have  always  an  equal  capacity.  The 
upper  tubes  of  the  two  ftop-cocks  not  joined,  contained 
nearly  an  inch  and  half. 
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enter  at  the  fame  time,  as  the  increafe  of  weight 
was  4]j5  grains.  The  dark  orange  of 
the  globe  diminitlied  rapidly  ; it  became  warm 
at  the  bottom,  and  moifl  on  the  fides.  After  a 
few  minutes  the  color  had  almoft  wholly  difap- 
, peared. 

To  afeertain  the  quantity  of  aeriform  fluid 
abforbed,  the  globe  was  again  attached  to  the 
mercurial  air  apparatus,  containing  140  cubic 
inches  of  common  air.  When  the  communi- 
cation was  made,  51  cubic  inches  rufhed  in, 
and  it  gained  in  weight  l6,5  grains. 

A quantity  of  fluid  equal  to  54  grains  was 
now  taken  out  of  the  globe.  On  examination 
it  proved  to  be  flightly  tinged  with  green,  and 
occupied  a fpace  equal  to  that  filled  by  .41,5 
grains  of  water.  Its  fpecific  gravity  was  con- 
fequently  1,301. 

To  afeertain  if  any  unabforbed  aeriform  ni- 
trous acid  remained  in  the  globe,  13  grains  of 
folution  of  ammonia  were  introduced  in  the 
fame  manner  as  the  water,  and  after  fome  mi- 
nutes, when  the  white  vapor  had  condenfed, 
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the  communication  was  again  made  with  the 
mercurial  airholder  containing  common  air. 
A minute  quantity  entered,  which  could  not 
be  cftimated  at  more  than  three  fourths  of  an 
inch,  and  the  globe  was  increafed  in  weight 
about  13,25  grains.* 

Common  air  was  now  thrown  into  the  globe 
till  the  relidual  gafcs  of  the  experiment  were 
judged  to  be  difplaced ; it  weighed  2106, 5 
grains,  that  is,  40  grains  more  than  it  had 
weighed  when  tilled  with  common  air  before 
the  experiment.'^' 


* That  is,  by  the  folution  of  ammonia,  and  air. 

+ The  following  is  an  account  of  the  increafe  and  dimi- 
nution of  weight  of  the  globe,  as  it  was  noted  in  the  jour- 
nal. 

Globe  filled  with  common  air  - gr,  2066,5 
After  exhaiiftion  - _ - 2034,5 

After  introduftion  of  nitrous  gas,  82 

cubic  inches  - - 2064,25 

After  the  accidental  admiffion  of  com- 
mon air  - - - 2067,25 

After  the  adraiflion  of  oxygene  ••  2091,75 

"'■■■  41  grains  of  water  2133,25 

- -*  51  cubic  inches  of  air  214p,/5 

Taken  out  54  grains  of  folution  - 2095,75 

Introduced  13  grains  of  ammoniacal 

folution  - _ . 21  Op, 25 

After  introdudion  of  common  air  - 2106,5 
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And  if  from  thofe  40  grains  wc  take  13  fof 
the  folution  of  ammonia  introduced,  the  re- 
mainder, 27,  will  be  the  quantity  of  folution 
of  nitrous  acid  in  water  remaining  in  the  globe, 
which  added  to  54,  equals  81  grains,  the  whole 
quantity  formed  ; but  if  from  this  be  taken  41 
grains,  the  quantity  of  water,  the  remainder 
40  grains,  will  be  the  quantity  of  nitrous  acid 
gas  abforbed  in  the  folution. 

To  find  the  abfolute  quantity  of  nitrous  acid 
formed,  we  muft  find  the  fpccific  gravity  of 
that  abforbed  ; but  as  during,  and  after  its 
abforption,  17  grains  of  air,  equal  to  53,2  cubic 
inches  entered,  it  evidently  filled  fuch  a 
fpace.  53,2  ■ cubic  inches  of  it  confe- 
quently  weigh  40  grains,  • and  100  cubic 
inches  75,17  grains.  Then  ,75  cubic  inches 
weigh  ,50  grains,  and  this  added  to  40,  makes 
40,56  grains,  equal  to  53,95  cubic  inches,  the 
whole  quantity  of  aeriform  nitrous  acid  pro- 
duced. 

But  the  quantity  of  nitrous  gas  entering  into 
this,  allowing  for  the  nitrogene  it  contained,  is 
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27,6  grains,  equal  to  about  80,5  cubic  inches  ; 
and  the  oxygene  is  40,56  — 27,6  — to  12,q6 
grains,  or  36, Q cubic  inches. 

V.  There  could  cxift  in  this  experiment 
no  circumdance  connct5ied  with  inaccu- 
racy, except  the  impoffibility  of  very  mi- 
nutely determining  the  quantities  of  com- 
mon air  which  entered  with  the  gafes  from 
the  ftop-cocks.  But  if  errors  have  arifen  from 
this  foLirce,  they  mufi;  be  very  incontiderable  ; 
as  will  appear  from  a calculation  of  the  fpecific 
gravity  of  the  nitrous  acid  gas,  founded  on 
the  volume  of  the  gafes  that  entered  the  ‘ 
globe. 

The  air  that  remained  in  the  globe 

after  exhauftion  was  15  grains  — 47* cub.  in. 
The  nitrous  gas  introckiced  was  82 
Common  air  - - - ]3 

Oxygene  - - - - yo 

Common  air  - - - i 


* Decimals  are  omitted,  becaufe  the  excefs  of  the  two 
firft  numbers  is  exactly  corrected  by  the  deficiency  of  the 
laft. 
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Whole  quantity  of  air  thrown  into 
the  globe  21 J 

From  which  fubtra6l  its  capacity  148 

The  remainder  is  65 

And  this  remainder  taken  from  80,5  nitrous 
gas  36,9  oxygene,  leaves  52,4  cubic  inches, 
which  is  the  fpace  occupied  by  the  nitrous  acid 
gas,  and  which  differs  from  53, Q5  only  by  1,55 
cubic  inches.  ^ 

I ought  to  have  obferved,  that  before  this 
concluffve  experiment,  two  ffinilar  ones^had 
been  made.  In  comparing  the  refults  of  one 
of  them,  performed  with  the  affiftance  of  my 
friend,  Mr.  Joseph  Priestley,  Dr.  Priest- 
ley’s eldeft  fon,  and  chiefly  detailed  by  him 
in  the  journal,  I find  a coincidence  greater  than 
could  be  even  well  expeeffed,  where  the  pro- 
ceffes  are  fo  complex.  According  to  that 
experiment,  41,5  grains  of  nitrous  acid  gas 
fill  a fpace  equal  to  53  cubic  inches,  and 
arc  compofed  of  nearly  2Q  nitrous  gas,  and 
12,5  oxygene. 
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We  may  then  conclude,  FirtV,  that  100 
cubic  inches  of  nitrous  acid,  fuch  as  exifts  in 
the  * aeriform  ftate  faturated  with  oxygene,  at 
temperature  55%  and  atinofpheric  preffure  30,1 
weigh  75,17  grains. 

Secondly,  that*  100  grains  of  it  are  compofed 
of  68,06  nitrous  gas,  and  31,Q4  oxygene.  Or 
atTuming  what  will  be  hereafter  proved,  that 
100  parts  of  nitrous  gas  confift  of  55^Q5  oxy- 
gene, and  44,05  nitrogene,  of  29,9  nitrogene, 
and  70,1  oxygene  ; or  taking  away  decimals, 
of  30  of  the  one  to  70  of  the  other. 

Thirdly,  that  100  grains  of  pale  green 
folution  of  nitrous  acid  in  water,  of  fpecitic 
gravity  1,301,  is  compofed  of  50,62  water, 
and  49,38  acid  of  the  above  compofition. 

VI.  Having  thus  afeertained  the  compofition 
of  a ftandard  acid,  my  next  object  was  to  ob- 
tain it  in  a more  condenfed  ftate,  as  it  was 
otherwife  impoffible  to  faturate  it  to  its  full 

* As  is  evident  from  the  fuperabundant  quantity  et 
•xygene  thrown  into  the  giobe. 
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extent  with  nitrous  gas.  But  this  I could  efFed^ 
in  no  other  way  than  by  comparing  mixtures 
of  known  quantities  of  water^  and  acids  of  dif- 
ferent fpccific  gravities  and  colors,  with  the 
acid  of  1,301. 

For  the  purpofe  of  combining  my  acids  with 
water,  I made  ufc  of  a cylinder  about  8 inches 
long,  and  ,3  inches  in  diameter,  accurately 
graduated  to  grain  mcafures,  and  furnifhed  with 
a very  tight  ftoppcr. 

The  concentrated  acid  was  firft  flowly  poured 
into  it,  and  the  water  gradually  added  till  the 
required  fpecific  gravity  was  produced  ;*  the 
cylinder  being  clofed  and  agitated  after  each 
addition,  fo  as  to  produce  combination  without 
any  liberation  of  elaftic  fluid. 

After  making  a number  of  experiments  with 

* The  weight  of  the  acid  poured *iu to  the  cylinder  being 
known,  its  fpecific  gravity  was  known  from  the  fpace  it 
occupied  in  the  phial.  The  weight  of  water  being  likewife 
known,  the  fpecific  gravity  of  thefolution,  when  the  com- 
mon temperature  was  produced,  was  given  by  the  con- 
denfation. 
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acids  of  different  colors  in  this  advantageous 
way,  I at  length  found  that  QO  grains  of  a deep 
yellow  acid,  of  fpecific  gravity  1,5,  became, 
when  mingled  at  40'^  with  77,5  grains  of  water, 
of  fpecific  gravity  1,302,  and  of  a light  green 
tinge,  as  nearly  as  poflible  referabling  that  of 
the  ffandard  acid. 

Suppofing,  then,  that  thefe  acids  contain 
nearly  the  fame  relative  proportions  of  oxygene 
and  nitrogene,  100  grains  of  the  deep  yellow 
acid  of  1,5,  are  compofed  of  Ql,Q  grains  true 
nitrous  acid,-|'  and  8,1  grains  of  water. 

To  afeertain  the  difference  between  the  com- 
pofition  of  this  acld,’and  that  of  the  pale,  or  nitric 
acid,  of  the  fame  fpecific  gravity,  I Inferted  150 
grains  of  it  into  a fmall  cylindrical  mattrafs  of  the 
capacity  of  ,5  cubic  inches,  accurately  graduated 
to  grain  incafures,  and  conncdlcd  by  a curved 

f That  is,  fnch  as  it  exifts  in  the  aeriform  ftate  at  55o. 
From  the  ftrong  affinity  of  nitrons  acid  for  water,  we  may 
fnppofe  that  this  acid  gas  contains  a larger  proportion  of  it  • 
than  the  other  gafes. 
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tube  with  the  water  apparatus.  After  heat  had 
been  applied  to  the  bottom  of  the  mattrafs  for 
a few  minutes,  the  color  of  the  fluid  gradually 
changed  to  a deep  red,  whilft  the  globules  of  gas 
formed  at  the  bottom  of  the  acid,  were  almoft 
wholly  abforbcd  in  paffing  through  it.  In  a 
fhort  time  deep  red  vapour  began  to  fill  the 
tube,  and  being  condenfed  by  the  water  in  the 
apparatus,  was  converted  into  a bright  green 
fluid,  at  the  fame  time  that  minute  globules  of 
gas  were  given  out.  As  the  heat  applied  be- 
came more  intenfe,  a very  fingular  phaenomenon 
prefented  itfelf ; the  condenfed  vapor,  in'ereafed. 
in.  quantity,  at  length  filled  the  curvature  of  the 
tube,  and  when  expelled,  formed  itfelf  into 
dark  green  fpherules,  which  funk  to  the  bottom 
of  the  water,  refled  for  a moment,  and  then 
refolved  tbemfelves  into  nitrous  gas.* 

When  the  acid  was  become  completely  pale, 
it  was  fuficred  to  cool,  and  weighed.  • It  had 
lofl  near  15  grains,  and  was  of  fpecific  gravity 


* This  appearance  will  be  explained  hereafter. 
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1,491.  2 cubic  inches  and  quarter  of  nitrous 

gas  only  were  colledled. 

From  this  experiment  evidently  no  conclu- 
fions  could  be  drawn,  as  the  nitrous  gas  had 
carried  over  with  it  much  nitrous  acid  (in  the 
form  of  what  Dr.  Prieflley  calls  nitrous  vapor) 
and  was  partially  difTolved  with  it  in  the  water.-}* 

To  afeertain,  then,  the  difference  between 
the  pale  and  yellow  acids,  I was  obliged  to 
make  ufe  of  fynlhefis,  compared  with  analyfis, 
carried  on  in  a different  mode,  by  means  of  the 
following  apparatus. 

VII.  To  the  flop-cock  of  the  upper  cylinder  of 
the  mercurial  airholder,  a capillary  tube  was 
adapted,  bent  foasto  be  capable  of  introdu6lion 
into  an  orifice  in  the  ftopper  of  a graduated  phial 
fimilar  to  that  employed  for  mingling  acids 
with  wa^cr,  and  fufiiciently  long  to  reach  the 
bottom.  With  another  orifice  in  the  fiopper 
of  the  phial  was  connedled  a fimilar  tube  cur- 


t This  phaenomenon  will  be  particularly  explained 
hereafter. 
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vecl,  for  the  purpofe  of  containing  a fluid,  and 
ofincreafed  diameter  at  the  extremity.^ 

50  cubic  inches  of  pure  nitrous  gas  were 

thrown  Into  the  mercurial  apparatus.  The 

graduated  phial,  containing  90  grains  of 

nitric  acid,  of  fpecific  gravily  1,5,  was 

placed  on  the  top  of  the  airholding  cylinder, 

and  made  to  communicate  with  it  by  means  of 

the  flop  cock  and  firft  tube.  Into  the  fecond 

tube  a fmall  quantity  of  folution  of  potafh  was 

placed.  When  all  the  junctures  were  carefully 
( 

cemented,  by  prefiing  on  the  air-holder,  the  ni- 
trous gas  was  flowly  pafled  into  the  phial,  and 
abforbed  by  the  nitrous  acid  it  contained;  whilft 
the  fmall  quantities  ol  nitrogene  evolved,  flowly 
drove  forward  the  folution  in  the  curved  tube  ; 
•from  the  height  of  which,  as  compared  wdth  that 
of  the  mercury  in  the  condu61ing  tube,  the 
prefTure  on  the  air  in  the  cylinder  u^asknown. 

* The  outline  onlj'  of  this  apparatus  is  given  here,  as  far 
as  ,was  necelTiiry  to  make  the  experiment  intelligible  ; a 
detailed  account  of  it,  and  of  its  general  applicati%jn,  wilt 
be  given  in  the  appendix. 

f That  is,  from  nitrous  acid  and  mercury. 
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In  proportion  as  the  nitrous  gas  was  ablbrbed, 
the  pbial. became  warm,  and  the  acid  changed 
color ; it  firft  became  ftraw-colored,  then 
pale  yellow,  and  when  about  7^  cubic  inches 
had  been  combined  with  it,  bright  yellow.  It 
had  gained  in  weight  nearly  3 grains,  and  was 
become  of  fpecific  gravity  1 ,4q6. 

This  experiment  afforded  me  an  approxima- 
tion to  the  real  difference  between  nitric  and 
yellow  nitrous  acid  ; and  learning  from  it  that 
nitric  acid  was  diminiflicd  in  fpecific  gravity 

\ 

by  combination  with  nitrous  gas,  I procured  a 
pale  acid  of  fpecific  gravity  1,504.*  After  this 
acid  had  been  combined  in  the  fame  manner 
as  before,  with  about  8 cubic  Inches  of  nitrous 
gas,^  it  became  nearly  of  fpecific  gravity  1,5, 
and  had  gained  in  weight  about  3 grains. 

* A pale  acid  of  1.52,  by  being  converted  into  yellow 
acid,  became  nearly  of  fpecific  gravity  15, J. 

§ It  is  iinpoflible  to  afeertain  the  quantity  of  gas  abforbed 
to  more  than  a quarter  of  a cubic  inch,  as  the  firfi  portions 
of  nitrous  gas  thrown  into  the  graduated  cylinder  are  com- 
bined with  the  oxygene  of  the  common  air  in  it,  to  form 
pitrous  acid,  and  hence  the  flight  excefs  of  weight. 


{ 2(5  ) 


Airuming  the  accuracy  of  this  experiment  as 
a foundation  for  calculation,  I endeavoured  in 
the  fame  manner  to  afcertain  the  differences  in 
the  compofition  of  the  orange-colored  acids, 
and  the  acids  containing  ffill  larger  proportions 
of  nitrous  ffas. 

o 

93  grains  of  the  bright  yellow  acid  of  1,5 
became,  when  6 cubic  inches  of  gas  had  been 
paffed  through  it,  orange  colored  and  fuming, 
whilff  the  undiffblvcd  gas  increafed  in  quantity 
fo  much  as  to  render  it  impoffible  to  confine  it 
ffy  the  folution  of  potafh.  When  9 cubic 
inches  had  paflTed  through,  it  became  dark 
orange.  It  had  gained  in  weight  2,/5  grains, 
and  was  become  of  fpecific  gravity  1,48  nearly. 
Hence  it  was  evident  that  much  nitrous  gas  had 
[)affcd  through  it  undifTolvcd.  25  cubic  inches 
more  of  nitrous  gas  were  nowflowly  fent  through 
it:  it  firft  became  of  a light  olive,  then  of  a 
dark  olive,  then  of  a muddy  green,  then  of  a 
bright  green,  and  laftly  of  a blue  green.  After 
its  afflimption  of  this  color,  the  gas  appeared  to 
pafs  through  it  unaltered,  and  large  globules 
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of  fluid,  of  a darker  green  than  the  reft, 
remained  at  the  bottom  of  the  cylinder,  and 
when  agitated,  did  not  combine  with  it.  The 
increafe  of  weight  was  only  1 grain,  and  the 
acid  was  of  fpecific  gravity  1,474  nearly. 

In  this  experiment  it  was  evident  that  the 
' unabforbed  nitrons  gas  had  carried  over  with  it 
a confiderable  quantity  of  nitrous  acid.  I en- 
deavoured to  correal:  the  errors  refulting  from 
this  circumflanec,  by  connecting  the  curved 
tube  firft  with  a fmall  water  apparatus,  and 
afterwards  with  a mercurial  apparatus  ; but 
when  the  water  apparatus  was  ufed,  the  greater 
part  of  the  unabforbed  gas  was  diflblvcd  with 
the  nitrous  acid  it  held  in  folution,  by  the  water; 
and  when  mercury  was  employed,,  the  nitrous 
acid  that  came  over  was  dccompofed,  and  the 
quantity  of  nitrous  gas  evolved,  in  confequence 
increafed. 

As  it  was  pofTiblc  that  a .fmall  deficiency  of 
weight  might  arife  from  the  red  vapor  given 
• out  during  the  procefies  of  weighing  and 
examining  the  acid  in  the  lad:  experiment. 
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35  cubic  inches  of  nitrons  gas  were  very 
flovvly  patlcd  through  QO  grains  of  pale  nitrous 
acid,  of  fpecific  gravity  1,5  : it  became  of  fimi- 
lar  appearance  to  that  juft  eleferibed,  had  gained 
in  weight, (ij/j  grains,  and  was  become  ot  fpe- 
cificgravity  1.475. 

Thefe  experiments  did  not  afford  approxima- 
tions fufficiently  accurate  towards  the  compofi- 
tlori  of  deoxygenated  acids,  containing  more 
nitrous  gas  than  the  dark  orange  colored.  To 
obtain  them,  a folution  confiding  of  Q4,25 
grains  of  blue  green,  or  perfe^ly  nitrated  acid, 
(if  vve  may  be  allowed  to  employ  the  term),  of 
fpecific  gravity  1,4/5,  was  inferted . into  a 
graduated  phial,  and  conne(!ded  by  a curved 
tube,  with  the  mercurial  airhoklcr ; in  the 
condutflor  of  which  a fmall  quantity  of 
water  .was  inferted  to  abforb  the  nitrous  acid 
which  might  be  carried  over  by  the  gas.  Heat 
was  llowly  applied  to  the  phial,  and  nitrous 
gas  given  out  with  great  rapidity.  When  4 
cubic  inches  were  collcHcd,  the  acid  became 
dark  olive,  w hen  9 dark  red,  when  13  bright 
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orange,  - and  when  1 8 pale.  It  had  loft  3 1 
grains,  and  when  completely  cool/was  of  Ipcci- 
fic  gravity  1,502  nearly.  The  water  in  the 
apparatus  was  tinged  of  a light  blue  ; from 
whence  w^c  may  conclude  that  Tome  of  the 
nitrous  gas  was  abferbed  by  it  with  the  nitrous 
acid  : but  it  will  be  hereafter  proved  that  the 
orange  colored  acid  is  the  moft  nitrated 
acid  capable  of  combining  undecompounded 
with  water,  and  that  the  color  it  comtmi- 
nicates  to  a large  quantity  of  water,  is  light 
blue.  If  then  wc  take  6,1  grains,  the  quantity 
of  gas  collciffed,  from  31  the  lofs,  the  remainder 
is  24,9,  which  rcafoning  from  the  fynthctical  ex- 
periment, may  be  fuppofed  to  contain  nearly 
3 cubic  inches  of  nitrous  gas.  Confequentlv, 
94,25  grains  of  dark  green  acid,  of  fpecitic 
gravity  1,475,  are  compofed  of  nearly  21  cubic 
inches,  or  7,2  grains  of  nitrous  gas,  and  87,05 
grains  of  pale  nitrous  acid,  of  1,504. 

VIII.  Comparing  the  different  fynthetical  and 
analytical  experiments,  we  may  conclude  with 
tolerable  accuracy,  jhat  92,75  grains  of  bright 
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yellow,  or  ftandarcl  acid  of  1,5,  are  compofed 
ot  2,75  grains  of  nitrous  gas,  and  90  grains  of 
nitric  acid  of  1,504;  but  Q2,75  grains  of  flandard 
acid  contain  85,23  grains  of  nitrous  acid,  com- 
polcd  pf  about  27,2,3  of  oxygene,  and  58, 
nitrous  gas  : now  from  58,  take  2,75,  and  the 
remainder  55,25,  is  the  quantity  of  nitrous  gas 
contained  in  90  grains  of  nitric  acid  of 
1,504;  conlequcntly,  100  grains  of  it  are 
compofed  of  8,45  water,  and  91,55  true  acid, 
containing  61,32  nitrous  gas,  and  30,23  oxy- 
gene ; or  27,01  nitrogene,  and  64,54  oxygene  ; 
and  the  nitrogene  in  nitric  acid,  is  to  the  oxy- 
gene as  1 to  2,389. 

IX.  My  ingenious  friend,  Mr.  James 
Thomson,  has  communicated  to  me  fome 
obfervations  relating  to  the  compofition  of 
nitrous  acid  (that  is,  the  orange-colored  acid), 
from  which  he  draws  a conclution  which  is,  in 
my  opinion,  countenanced  by  all  the  fadls  we 
are  in  pofleffion  of,  namely,  that  it  ought 
“ not  to  be  confidered  as  a diflindl  and  lefs 
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oxygenated  date  of  acid,  but  limply  as  nitric 
‘‘  or  pale  acid,  holding  in  folution,  that  is, 
“ loofely  combined  with,  nitrous  gas.”^ 

It  is  impoflibleto  call  any  fubllance  a limpleacid 
that  is  incapable  of  entering  undecompounded 
into  combination  with  the  alkalies,  &c  ; but  it 
will  appear  hereafter  that  the  falts  called  in  the 


* In  a letter  to  me,  dated  06t.  28,  1799>  after  giving  in 
account  of  fome  experiments  on  the  phlogiftication  of 
nitric  acid  by  heat  and  light,  he  lays,  “It  was  from  an 
“ attentive  examination  of  the  manner  in  which  the  nitric 
**  acid  was  phlogifticated  in  thefe  experiments,  that  I was 
“ confirmed  in  the  fufpicion  I had  long  before  entertained, 
“ of  the  real  difference  between  the  nitrous  and  nitric  acidi. 
“ It  is  not  enough  to  fhew  that  in  the  nitrous  acid,  (that  is, 
“ the  nitric  holding  nitrous  gas  in  folution),  the  proportion 
“ of  oxygene  in  the  whole  compound  is  lefs  than  that  enter- 
“ ing  into  the  compofition  of  the  nitric  acid,  and  that  it  is 
therefore  lefs  oxygenated.  By  the  fame  mode  of  reafoning 
“ we  nright  prove  that  water,  by  abforbing  carbonic  acid 
, “ gas,  became  lefs  oxygenated,  which  is  abfurd.  Should 
“ any  one  attempt  to  prove  (which  will  be  necelfary  to  fub- 
“ ftantiate  the  generally  received  doftrine)  tliat  (he  oxygene 
“ of  the  nitrous  gas  combines  with  the  oxygene  of  the  acid, 
“ and  ihenitrogene,  inlike  manner,  fo  that  the  refultingadd, 
“ when  nitrous  gas  is  abforbed  by  nitric  acid,  is  a binary 
“ combination  of  oxygene  and  nitrogene,  he  would  find  it 
“ foraewbat  more  difficult  than  he  at  firft  imagined : it  ap- 
pears  to  me  impoflible.  It  is  much  more  confonant  with 
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new  nomenclature  nltritesj  cannot  be  directly 
formed.  If,  indeed,  it  could  be  proved, 
that  the  heat  produced  by  the  combina- 
tion of  nitrous  acid  with  falifiable  bafes,  was 
the  only  caufe  of  the  partial  decompofition  of 
it,  and  that  when  this  procefs  was  efFedled  in 
fuch  a way  as  to  prevent  increafe  of  temperature, 
no  nitrous  gas  was  liberated,  the  common 


experiment  to  fuppofe  that  nitrous  acid  is  nothing  more 
‘‘  than  nitric  acid  holding  nitrous  gas  in  folution,  which 
“ might  in  conformity  to  the  principles  of  the  French 
^‘nomenclature,  becalled nitrateof  nitrogene.  Thedifficulty, 
“ and  in  fome  cafes  the  impoflibility,  of  forming  nitrites, 
“ arifes  from  the  weak  affinity  which  nitrous  gas  has  for 
“ nitric  acid,  compared  with  that  of  other  fubftances  j and 
“ the  decompofition  of  nitrous  acid)  that  is,  nitrate  of 
“ nitrogene)  by  an  alkaline  or  metallic  fubftance,  is  perfectly 
“ analogous  to  the  decompofition  of  any  other  nitrate,  the 
“ nitrous  gas  being  difplaced  by  the  fuperior  affinity  of  the 
“ alkali  for  the  acid, 

“ Agreeable  to  this  theory,  the  falts  denominated 
“ nitrites  are  in  fa«5t  triple  falts,  or  ternary  combinations  of 
“ nitric  acid,  nitrous  gas,  and  falifiable  bales.” 

Tim  theory  is  perfe6tly  new  to  me.  Other  Chemifis 
to  whom  I have  mentioned  it,  have  likewife  confidered  it 
as  new.  Yet  in  a fubfequent  letter  Mr.  Thomfon  mentions 
that  he  had  been  told  of  the  belief  of  a firailar  opinion 
among  the  French  Chemifis. 
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theory  might  have  fomc  foundation  ; but  though 
dilute  phlogifticated  nitrous  acid  combines 
* with  alkaline  folutions  without  decompofition, 
yet  no  excefs  of  nitrous  gas  is  found  in  the 
folid  fait ; it  is  either  difengaged  in  proportion 
as  the  water  is  evaporated,  or  it  abforbs  oxy- 
gene  from  the  atmofphere,  and  becomes  nitric 
acid. 

In  proportion  as  the  nitrous  acids  con- 
tain more  nitrous  gas,  fo  in  proportion  do  they 
more  readily  give  it  out.  From  the  blue 
green  acid  it  is  liberated  flovvly  at  the  tempera- 
ture of  50°,  and  from  the  green  likewife  on 
agitation.  The  orange-coloured  and  yellow 
acids  do  not  require  a heat  above  200®  to  free 
them  of  their  nitrous  gas ; and  all  the 

* In  fome  experiments  made  on  the  nitrites  of  potafh, 
and  of  ammoniac,  before  I was  well  acquainted  with 
the  compofition  of  nitric  acid,  I found  that  a light  olive- 
colored  acid  of  1,28,  was  capable  of  being  faturated  by 
weak  folutions  of  potafh  and  ammoniac,  without  lotin<^ 
any  nitrous  gas ; but  after  the  evaporation  of  the  neutralifed 
Iblution,  at  very  low  temperatures,  the  falts  in  all  their 
properties  refembled  nitrates. 


I 
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colored  acids,  when  expofed  to  the  atmofphere 
abforb  oxygene,  and  become  by  degrees  pale. 

If  the  nitrous  vapour,  i.  e.  fuch  as  is 
difengaged  during  the  denitrahon  of  the 
colored  acids,  was  capable  of  combining  with 
the  alkalies,  it  might  be  fuppofed  a didindl 
acid,  and  called  nitrous  acid  ; and  the  acids 
of  different  colors  might  be  confidered  (imply 
as  compounds  of  this  acid  with  nitric  acid  ; 
but  it  appears  to  be  nothing  more  than  a folu- 
tion  of  nitric  acid  in  nitrous  gas,  incapable  of 
condenfation,  undecompounded,  and  when 
decompounded  and  condenfed,  conftituting 
the  dark  green  acid,  which  is  immifcible  with 
water,-)-  and  uncombinable  with  the  alkalies.  J 

It  feems  therefore  reafonable,  till  we  are  in 
pofTeflion  of  new  lights  on  the  fubjecSl,  to  con- 
fider,  with  Mr.  Thom  Ton,  the  deoxygenated  or 
nitrous  acids  (imply  as  folutious  of  nitrous  gas 

f As  is  evident  from  the  curious  appearance  of  the  dark 
green  fpheniles,  repulfive  both  to  water,  and  Kght  green 
acid. 


X That  is,  undecompounded. 


¥ 
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in  nitric  acid,  and  as  analogous  to  the  folutions 
of  nitrous  gas  in  the  fulphuric  and  marine 
acids,  &c.  and  the  talts  called  nitrites,  ternary 
combinations,  fimilar  to  the  triple  compounds 

compofcd  of  fulphuric  acid,  metallic  oxides, 
and  nitrous  p-as.* 

Suppofing  the  truth  of  thefe  principles  ac- 
cording to  the  logic  of  the  French  nomencla- 
ture, there  is  no  acid  to  n-hich  the  term  nitrous 
acid  oug/jf  to  be  applied  ; but  as  it  has  been 
ufed  to  fignify  the  acids  holding  in  folution 
nitrous  gas,  it  is  perhaps  better  ftill  to  apply  it 
to  thofe  fubftances,  than  to  invent  for  them 
new  names.  A nomenclature,  accurately  ex- 
preffing  their  contlitucnt  parts,  would  be  too 
complex,  and  like  all  other  nomenclatures 
founded  upon  theory,  liable  to  perpetual  alter- 
ations. Their  compofition  is  known  from  their 
fpecific  gravity  and  their  colors  ; hence  it  is 
better  to  denote  it  by  thofe  phyfical  proper! 
ties:  thus  orange  nitrous  acid,  of  fpecific 
gravity  1,480,  will  fignify  a folution  of  nitrous 

Tlie  cxiftence  of  thefe  bodies  will  be  hereafter  proved. 
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giis  in  nitric  acid,  in  which  tne  nitiic  acid  is  to 
the  nitrous  gas,  nearly  as  87  to  5,  and  to  the 
water  as  11  to  1. 

X.  The  eftimation  of  the  compofition  of  the 
yellow  and  orange  colored  nitrous  acids  given 
in  the  following  table,  may  be  confidcrcd  as 
tolerably  accurate,  being  deduced  from  the 
fynthetical  experiments  in  the  tixth  fei^ion^ 
compared  with  the  analytical  ones.  But  as  in 
the  fynthetical  experiment,  when  the  acid  be- 
came green,  it  was  impoflible  to  afeertain  th© 
quantity  of  nitrous  gas  that  patTed  through  it 
imabforbed,  and  as  in  the  analyfis  the  quantity 
of  nitrous  gas  diffolved  by  the  water  at  difFerent 
periods  of  the  experiment  could  not  be  afeer- 
tained,  the  accounts  of  the  compofition  of  the 
green  acids  mnft  be  confidered  only  as  very 
imperfe^  approximations  to  truth. 
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TABLE  I. 

Containing  Approximations  to  the  quantities  of  NITRIC 
ACID,  NITROUS  GAS,  and  WATER  in  NITROUS 
ACIDS,  of  different  colors  and  specific  gravities. 


100  Parts 

Specific  gra. 

NitricAcid 

Water 

Nitrous  gas. 

Sol. Nitric  Acid 

1,504 

91,55 

8,45 



YellowNLtrousJ 

1,502 

c 

90,5 

8/3 

1,2 

Bright  Yellow 

of 

1,500 

*5 

H 

0 

88,94 

8,10 

4,96 

Dark  Orange 

1,480  • 

86,84 

7,6 

5,50 

Light  Olive  J 

i><79 

\ 

86,00 

7,55 

6,4  5 

Dark  Olive  J 

1,478 

CO 

7,5 

' 7,1 

Bright  Green  J 

1,4/6 

84,8 

7,14 

7,76 

Blue  Green* 

1,475 

84,6 

7,4 

8,00 

* The  blue  green  acid  is  not  homogeneal  in  its  compofition,  it  is 
compofed  of  the  blue  green  fpherules  and  the  bright  green  acid. 
The  blue  green  (pherules^  are  of  greater  fpecific  gravity  than  the  dark 
green  acid,  probably  becaufe  they  contain  little  or  no  water. 

t The  compofition  of  the  acivls  thus  marked,  is  given  from  cal- 
culations. 
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TABLE  II. 

Binary  Proportions  of  OXYGENE  and  NITROGENE 
in  NITRIC  and  NITROUS  ACIDS* 


100  Parts. 

Oxy- 

gene 

Nitro- 

gene 

Unity. 

Nitro- 

gene 

Oxy- 

gene 

Nitric  Acid 

ci 

70,50 

39,50 

u 

c 

0 

0 

Wn 

1 

2,389 

Bright  jcllowNitrous 

O 

O 

70,10 

29,90 

z 

tfi 

1 

2,344 

Orange  coloured 

6g,63 

30,37 

0 

V— 

0 

1 

2,292 

Dark  Green 

69,08 

30,92 

pL. 

0 

£ , 

1 

2,230 

XI.  I have  before  mentioned  that  dilute  nitric 
acids  are  incapable  of  diflblving  fo  much  nitrous 
gas  in  proportion  to  their  quantities  of  true 
acid,  as  concentrated  ones.  During  their 
abforption  of  it,  they  go  through  fimilar  changes 
of  color ; 330  grains  of  nitric  acid,  of  fpecitic 
gravity  1,36,  after  50  cubic  inches  of  gas  had 
been  pafled  through  it,  became  blue  green,  and 

“ '*  Nitrous  gas  contains  44,05  Nitrogene,  and  55,95 
Oxygene,  as  has  been  faid  bftbre. 
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of  fpceific  gravity  1,351.  It  had  gained  in 
weight  but  3 grains  ; and  when  the  nitrous  gas 
was  driven  from  it  hy  heat  into  a water  appa- 
ratus, but  7 cubic  inches  were  collected.* 

From  the  diminution  of  fpecific  gravity  of 
nitric  acid  by  combination  wdth  nitrons  gas, 
and  from  the  fmaller  attradtion  of  nitric 
acid  for  nitrous  gas,  in  proportion  as  it  is 
diluted,  it  is  probable  that  the  nitrated  acids,  in 
their  combinations  with  water,  do  not  contract 
fo  much  as  -j-  nitric  acids  of  the  fame  fpecific 
gravities.  The  affinities  refulting  from  the 
fmall  attradlion  of  nitrous  gas  for  water,  and 
its  greater  attradlion  for  nitric  acidj  muft  be 
fuch  as  to  leflen  the  affinity  of  nitric  acid  and 
water  for  each  other. 

Hence  it  wmuld  require  an  infinite  number,/ 
of  experiments  to  afeertain  the  real  quantities  of 
acid,  nitrous  gas,  and  water,  contained  in  the 


* A great  portion  of  it,  of  courfe,  diflTolved  in  the  water 
■with  the  nitrous  acid  carried  over. 

t Their  changes  of  volume,  correfponding  to  changes 
of  temperature,  moft  probably,  are  likewife  different. 
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different  diluted  nitrous  acids ; and  after  thefe 
quantities  were  determined,  they  would  proba- 
bly have  no  important  connection  with  the  • 
chemical  arrangement.  As  yet,  our  inflru- 
nients  of  experiment  are  not  fufficiently  exa(fl 
to  afford  us  the  means  of  afcertaining  the 
ratio  in  which  the  attradlion  of  nitric  acid* 
for  water  diminiflies  in  its  progrefs  towards 
fat  u rat  ion. 

The  eflimations  in  the  following  table,  of  the 
real  quantities  of  nitric  acid  in  folutions  of  dif- 
ferent fpecific  gravities,  were  deduced  from 
experiments  made  in  the  manner  deferibed  in 
fedlion  VI,  except  that  the  phial  employed  was 
longer,  narrower,  and  graduated  to  half  grains. 
The  temperature,  at  the  time  of  combination, 
was  from  40°  to  46°. 


* Probably  in  the  ratio  of  the  fquare  of  the  quantity  of 
water  united  to  it. 
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TABLE  III. 

Of  the  Quantities  of  True  NITRIC  ACID  in  solutions 
of  different  SPECIFIC  GRAVITIES. 


100  Parts  Nitric 
Acid  of  fpecfic 
gravity 

True  Acid* 

Water 

1,5040 

91,55 

8,45 

1,4475 

80,39 

19,61 

1,4285 

*c3 

71,65 

28,35 

1,3906 

0 

62,96 

37,04 

1,3551 

56,88 

43,12 

1,3186 

52,03 

47,97 

1,3042 

. 49,61 

50,96 

1,2831 

46,03 

53,97 

1 

1,2090 

45,27 

54,73 

* The  quantities  of  Oxygene  and  Nitrogene  in  any  folu- 

tion,  may  be  thus  found Let  A ==  the  true  acid, 

X the  oxygene,  and  Y the  nitrogene, 

Then  238  A A 


X == 


23f> 


239 


and  y = 
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XII.  The  blue  green  fpherulcs  mentioned  in 
fedtion  V.  produced  by  the  condenfation  of 
nitrous  vapor,  and  by  the  combination  of  nitric 
acid  with  nitrous  gas,  may  be  confidered  as 
faturated  folutions  of  nitrous  gas  in  nitric  acid. 
The  combinations  of  nitric  acid  and  nitrous 
gas  containing  a larger  proportion  of  nitrous 
gas,  are  incapable  of  exifting  in  the  fluid  ftatc 
at  common  temperatures  ; and,  as  appears 
from  the  firft  experiment,  an  increafeof  volume 
take  place  during  their  formation.  They  confe- 
quently  ought  to  be  looked  upon  as  folutions 
of  nitric  acid  in  nitrous  gas,  identical  with  the 
nitrous  vapor  of  Prieftley. 

From  the  refearches  of  this  great  difeoverer, 
we  learn  that  nitrous  vapor  is  decompofable,  both 
by  water  and  mercury.  Plence  it  is  almoH  im- 
poflible  accurately  to  afeertain  its  compolition. 
In  one  of  his  experiments,:}:  when  more  than 
130  grains  of  ftrong  nitrous  acid  were  expofed 


+ Experiment i and  Oblervations } lafl  edition,  vol.  1, 
page  384. 
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for  two  days  to  nearly  247  cubic  inches  of 
nitrous  gas,  over  water  ; about  half  of  the 
acid  was  ditiblved,  and  depofited  with  the  gas 
in  the  water.^^ 

XIII.  In  comparing  the  refults  of  my  fun- 
damental experiment  on  the  compofition  of 
nitrous  acid,  with  thofeof  Cavendifh,  the  great 
coincidence  between  them  gave  me  very  high 
fatisfa^tion,  as  affording  additional  proofs  of 
accuracy.  If  the  acid  formed  in  the  lafl  expe_ 
riment  of  this  illuflrious  philofopher  be  fuppofed 
analogous  to  the  light  green  acid  formed  in  my 
firft  experiment,  our  eftimations  will  be  almofl 
identical. 

Lavoificr’s  account  of  the  compofition  of  the 
nitric  and  nitrous  acids,  has  been  generally 
adopted.  According  to  his  cflimation,  thefe 
fubfiances  contain  a much  larger  quantity  of 
oxygene  than  I have  afligned  to  them. 

§ Nitrous  gas,  holding  in  folution  nitrous  acid,  is  more 
readily  abforbed  by  water  than  when  in  its  pure  form, 
from  being  prefented  to  it  in  a more  condenfed  ftate  in  the 
green  acid,  formed  by  the  contaiit  of  water  and  nitrous 
yapor. 
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The  fundamental  experiments  of  this  great  phi- 
lofopher  were  made  at  an  early  period  ot  pneu- 
matie  ehcmitlry,*  on  the  deeompofition  of  nitre 
by  charcoal ; and  he  contidered  the  nitrogene 
evolved,  and  the  oxygene  of  the  carbonic  acid 
produced  in  this  procets,  as  the  component 
parts  of  the  nitric  acid  contained  in  the  nitre. 

I have  before  mentioned  the  lil^eration  of 
nitrous  acid,  in  the  dccompofition  of  nitre  by 
combutlible  bodies ; and  I had  reafons  for  fuf- 
pe6ling  that  this  circumflance  was  not  the  only 
fource  of  inaccuracy. 

That 'my  fufpicions  were  well  founded,  will 
appear  from  the  following  experiments  : 

EXPERIMENT  a.  I introduced  into  a 

« 

firong  glafs  tube,  3 inches  long,  and  nearly  ,3 
wide,  a mixture  of  10  grains  of  pulverifed, 
well  burnt  charcoal,  and  6o  grains  of  nitre.  It 
was  tired  by  means  of  touch-paper,  and  the 
tube  inftantly  plunged  under  a jar  filled  with 

/ 

* Mem,  dcs  Savans  Etrangers,  v.  xi.  226.  Vide  Kirvvaa 
fur  le  phlogiftique  pag.  110. 
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flry  mercury.  A quantity  of  gas,  clouded  with 
denfe  white  vapor  was  colledled.  When  this 
vapor  was  preeijutated,  fo  that  the  furface  of 
the  mercury  could  be  feen,  it  appeared  white, 
as  if  adlcd  on  by  nitrous  acid.  On  introducing 
a little  oxygcnc  into  the  jar,  copious  red  tumes 
appeared. 

EXP.  h.  A fimilar  mixture  was  fired* 
under  the  jar,  the  lop  of  the  mercury  being 
covered  with  a fmall  quantity  of  red  cabbage 
juice,  rendered  green  by  an  alkali.  This  juice, 
examined  when  the  vapor  was  precipitated,  was 
become  red,  and  on  introducing  to  it  a little 
carbonate  of  potafb,  a flight  effervcrccncc  took 
place.  ' 

EXP.  c.  Five  grains  of  charcoal,  and  20 
of  nitre,  were  now  fired  in  the  fame  manner  as 
before,  the  mercury  being  covered  with  a ftratum 
of  water.  After  the  precipitation  of  the  vapor 


* In  this  experiment,  as  well  as  in  the  laft,  feme  of  thV 
mixture  was  thrown  into  the  jar  undecompounded. 


I 
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on  the  introdu(3ion  of  oxj'gene,  no  reel  fumes 
were  perceived. 

EXP.  d.  30  grains  of  nitre^  5 of  charcoal, 

A 

and  five  of  filicious  earth,*  were  now  mingled 

and  fired.  The  gas  received  under  mercury 

/ 

was  compofed  of  18  carbonic  acid,  and  nearly 
12  nitrogene.'l'  A little  muriatic  acid  was 
poured  on  the  refiduum  in  the  tube ; a flight 
efFervefcence  took  place. 

EXP.  e.  The  top  of  the  mercury  in  the  jar 
was  now  covered  with  a little  diluted  muriatic 
acid,  and  a fmall  glafs  tube  filled  with  a mixture 
of '3  grains  of  charcoal,  and  20  nitre.  After 
the  deflagration,  the  tube  itfelf  with  the  refi- 
duuin  it  contained,  were  thrown  into  the  jar. 
The  carbonic  acid  was  quickly  detached  from 
them  by  the  muriatic  acid,  and  the  whole  quan- 


* To  detach  the  potafli  from  the  carbonic  acid. 

-f  This  nitrogene  contained  a little  nitrous  gas,  as  it  gave* 
red  fumes  when  expofed  to  the  air.  The  free  nitrous  acid 
was  decompofed  by  the  mercury,  as  it  was  not  covered 
with  water. 
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tity  of  gas  generated  in  the  procefs,  obtained  ; 
it  meafured  15  cubic  inches. 

4 cubic  inches  of  it  expofed  to  folution  of 
potafh,  diminidied  to  1 7 of  the  remainder, 

with  8 of  oxygene,  gave  only  12. 

EXP.  f.  ()0  grains  of  nitre,  and  q of  char- 
coal were  fired,  the  top  of  the  mercury  in  the 
jar  being  covered  with  water.  After  the  detla- 
gration,  the  tube  that  had  contained  them  was 
introduced,  and.  the  carbonic  acid  contained  by 
the  carbonate  of  potafh,  difengaged  by  muriatic 
acid.  30  me'afurcs  of  the  gafes  evolved  were 
expofed  to  cauftic  potafli ; 20  exactly  were 
abforbed,  the  10  remaining,  with  10  of  oxy- 
gene, diminiflied  to  1/. 

EXP.  g.  A mixture  of  nitre  and  charcoal 
were  deflagrated  over  a little  water  in  the  mer- 
curial jar  : after  the  precipitation  of  the  vapor, 
the  w^ater  was  abforbed  by  filtrating  paper. 
This  -filtrating  paper,  heated  in  a folution  of 
potafh,  gave  a faint  fmcll  of  ammoniac. 

EXP.  h.  Water  impregnated  with  the 
vapor  produced  in  the  deflagration,  was  heated 
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with  quicklime,  and  prcfcntcd  feparatcly  io 

•V 

three  perfons  accuftomed  to  chemical  odors. 
Two  of  them  inftantly  recognifed  the  ammo- 
iiiacal  fmcll,  the  other  could  not  afeertain  it. 
Paper  reddened  with  cabbage  juice  was  quickly 
turned  green  by  the  vapor. 

♦ 

Thefe  experimentsarcrufficienttotliew  that  the 

decompofition  of  nitre  by  charcoal  is  a very  corn- 

% 

plex  procefs,  and  that  the  intenfe  degree  offbeat 
produced  may  elfe6t  changes  in  the  fubttances 
employed,  which  we  are  unable  to  eftimate. 

The  products,  indead  of  being  limply  car- 
bonic acid,  and  nitrogene,  are  carbonic  acid, 
nitrogene,  nitrous  acid,  probably  ammonia, 
and  fometimes  nitrous  gas.  The  nitrous  acid 
is  difengaged  from  the  bafe  by  the  intenfe  heat. 
Concerning  the  formation  of  the  ammonia,  it 
is  nfelefs  to  reafon  till  we  have  obtained  un- 
equivocal teftimonics  of  its  exiftcncc  ; it  may 
be  produced  either  by  the  decompofition  of 
the  water  contained  in  the  nitre,  by  the  com- 
bination of  its  oxygene  with  the  charcoal,  and 
of  its  nafeent  hydrogene  with  the  nitrogene  of 
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the  nitric  acid  ; or  from  fome  unknown  dccont- 
pofition  of  the  potafh. 

As  neither  Lavoifier  nor  Berthollet  found 
nitrous  gas  produced  in  the  decompofition  of 
nitre  by  charcoal,  when  a water  apparatus  was 
employed  ; and  as  it  was  not  uniformly  evolved 
in  my  experiments,  the.mofl  probable  fuppo- 
lition  is,  that  it  arifes  from  the  decompofition 
of  a portion  of  the  free  nitrous  acid  intenfely 
• heated,  by  the  mercury. 

In  none  of  my  experiments  was  the  whole  of 
the  nitre  and  charcoal  decompofed,  fome  of  it 
was  uniformly  thrown  with  the  gafes  into  the 
mercurial  apparatus.  The  nitrogene  evolved, 
as  far  as  I could  afeertain  by  the  common  tefts, 
was  mingled  with  no  infiaminable  gas. 

If  weconfider  experiment /as  accurate,  with 
regard  to  the  relative  quantities  of  carbonic  acid 
and  nitrogene  produced,  they  are  to  each  other 
nearly  as  20  to  8 ; that  is,  allowing  2 for  the 
nitrous  gas,  and  confequently,  reafoning  in  the 
fairte  manner  as  Lavoifier,  concerning  the  com- 
pofition  of  nitric  acid,  it  fhould  be  compofed 


D 
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of  1 nitrogene  to  3,38  oxygcrie.  But  though 
the  quantity  of  oxygene  in  this  etlimation  is 
far  (hort  of  that  given  in  his,  yet  ftill  it  is  too 
much.  From  whatever  fource  the  errors  arife, 
whether  from  the  evolution  of  phlogi (Heated 
nitrous  acid,  or  the  decompofition  of  water,  or 
the  produdlion  of  nitrous  gas,  they  all  tend  to 
increafe  the  proportion  of  the  carbonic  acid  to 
the  nitrogenc. 

I am  unacquainted  with  any  experiment  from 
which  accurate  opinions  concerning  the  differ- 
ent relative  proportions  of  oxygene  and  nitrogenc 
in  the  nitric  and  nitrous  acids  could  be  deduced. 
Lavoifier’s  calculation  is  founded  on  his  funda- 
mental experiment,  and  on  the  combination  of 
nitrous  gas  and  oxygene.  ' 

Dr.  Prieftley’s  experiment  mentioned  in 
fedlion  12,  on  the  abforption  of  nitrous  gas  by 
nitrous  acid,  from  which  Kirwan*-  deduces  the 
compofition  of  the  differently  colored  nitrous 
acidsf  was  made  over  water,  by  which,  as  is 


* ElTajr  00  j)hlogiftoo.- 
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evident  from  a minute  examination  of  the  fa<5lsf, 
the  greater  portion  of  the  nitrous  gas  employed 
was  abfbrbed. 

XIV.  The  opinions  heretofore  adopted 
refpedling  the  quantities  of  real  or  true  acid 
in  folutions  of  nitrous  acid  of  different  fpecific 
gravities,  have  been  founded  on  experiments 
made  on  the  nitro-neutral  falts*  the  moft  accu- 

I 

f Dr.  Prieftley  fays,  ''  Having  filled  a phial  containing 
exadly  the  quantity  of  four  pennyweights  of  water,  with 
ftrong,  pale,  yellow  fpirit  of  nitre,  with  its  mouth  quito 
clofc  to  the  top  of  a large  receiver  flanding  in  water,  I 
**  carefully  drew  out  almoft  all  the  common  air,  and  thea 
*'  filled  it  with  nitrous  air ; and  as  this  was  abforbed,  I kept 
“ putting  in  more  and  more,  till  in  lefs  than  two  days  it 
" had  completely  abforbed  130  ounce  meafures.  Pre/ently 
after  this  proccfs  began,  the  furface  of  the  acid  afliiracd 
“ a deep  orange  color,  and  when  20  or  30  ounce  meafures 
**  of  air  were  abforbed,  it  became  green  at  the  top  : this 
“ green  dcfcended  lower  and  lower,  till  it  reached  the 
*'  bottom  of  the  phial.  Towards  the  end  of  the  procefs, 
**  the  evaporation  was  perceived  to  be  very  great,  and  when 
“ I took  it  out,  the  quantity  was  found  to  have  dirainiflied 
“ to  one  half.  Alfo  it  had  become,  by  means  of  this  pro- 
" cefi,  and  the  evaporation  together,  exceeding  weak,  and 
“ was  rather  blue  than  green.” 

£xferrrmnJs  and  Obfervationii  v6l.  1,  p.  384.  Laft  edition. 
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rate  of  which  are  Ihofe  of  Kirwarij  Bergman, 

1 

and  Wenzel.  The  great  difference  in  the 

refults  of  thefe  celebrated  men,  proves  the 

difficulty  of  the  inveftigation,  and  the  exigence 

of  fources  of  error.*  Kirwan  deduces  the 

compolition  of  the  folutions  of  nitrous  acid  in 

water,  from  an  experiment  on  the  formation  of 
\ 

nitrated  foda.  In  this  experiment,  36,05  grains 
of  foda  were  faturated  by  145  grains  of  nitrous 
acid,  of  fpecific  gravity  1,2754.  By  a teft 
experiment,  he  found  the  quantity  of  fait  formed 
to  be  85,142  grains.'^'  Hence  he  concludes 
that  100  parts  of  nitrous  acid,  of  fpecific  gravity 
1,5543,  contain  73,54  of  the  ffrongeff,  or 
mod  concentrated  acid. 

Suppofing  his  eftimation  perfedfly  true,  100 
parts  of  the  aeriform  acid  of  55°  would  be  com- 
pofed  of  74,54  of  his  real  acid,  and  25,46 
water.  In  examining,  however,  one  of  his  later 

* See  Mr.  Kelt’s  excellent  obfervations  on  this  fubjeft, 
Chem.  Di6t.  Art.  Acid. 

f Irifli  Tranfa6lions,  vol.  4,  p.  34. 
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experiments,*  we  fhall  find  reafons  for  conclu- 
ding, that  the  acid  in  nitrated  fdda  cannot  con- 
tain much  lefs  water  than  the  aeriform  acid.  A. 
folution  of  carbonated  foda,  containing  125 
grains  of  real  alkali,  was  faturated  by  306,2 
grains  of  nitrous  acid,  of  fpecific  gravity  1,41 6. 
The  evaporation  was  carried  on  in  a temperature 
not  exceeding  120°,  and  the  refiduum  expofed’ 
to  a heat  of  400°  for  fix  hours,  at  the  end  of 
which  time  it  weighed  308  grains,  i Now  ac- 
cording to  my  eftimation,  306  grains  of  nitric 
acid,  of  1,4]  6,  fhould  contain  215  true  acid  ; 
and  we  can  hardly  fuppofe,  but  that  during  the 
evaporation  and  confequent  long  expoTure  to* 
heat,  fomc  of  the  nitrated  foda  was  loft  with 
the  water. 

Bergman  eftimates  the  quantity  of  water  iii’ 
this  fait  at  25,  and  the  acid  at  43  per  cent ; but 
his  real  acid  was  not  fo  concentrated  as  Kir- 
wan’s,  confequently'  the  nitric  acid  in  nitra-* 
ted  foda  fhould  contain  more  water  than' my 
true  acid. 


* Addit.  Obf.  pag.  yi. 
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Wen2el,  from  an  experiment  on  the  compow 
ifition  of  nitrated  foda,  concludes  that  it  con^ 
tains  37,48  of  alkali,  and  62,52  of  nitrous  acid, j 
and  1000  of  this  acid,  from  Kirwan’s  calcula-^ 
tion,  contain  812,6  of  his  real  acid;  confe- 
quently,  100  parts  of  my  aeriform  acid  fhould 

contain  Q3,28  of  Wenzel’s  acid,  and  6,72  of 

# 

water. 

I faturated  with  potath  54  grains  of  folution 
of  nitric  acid,  of  fpecific  gravity  1,301.  Evapo- 
rated at  about  212®,  it  produced  66  grains  of 
nitre.  This  nitre  expofed  to  a higher  tempera- 
ture, and  kept  in  fution  for  fome  time,  was 
reduced  to  6o  grains. 

Now  from  the  table,  54  of  1,301,  thould 
contain  26,5  of  true  acid.  But  according  to 
Kirwan’s  eftimation,  100  parts  of  dry  nitre 
contain  44*  of  his  real  acid,  with  4 water ; 
confcquently  6o  fhould  contain  26,4. 

Again,  90  grains  of  acid,  of  fpecific  gravity 
1,504,  faturated  with  potafh,  and  treated  in 


* Additional  Obfemtions,  page  7Q> 
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the  fame  manner,  gave  173  grains  of  dry  nitre. 
Confequently,  100  parts  of  it  Hioiild  contain 
47,3  grains  of  true  acid. 

Now  Lavoifier-j-  allows  about  51  of  dry 
acid  to  100  grains  of  nitre,  and  Wenzel  52. 

From  Berthollet’s:j;  experiments,  100  grains 
of  nitre,  in  their  decompofition  by  heat,  give 
out  nearly  49  grains  of  gas.^ 

..  Hence  it  appears  that  the  aeriform  acid,  that 
is,  the  true  acid  of  my  table,  contains  rather 
Icfs  water  than  the  acid  fuppofed  to  exift  in 
nitre. 


f Elements,  p^ig.  103,  Kerr’s  Tranflatiou. 

X Mem.  Acad.  1787, 

§ As  well  as  oxygene  and  nitrogene,  Mr.  Watt’s  experi- 
ments prove  that  much  phlogifticated  nitroiis  acid  is  pro 
duccd. 


DIVISION  II. 


EXPERIMENTS  and  OBSERVATIONS  on  the  com- 
_ position  of  AMMONIAC  and  on  its  combinations  loitb 
WATER  and  NITRIC  ACW. 


I.  Analysis  of  AMMONIAC  or  VOLATILE  ALKALI. 

The  formation  and  decompofition  of  volatile 
alkali  in  many  procefTes,  was  obferved  by  Prieft- 
ley,  Scheele,  Bergman,  Kirwan,  and  Higgins  ; 
but  to  Berthollet  we  owe  the  difcovery  of  its 
conftituent  parts,  and  their  proportions  to  each 
other.  Thefe  proportions  this  excellent  philo- 
fopher  deduced  from  an  experiment  on  the 
decompofition  of  aeriform  ammoniac  by  the 
electric  fpark  :*  a procefs  in  which  no  apparent 
fource  of  error  exifls. 


* Journal  de  Phyfique,  1786.  Toro.  2,  pag.  17(>. 
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Since,  however,  his  eftimations  have  been 
made,  the  proportions  of  oxygene  and  hydro- 
gene in  water  have  been  more  accurately  de- 
termined. This'circumftance,  as  well  as  the 
convidtion  of  the  impolTibility  of  too  minutely 
fcrutinizing  fadls,« fundamental  to  a great  mafs 
of  reafoning,  induced  me  to  ’makc  the  follow- 
ing experiments.  '■ 

A porcelain  tube  was  provided,  open  at  both 
ends,  and  well  glazed  infide  and  outfide,  its 
diameter  being  about  ,5  inches.  To  one' end 
of  this,  a glafs  tube  was  affixed,  curved  for  the 
purpofe  of  communicating  with  the  water  appa- 
ratus. With  the  other  end  a glafs  retort  was 
accurately  connedted,  containing  a mixture  of 
perfedlly  cauflic  flacked  lime,  and  muriate  of 
ammoniac.  ' ... 

The  water  in  the  apparatus  for  receiving  the 
gafes  had  been  previoufly  boiled,  to  expel  the 
air  it  might  contain,  and  during  the  experiment 
was  yet  warm. 

When  the  tube  had  been  reddened  in  a fur- 
nace adapted  to  the  purpofe,  the  flame  of  a 
\ 
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Ipirit  lamp  was  applied  to  the  bottom  of  the 
retort.  A great  quantity  of  gas  was  colledted 
in  the  water  apparatus  ; of  this  the  firft  portions 
were  rejeded,  and  the  laft  transferred  to  the 
mercurial  trough. 

A finall  quantity  examined,  did  not  at  all 
diininith  with  nitrous  gas,  and  burnt  with  a 
lambent  white  flame,  in  contact  with  common 
air. 

2^  of  this  gas,  equal  to  1 10  grain  meafures, 
were  fired  with  2,  equal  to  80,  of  oxygene,  in 
a detonating  tube,  by  the  electric  fpark.  They 
were  reduced  to  or  90.  On  introducing 
to  the  remainder  a folution  of  flrontian,  it  be- 
came nightly  clouded  on  the  top,  and  an 
abforption  of  Tome  grain  meafures  took  place. 

It  was  evident,  then,  that  in  this  experiment, 
charcoal  * had  been  fomehow  prefent  in  the 

% 

* Though  the  tube  had  never  been  ufed,  and  was  appa- 
rently clean  and  dry  on  the  infidc,  it  muft  have  contained 
fomething  in  the  form  of  dull,  capable  of  furnithing  c;thir 
hydro-carbonate,  or  charcoal. 
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tube ; which  being  diflblved  by  the  natcent 
hydrogene,  had  rendered  it  flightly  carbonated, 
and  in  confequence  made  the  refults  incon- 
el ufive. 

A tube  of  thick  green  glafs  carefully  made 
clean,  was  now  employed,  inclofed  in  the  por- 
celain tube.  Every  other  precaution  was  taken 
to  prevent  the  exiftence  of  fources  of  error,  and 
the  experiment  conducted  as  before^ 

140  grain  meafures  of  the  gas  produced, 
fired  with  120  of  oxygene,  left,  in  two  experi- 
ments, nearly  110.  Solution  of  flrontian  placed 
in  contact  with  the  refiduum,  did  not  become 
clouded,  and  no  abforption  was  perceived. 

Now  1 5o  meafures  of  gas  were  deftroyed, 

and  if  we  take  Lavoifier’s  and  Meufnier’s  efti- 

% 

mation  of  the  compofition  of  water,  and  fuppofe 
the  weight  of  oxygene  to  be  35  grains,  and  that 
of  hydrogene  2,6  the  hundred  cubic  inches;  the 
oxygene  employed  will  be  to  the  hydrogene  as 
243  to  5fd.  Put  X for  the  oxygene,  andjv  for 
the  hydrogene* 
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Thpn  X 4"^  ^ 1 50 

X : jy  ::  243  : 576 
243  y 

X = 

576 

• 819^=  86400 

y rrr  105  .Ji;’  = 45 

And  140  — 105  = 35 

Confequently,  the  nitrogene  in  ammoniac  is 
to  the  hydrogene  as  35  : 105  in  volume  : and 
13,3  grains  of  ammoniac  are  compofed  of  10,6 
nitrogene,  (fuppofing  that  100  cubic  inches 
weigh  30,45  grains)  and  2,7  hydrogene. 

. According  to  Berthollet,  the  weight  of  the 
nitrogene  in  ammoniac  is  to  that  of  the  hydro- 
gene as  121  to  29.*  The  difference  between 
this  eftimation  and  mine  is  fb  fmall  as  to  be 
almoft  unworthy  of  notice,  and  arifes  mod  pro- 
bably from  the  flight  difference  between  the 
accounts  of  Lavoifier  and  Monge,  of  the  com- 
pofition  of  water,  and  the  different  weights 
affigned  to  the  gafes  employed. 

* Journal  de  Phyfique,  1785,  t.  2,  1/7. 
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We  may  then  conclude,  that  loo  grains  of 

t 

ammoniac  arc  compofed  of  about  80  nitrogene, 
and  20  hydrogene. 

The  decompofition  of  ammoniac  by  heat,  as 
well  as  by  the  cledtric  fpark,  was  firfl:  difcovered 
by  Prieftley.  In  an  experiment'}'  when  geriform 
ammoniac  was  fent  through  a heated  tube  from 
a cauftic  folution  of  ammoniac  in  water,  this 
great  difcovercr  obferved  that  an  inflammable 
gas  was  produced,  though  in  no  great  quan- 
tity, and  that  a fluid  blackened  by  matter,  pro- 
bably carbonaceous,  likewifc  came  over. 

In  my  experiments  the  whole  of  the  ammo- 
niac appeared  to  be  decompofed  ; the  quantity 
of  gas  generated  was  immenfe,  and  not  clouded, 
as  is  ufually  the  cafe  with  gafes  generated  at 
high  temperatures.  It  is  poffible,  that  the  larger 
quantity  of  water  carried  over  in  his  experi- 
ment, by  its  ftrong  attraction  for  ammoniac  in 
the  aeriform  date,  might  have,  in  fome  mca- 
fure,  retarded  the  'decompofition.  It  is  ho;v- 


* Phil.  Tram',  vol.  79,  page  294. 
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ever,  more  probable  to  fuppofe,  that  a fitTurd 
exifted  in  the  earthen  tube  he  employed, 
through  which  a certain  quantity  of  gas  efcaped, 
and  coaly  matter  entered. 

Prieftlcy  found  that  the  metallic  oxides 
when  ftrongly  heated,  decompofed  ammoniac, 
the  metal  being  revivified  and  water  and  nitro- 
gene  produced.*  The  eftimations  of  the  com- 
pofition  of  ammoniac  that  may  be  deduced  from 
his  experiments  on  the  oxide  of  lead,  differ  very 
little  from  thofe  already  detailed. 

II.  Speciji€  gravity  of  Ammoniac. 

From  the  great  folubility  of  ammoniac  in 
water,  it  is  difficult  to  afeertain  its  fpecific 
gravity  in  the  fame  manner  as  that  of  a gas 
combinable  to  no  great  extent  with  that  fluid. 
It  is  impoffible  to  prevent  the  exiftence  of  a 


Vol.  2,  page 
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fmall  quantityjof  iblution  of  ammoniac  In  the 
mercurial  airholder,'}-  or  apparatus  containing 
the  gas ; and  during  the  diminution  of  the 
preffurc  of  the  atmofphere  on  this  folution,:^  a 
certain  quantity  of  gas  is  liberated  from  it,  and 
hence  a fourcc  of  error.  i 

To  afccrtain,  then,  the  weight  of  ammoniac, 
I employed  an  apparatus  fiinilar  to  that  ufed 
for  the  abforption  .of  nitrous  gas . by  nitric 
acid. 

60  cubic  inches  of  gas  were  colledted  in  the 
mercurial  airholder,  from  the  decompolition  of 
muriate  of  ammoniac  by  lime  ; thermometer 
being  58°,  and  barometer  29,6. 

100  grains  of  diluted  fulphnric  acid  were 
introduced  into  the  fm'all  graduated  cylinder, 

which  after  being  carefully  weighed,  was  made 

• 

t Ammoniac  generated  at  a temperature  above  that  of 
the  atmofphere,  always  depofits  ammoniacal  folution  during 
its  reduction  to  the  common  temperature. 

X By  the  introdudtion  of  aeriform  ammoniac  into  the 
cKhaufted  globe. 
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to  communicate  with  thoairholder/  the  curved 
tube  containing  a fmall  quantity  of  watcn 
The  gas  was  ilowly  patTed  into  the  fluid,  and 
the  globules  wholly  abforbed  before  they 
reached  the  top;  much  increafe  of  temperature 
being  confequent.  When  the  abforption  was 
compleat,  the  phial  was  increafed  in  weight 
exa61Iy  9 grains. 

This  experiment  was  repeated  three  times. 
The  difference  of  weight,  which  was  probably 
'connedfed  with  alterations  of  temperature  and 
pretTure,  never  amounted  to  more  than  one 
lixth  of  a grain. 

We  may  then  conclude,  that  at  temperature 
58°,  and  atmofpheric  prefTure  29,6,  100  cubic 
inches  of  ammoniac  weigh  18  grains. 

According  to  Kirwan,  100  cubic  inches  of 
alkaline  air  * weigh  18, 16  grains;  barometer 
30o,  thermometer  Ol.  The  difference  between 
thefe  effimations,  the  corrections  for  tempera- 
ture and  prefTure  being  made,  is  trifling. 


* Additional  Obfervations,  page  10/. 
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III.  Of  the  quantities  of  true  Ammoniac  in 
Aqueous  Ammoniacal  Solutions,  of  different  fpe^ 
cific  gravities. 

To  afcertain  the  quantities  of  ammoniac,  Inch 
as  ex,ifts  in  the  aeriform  ftate,  faturatcd  with 
moiliure,  in  folutions  of  different  fpecific  gra- 
vities, I employed  the  apparatus  for  abforption» 
fo  often  mentioned.  Thermometer  being  52°, 
the  mercurial  airholder  was  filled  with  ammo- 
niacal gas,  and  the  graduated  phial,  containing 
50  grains  of  pure  water,  connedfed  with  it. 
During  the  abforption  of  the  gas,  the  phial 
became  warm.  When  about  30  cubic  inches 

had  been  paffed  through,  it  was  fufFered  to 

* 

cool,  and  weighed  : it  had  gained  5,25  grains, 
and  the  fluid  filled  a fpace  equal  to  that  occupied 
by  57*  grains  of  water. 

* It  is  neceflary  in  thefe  experiments,  that  the  greateft 
care  be  obferved  in  the  introduAion  and  extraction  of  the 
capillary  tube.  If  it  is  introduced  dry,  there  will  be  a 
fource  of  error  from  the  moifture  adhering  to  it  when 
taken  out.  1 therefore  always  wetted  it  before  its  intro- 
duction, and  took  care  that  no  more  fluid  adhered  to  it 
after  the  experiment,  than  before. 

' E 


( 66  ) 


Confequently,  100  grains  of  folution  of  am- 
moniac in  water  of  fpccific  gravity  ,q684  con- 
tain 9,502  grains  of  ammoniac. 

The  apparatus  being  adjufted  as  before,  50 
grains  of  pure  water  were  now  pcrfc611y  fatu- 
rated  with  ammoniac.  They  gained  in  weight 
17  grains,  and  when  perfectly  cool,  filled  a 
fpace  equal  to  74  of  water  Confequently  100 
grains  of  aqueous  ammonial  folution  ot  fpecihe 
gravity  ,Q054  contain  25,37  grains  of  ammo- 
niac. 

The  two  folutions  were  mingled  together  ; 
but  no  alteration  of  temperature  took  place. 
Confequently  the  refulting  fpecific  gravity 
might  have  been  found  by  calculation. 

On  mingling  a large  quantity  of  cauftic  folu- 
tion of  ammoniac  with  ^ of  its  weight  of  water,  of 
cxa^fly  the  flime  temperature,  no  alteration  of  it 
was  perceptible  by  a fcntible  thermometer. — 
Hence  the  two  experiments*  being  affumed  as 

* Previous  to  thofe  experiments,  I had  made  a number 
of  others  on  the  combination  of  ammoniac  with  water.—- 
My  defign  w^as,  to  al'certaia  the  diminution  of  fpecific 
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data,  the  intermediate  eftimations  in  the  folr 
lowing  table,  were  found  by  calculation. 

gravity  for  every  three  grains  of  ammoniac  abforbed ; but 
this  I found  impoflible.  The  capillary  tube,  when  taken 
out  of  the  phial,  always  carried  with  it  a minute  portion 
of  the  folution,  which  partially  evaporated  before  it  could 
be  again  introduced  j and  thus  the  fources  of  error  increafed 
in  proportion  to  the  number  of  examinations. 


f 
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TABLE  IV 


Of  approximations  to  the  quunlities  of  AMMONIAC, 
such  as  exists  in  the  aeriform  state,  saturated  ueilb 
water  at  52°,  in  AQUEOUS  AMMONIACAL  SOLU- 
TIONS of  different  specific  gravities. 


100 

Specific  gra. 

Ammoniac 

Water. 

9054 

25,37 

74,63 

9l6f) 

22,07 

77,93 

9255 

19,54 

80,46 

9326 

17.52 

82,48 

9385 

5,88 

84,12 

9435 

c 

14,53 

85,47 

9476 

CQ 

c 

0 

13,46 

86,54 

9513 

u 

12,40 

87,60 

9545 

11,56 

88,44 

9573 

10,82 

89,18 

9597 

10,17 

89,83 

9619 

9,60 

90,40 

9684 

9,50 

90,5 

9<539 

9.09 

90,91 

9713 

, ■■■■"— 

7,17 

92,83 

* As  yet  no  mode  has  been  difeovered  for  obtaining  gafes 
in  a ftate  of  abfolute  drjmefs ; confequently  we  are  igno- 
rant of  the  ditferent  quantities  of  water  they  hold  in  Solu- 
tion at  different  temperatures.  As  far  as  wc  are  acquainted 
with  the  combinations  of  ammoniac,  there  is  no  (late  in 
which  it  exifts  fo  free  from  moifture,  as  when  aeriform, 
at  low  temperatures. 
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That  no  confiderable  fource  of  error  exiftcd 
in  the  two  experiments,  is  evident  from  the 
trifling  difference  between  the  eftimations  of 
the  quantities  of  real  ammoniac,  in  the  folu- 
tion  of  ,q684,  as  found  in  the  firtl  experiment, 
and  as  given  by  calculation  from  the  laff 

The  quantity  of  ammoniac  in  a folution  of 
fpccific  gravity  not  in  the  table,  may  be  thus 
determined — Find  the  difference  between  the 
two  fpecific  gravities  ncareft  to  it  in  the  table ; 
dy  and  the  difference  between  their  quantities 
of  alkali,  h ; likewife  the  difference  between 
the  given  fpecific  gravity  and  that  nearefl:  to  it,  r. 

/f  c 

then  d \ h II  c : x and  x~=  

d 

Which,  added  to  the  quantity  of#the  lower 
fpccific  gravity,  is  the  alkali  fought. 

The  differences  in  fpecific  gravity  of  the 
folutions  of  ammoniac  at  temperatures  between 
40’  and  65°  * are  fo  trifling  as  to  be  hardly 

* The  expanfion  from  increafe  of  temperature  is  proba- 
bly great  in  proportion  to  the  quantity  of  ammoniac  in 
the  folution. 
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I 


afcertalnable,  by  our  imperfc<5l  inftruments,  and 
confequently  are  unworthy  of  notice. 

It  is  poffible  at  very  low  temperatures  to  ob- 
tain ammoniacal  folutions  of  lefs  fpccific  gravity 
than  ,9,  but  they  are  incapable  of  being  kept  for 
any  length  of  time  under  the  common  prefTurc 
of  the  atmofphere. 

IV.  Combinations  of  Ammoniac  with  Nitric 
Acid,  Com^ofition  of  Nitrate  of  Ammoniac^ 

200  grains  of  ammoniacal  folntion,  of  fpeci-  . 
lie  gravity  j9056,  were  faturated  by  3S5,5 
grains  of  nitric  acid,  of  fpccific  gravity  1,306. 
The  combination  was  effected  in  a long  phial, 
the  nitrous  acid  added  very  flowly,  and  the 
phial  clofed  after  every  addition,  to  prevent  any 
evaporation  in  confequence  of  the  great  incrcafe 
of  temperature.-f'  The  fpccific  gravity  of  the 
folntion,  when  reduced  to  the  common  tem- 
perature, was  1,15.  Evaporated  at  a heat  of 

I 

't  From  the  combination. 
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it  gave  254  grains  of  fait  of  fibrous 
ciyftab.zation.  Th  s fait  was  difiblved  in  331 
grains  of  water  ; the  fpecific  gravity  of  the 
folution  was  1,148  nearly. 

Hence  it  was  evident  that  foinc  of,  the  fait 
had  been  loft  during  the  evaporation. 

To  find  the  quantity  loft,  fibrous  nitrate  of 
ammoniac  was  difiblved  in  fmall  quantities  in 
the  folution,  the  fpecific  gravity  of  which  was 
examined  after  every  addition  of  3 grains. 
When  i 6 grains  had  been  added  to  it,  it  became 
of  1,15. 

Confequently,  the  folution  compofed  of  200 

grains  of  ammoniacal,  and  of  385,5  of  nitric 

acid  folution,  contained  262  grains  of  fait  of 

fibrous  cryftalization,  and  of  this  fait  8 grains 

\ 

were  loft  during  the  evaporation. 

But  the  alkali  in  200  grains  of  ammoniacal 

I 

folution  of  ,9056  = 50,5  grains.  And  the 
true  nitric  acid  in  385,5  grains  of  folution  of 
1,306  = igo  grains. 

X I had  before  proved  that  at  this  temperature  the  fait 
neither  decompofed  nor  fublimed. 
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Then  262  — 240,5  =*  21,5,  the  quantity  of 
water. 

And  262  grains  of  fibrous  cryftalized  nitrate 
of  ammoniac,  contain  190  grains  true  acid, 
50,5  ammoniac,  and  21,5  water.  And  100 
parts  contain  acid,  19,3  ammoniac,  and 
8,2  water. 

In  proportion  as  the  temperature  employed 
for  the  evaporation  of  nitro-ammoniacal  foliir- 
tions,  is  above  or  below  212°,  fo  in  proportion 
does  the  fait  produced  contain  more  or  lefs 
water  than  the  fibrous  nitrate.  But  whatever 
may  have  been  the  temperature  of  evaporation, 
the  acid  and  alkali  appear  always  to  be  in  the 
fame  proportions  to  each  other. 

Of  the  falts  containing  different  quantities  of 
water,  two  varieties  mufl;  be  particularly  noticed. 
The  prifmatic  nitrate  of  ammoniac,  produced  at 
the  common  temperatures  of  theatmofphere,  and 
containing  its  full  quantity  of  water  of  cryfialir 
fation  ; and  the  compact  nitrate  of  ammoniac, 
either  amorphous,  or  compofed  of  delicately 
needled  cryflals,  formed  at  300",  and  containing 
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but  little  more  water  than  exifts  in  nitric  acid 
and  ammoniac. 

To  difeover  the  compofition  of  the  prifmatic 
nitrate  of  ammoniac,  200  grains  of  fibrous  tidt 
were  diflblved  in  the  fmalleft  poUible  quantity 
of  water,  and  evaporated  in  a temperature  not 
exceeding  70°.  The  greater  part  of  the  fait 
was  compofed  of  perfe611y  formed  tetrahaedral 
prifms,  terminated  by  tetrahaedral  pyramids. 
It  had  gained  in  weight  about  8,5  grains. 

Confequently  100  grains  of  prifmatic  nitrate 
of  ammoniac  may  be  fuppofed  to  contain  6q,5 
acid,  18,4  ammoniac,  and  12,1  water. 

To  afeertain  the  compofition  of  the  coinpa61: 
nitrate  of  ammoniac,  I expofed  in  a deep  por- 
celain cup,  400  grains  of  the  fibrous  fait,  in  a 
temperature  below  300°.  It  quickly  became 
fluid,  and  flowly  gave  out  its  water  without  any 
ebullition,  or  liberation  of  gas.  When  it  was 
become  perfedfly  dry,  it  had  loft  33  grains. 
I fufpe(fled,  that  in  this  experiment  fume  of  the 
fait  had  been  carried  off  with  the  water  ; to 
determine  this,  I introduced  into  a fmall  glafs 
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retort,  460  grains  of  fibrous  fait ; it  was  kept 
at  a heat  below  320°,  in  communication  with 
a mercurial  apparatus,  in  a regulated  air-fur- 
nace, till  it  was  perfe6i'ly  dry : it  had  loti 
23  grains.  No  gas,  except  the  common  air  of 
the  retort  came  over,  and  the  fluid  colleifled 
had  but  a faint  tafle  of  nitrate  of  ammoniac. 

. Though  in  this  experiment  I had  removed 
all  the  fluid  retained  in  the  neck  of  the 
retort,  (till  a few  drops  remained  in  the  head, 

and  on  the  tides,  which  I could  not  obtain.  It 

^ % 

was  of  importance  to  me  to  be  accurately  ac- 
quainted with  the  compofltion  of  the  compact 
fait,  and  for  that  reafon  I compared  thefe  ana- 
lytical experiments  with  a fynlhetical  one. 

I taturated  200  grains  of  folution  of  ammo- 
niac, of  ,9056  with  acid,  afeertained  the  fpe- 
citic  gravity  of  the  folution,  evaporated  it  at 
212°,  and  fufed  and  dried  it  at  about  300° — 
260°.  It  gave  246  grains  of  fait,  and  a folu- 
tion made  of  the  fame  fpccific  gravity  as  that 
evaporated,  indicated  a lofs  of  9 grains.  Con- 
fequently,  255  grains  of  this  fait  contain  50.5 
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grains  alkali,  1 go  grains  acid,  and  14,3  grains 
water. 

Wc  may  then  conclude,  that  100  parts  of 
compadl  nitrate  of  ammoniac  contain  74,5  acid, 
19,8  alkali,  and  5,7  water. 

1 

V.  Decompofition  of  Carbonate  of  Ammoniac 
by  Nitric  Acid.  . , 

In  my  firft  experiments  on  the  production  of 
nitrate  of  ammoniac,  I endeavoured  to  afcertain 
its  compofition  by  decompounding  carbon- 
ate of  ammoniac  by  nitric  acid  ; and  in  making 

for  this  purpofe,  the  analytis  of  carbonate  of 
% 

ammoniac,  I dilcovered  that  there  exitted  many 
varieties  of  this  fait,  containing  very  different 
proportions  of  carbonic  acid,  alkali,  and  water  ; 
the  carbonic  acid  and  water  being  fuperabun- 
dant  in  it,  in  proportion  as  the  temperature  of 
its  formation  was  low,  and  the  alkali  in  pro- 
portion as  it  was  high  : and  not  only  that  a 
different  fait  was  formed  at  every  different  tem- 
perature, but  likewife  that  the  difference  in 
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them  was  fo  great,  that  the  carbonate  of  ammo- 
niac formed  at  300°  contained  more  than  50 
per  cent  alkali,  whilft  that  produced  at  6o^'  con- 
tained only  20.* 

I found  210  grains  of  carbonate  of  ammo- 
niac, which  from  comparifon  wdth  other  falts 
prcvioufly  analifed,  I fufpedted  to  contain  about 
20  or  21  per  cent  alkali,  faturated  by  200 
grains  of  nitric  acid  of  1,504.  But  though 
the  carbonate  was  diflblved  in  much  water, 
ftiil,  from  the  fmell  of  the  carbonic  acid  gene- 
rated, I fufpe(5l  that  a fmall  portion  of  the 
nitric  acid  was  difiblved,  and  carried  off  by 
it.  The  folution,  evaporated  at  about  200*^, 
and  afterwards  expofed  to  a temperature  below 
300°,  gave  232  grains  of  compadl  fait.  But 
reafoning  from  the  quantity  of  acid  in  200 
grains  of  nitric  acid  of  1,504,  it  ought  to  have 
given  245.  Confequcntly  13  were  loll  by 


■*  A particular  account  of  the  experiments  from  which 
thefc  fa6ts  were  deduced,  was  printed  in  September,  and 
will  appear  in  the  firjft  volume  of  the  Be/carcles. 
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ev'aporatlon ; and  this  lofs  agrees  with  that  in 
the  other  experiments. 

V.  Deconi'pojit  'ton  of  Sulphate  of  Ammoniac  hy 
Nitre, 

As  a cheap  mode  of  obtaining  nitrate  of  am- 
moniac, Dr.  Bed  DOES  propofed  to  dccompofe 
nitre  by  falphate  of  ammoniac,  which  is  a well 
known  article  of  commerce.  From  fynthefis 
of  fulphate  of  ammoniac,  compared  with  analy- 
fis  made  in  Aiiguft  1799>*  I concluded  that 
too  grains  of  prifmatic  fait  were  compofed  of 
about  18  grains  ammoniac,  44  acid,  and  38 
water  ; and  fuppofing  100  grains  of  nitre  to 
contain  50  acid,  100  grains  of  fulphate  of 
ammoniac  will  require  for  their  decompofition 
134  grains  of  nitre,  and  form  90,9  grains  of 
compa(5l  nitrate  of  ammoniac. 

* And  which  will  be  publilhed,  with  an  account  of  its 
perfcd  decompofition.  at  a high  temperature,  in  the 
Eefcarches, 
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To  afcertain  if  the  fulphate  of  potafh  and 

nitrate  of  ammoniac  could  be  eafily  feparated,  I 

added  to  a heated  faturated  folution  of  fulphate 

of  ammoniac,  pulverifed  nitre,  till  the  decom- 

pofition  was  complete.  After  this  decompoli- 

tion,  the  folution  contained  a flight  excefs  of 

fulphuric  acid,  which  was  combined  with  lime, 
^ « 
and  the  whole  fet  to  evaporate  at  a temperature 

below  250°.  As  foon  as  the  fulphate  of  potafli 

began  to  cryflalife,  the  folution  was  fuffered  to 

cool,  and  then  poured  off  from  the  cryftalifed 

fait,  which  appeared  to  contain  no  nitrate  of 

ammoniac.  After  a fecond  evaporation  and 

cryflalifation,  almoft  the  whole  of  the  fulphate 

appeared  to  be  depofited,  and  the  'folution  of 

nitrate  of  ammoniac  was  obtained  nearly  pure  : 

it  was  evaporated  at  212°,  and  gave  fibrous 

cryflals. 

VI.  Non-exi/lence  of  Ammoniacal  Nitrites, 

’ I attempted  in  different  modes  to  combine 
nitrous  acids  with  ammoniac,  fo  as  to  form  the 
falts  which  have  been  fuppofed  to  exift,  and 
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called  nitriles  of  ammoniac  ; but  without  Tuc- 
cefs. 

1 tirfl;  decompofed  a folution  of  carbonate  of 
ammoniac  by  dilute  olive  colored  acid  ; but  in 
this  proccfs,  though  no  heat  was  generated, 
yet  all  the  nitrous  gas  appeared  to  be  liberated 
with  the  carbonic  acid.*  I then  combined  a 
fmall  quantity  of  nitrous  gas,  with  a folution 
of  nitrate  of  ammoniac.  But  after  evaporating 
this  folution  at  70° — 80°,  I could  not  detect 
the  exiftence  of  nitrous  gas  in  the  folid  fait ; 
it  was  given  out  during  the  Evaporation  and 
cryftalifation,  and  formed  into  nitrous  acid  by 
the  oxygcne  of  the  atmofphere.  I likewife 
heated  nitrate  of  ammoniac  to  different  degrees, 
and  partially  deeompofed  it,  to  afcertain  if  in 
any  cafe  the  acid  was  phlogifticated  by  heat : 
but  in  no  experiment  could  I detccf  the  exiftence 

•*  When  nitrous  gas  exifts  in  neutro-laline  Iblutions, 
they  are  always  colored  more  or  lefs  inlcnfely,  from  yellow 
to  olive,  in  proportion  to  the  quantity  combined  with 
them. 
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of  nitrous  acid  in  the  heated  fait,  when  it  had 
been  previoufly  perfectly  neutralifed. 

When  nitrate  of  ammoniac,  indeed,  with 
excefs  of  nitric  acid,  is  expofed  to  heat,  the 
fuperabundant  nitric  acid  becomes  phlogifti- 
'cated,  and  is  then  liberated  from  the  fait,  which 
remains  neutral.* 

We  may  therefore  conclude  that  nitrous  gas 
has  little  or  no  affinity  for  folid  nitrate  of  am- 
moniac, and  that  no  fubftance  exifts  to  which 
the  name  of  ammoniac  can  with  propriety 
be  applied. 

VII.  Of  the  fources  of  error  in  Analyjis, 

/ 

To  compare  my  tynthelis  of  nitrate  of  ammo- 
niac with  analyfis,  I endeavoured  to  feparate 
the  ammoniac  and  nitric  acid  from  each  other, 
without  decompotition.  But  in  going  through 
the  analytical  procefs,  I foon  difcovered  that 

* Hence  a nitrate  of  ammoniac  with  excefs  of  acid, 
when  expofed  to  licat,  hrft  becomes  yellow,  and  then 
white. 
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it  was  impoffiblc  to  make  it  accurate,  without 
many  collateral  laborious  experiments  on  the 
quantities  of  ammoniac  folublc  in  water  at 
different  temperatures. 

At  a temperature  above  212®,  I decompofed, 
by  caudic  flacked  lime,  50  grains  of  compadt  ni- 
trate of  ammoniac  in  a retort  communicating 
with  the  mercurial  airholder,  the  moiflure  in 
which  had  been  previoiifly  faturated  with  ammo- 
niac. 22  cubic  inches  of  gas  were  collected  at 
38o,  and  from  the  lofs  of  weight  of  the  retort,  it. 
appeared  that  13  grains  of  folution  of  ammo- 
niac  in  water,  bad  been  depofited  by  the  gas. 

Now  evidently,  this  folution  mud  have  con- 
tained much  more  alkali  in  proportion  to  its 
water  than  that  of  55°,  otherwife  the  quantity 
of  ammoniac  in  50  grains  of  fait  would  hardly 
equal  8 grains.* 

* The  accounts  given  by  different  chemifts  of  the  com- 
pofition  of  nitrate  of  ammoniac,  are  extremely  difeordant  j 
they  have  been  chiefly  deduced  from  decompolitions  of  car- 
bonate of  ammoniac  (the  varieties  of  which  have  becn^ 

F 
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VIII.  Of  the  lofs  of  Solutions  of  Nitrate  of 
Ammoniac  during  evagoraiion. 

The  mofl  concentrated  folution  of  nitrate  of 
ammoniac  capable  of  exifling  at  6o°,  is  of  fpeci- 
fic  gravity  1,304,  and  contains  33  water,  and 
67  fibrous  fait,  per  cent.  When  this  folution 
is  evaporated  at  temperatures  between  6o®  and 
100,  the  fait  is  increafed  in  weight  by  the 
addition  of  water  of  cryftalifation,  and  no  por- 
tion of  it  is  loft. 

During  the  evaporation  of  folutions  of  fpecific 
gravity  1,146  and  1,15,  at  temperatures  below 
120'^,  I have  never  dcte6led  any  lofs  of  fait. 
When  the  temperature  of  evaporation  is  212°, 
the  lofs  is  generally  from  3 to  4 grains  per 
cent ; and  when  from  230°  to  the  ftandard  of 
their  ebullition,  from  4 to  6 grains. 


heretofore  unknown)  by  nitrous  acids  of  unknown  degrees 
of  nitration.  Hence  they  are  particularly  erroneous \vith 
regard  to  the  alkaline  part.  Wenzel  fuppofes  it  to  be  32 
per  cent,  and  Kirwan  24.  Addit,  Ohferv.  pag.  120. 
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It!  -proportion  as  folutions  are  more  diluted, 
their  lofs  in  evaporation  at  equal  temperatures  ' 

, ' f 

IS  greater.  * * 


, f 


e 


DIVISION  III. 


Decomposition  of  NITRATE  of  AMMONIAC  : prepay- 
ration  of  RESPIRABLE  NITROUS  OXIDE;  its 
ANALYSIS. 


I.  Of  the  heat  required  for  the  decomposition  of 
NITRATE  of  AMMONIAC. 

The  decompofition  of  nitrate  of  ammoniac 
has  been  fuppofed  by  Cornette*  to  take  place 
at  temperatures  below  212%  and  its  fublimation 
at  234°. 

Kirwan,  from  the  non-coincidence  in  the 
accounts  of  its  compofition,  has  imagined  that 
it  is  partially  decompofable,  even  by  a heat  of 
80°.f' 

To  afeertain  the  changes  effe6led  by  increafe 
of  temperature  in  this  fait,  a glafs  retort  was  pro- 
vided, tubulated  for  the  purpofe  of  introducing 


* Mem.  Par.  1783.  See  Irith  Tranf.  vol.  4. 
f Addit.  Obf.  pag.  120. 
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the  bulb  of  a thermometer.  After  it  had  been 
made  to  communicate  with  the  mercurial  air- 
holder,  and  placed  in  a furnace,  the  heat  of 
which  could  be  eafily  regulated,  the  thermo- 
meter was  introduced,  and  the  retort  filled  with 
the  fait,  and  carefully  luted;  fo  that  the  ap- 
pearances produced  by  different  temperatures 
could  be  accurately  obferved,  ,and  the  produdts 

I 

evolved  obtained. 

From  a number  of  experiments  made  in  this 
manner  on  different  falts,  the  following  con- 
clufions  were  drawn. 

ifl.  Compadl,  or  dry  nitrate  of  ammoniac, 
undergoes  little  or  no  change  at  temperatures' 
below  260°, 

2dly.  At  temperatures  between  275°  and 
300",  it  flowly  fublimes,  without  decompofition, 
or  without  becoming  fluid. 

3dly.  At  320°  it  becomes  fluid,  decom- 
pofes,  and  flill  Aovvly  fublimes;  it  neither 
affuming,  or  continuing  in,  the  fluid  flate,  with- 
out decompofition. 
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4thly.  At  temperatures  between  340°  and 
480°,  it  decompofes  rapidly. 

5thly,  The  prifmatic  and  fibrous  nitrates  of 
ammoniac  become  fluid  at  temperatures  below 

' t 

300°,  and  undergo  ebullition  at  temperatures 
between  360°  and  400°,  without  dccompofition. 

6thly.  They  are  capable  of  being  heated  to 

i . 

430°  without  dccompofition,  or  Aiblimation, 
till  a certain  quantity  of  their  water  is  evapo- 
rated. 

ythly.  At  temperatures  above  450°  they 
undergo  dccompofition,  without  previoufly 
lofing  their  water  of  cryflalifation. 

II.  Decompojition  of  Nitrate  of  Ammoniac  ; 
^roduBion  of  refpirahle  Nitrous  Oxide;  its j>ro^ 
^erties* 

200  grains  of  compac5l  nitrate  of  ammoniac 
were  introduced  into  a glafs  retort,  and  dccom- 
pofed  flowly  by  the  heat  of  a fpirit  lamp.  The 
firft  portions  of  the  gas  that  came  over  were 
rejected,  and  the  laft  received  in  jars  containing 
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mercury.  No^  luminous  appearance^  was  pec- 
ceiyed  in  the,  retort  during  the  procefs,  and 
alinoft  the  whole  of  the  fait  was  refolyed  into 
fluid  and  gas.  The  fluid  had  a faint  acid  tafte, 
and  contained  fome  undecompounded  nitrate. 
The  gas  colledtcd  exhibited  the  following  pro- 
perties.— 

a,  A candle  burnt  in  it  with  a brilliant 

' i 4 « « * « • 

flame,  and  crackling  noife.  Before  its  extinc- 
tion, the  white  inner  flame  became  furrounded 

* «> 

with  an  exterior  blue  one. 

h.  Phofphorus  introduced  into  it  in  a flate 
of  inflammation,  burnt  with  ipflnitcly  greater 
vividnefs  than  before. 

c.  Sulphur  introduced  into  it  when  burning 
with  a feeble  blue  flame,  was  inftantly  extin- 
guifhed  ; but  when  in  a flate  of  a<5live  inflam- 
mation (that  is,  forming  fulphuric  acid)  it 
burnt  with  a beautiful  and  vivid  rofc-colored 
flame. 

d.  Inflamed  charcoal,  deprived  of  hydro- 
gene, introduced  into  it,  burnt  with  much 
greater  vividnefs  than  in  the  atmofphcre. 
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r.  To  Tome  fine  twifted  iron  wire  a fmall 
piece  of  cork  was  affixed  : this  was  inflamed, 
and  the  whole  introduced  into  ajar  of  the  air. 
The  iron  burned  with  great  vividnefs,  and  threw 
out  bright  fparks  as  in  oxygen e. 

f.  30  meafures  of  it  expofed  to  water  pre- 
vioufly  boiled,  was  rapidly  abforbed  ; when  the 
diminution  was  complete,  rather  more  than  a 
meafure  remained. 

g.  Pure  water  faturated  with  it,  gave  it  out 
again  on  ebullition,  and  the  gas  thus  produced 
retained  all  its  former  properties. 

h.  It  was  abforbed  by  red  cabbage  juice  ; 
but  no  alteration  of  color  took  place. 

i.  Its  tafte  was  diftindly  fvveet,  and  its  odor 
flight,  but  agreeable. 

j.  It  underwent  no  diminution  when  min- 
gled with  oxygene  or  nitrous  gas. 

Such  were  the  obvious  properties  of  the 
Nitrous  Oxide,  or  the  gas  produced  by  the 
decompofition  of  nitrate  of  ammoniac  in  a tem- 
perature not  exceeding  440^.  Other  proper- 
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tie#  of  it  will  be  hereafter  demonftrated,  and  its 
affinities  fully  inveftigated. 

III.  Of  the  gas  remaining  after  the  abforgthm  of 
Citrous  Oxide  hy  Water, 

% 

111  expofing  nitrous  oxide  at  different  times 
to  rain  or  fpring  water,  and  water  that  had 
been  lately  boiled,  I found  that  the  gas  re- 
maining after  the  abforption  was  always  leaff; 
when  boiled  water  was  employed,  though  from 

I • 

the  mode  of  produ6lion  of  the  nitrous  oxide,  I 
had  reafon  to  believe  that  its  compofition  was 
generally  the  fame. 

This  circumftance  induced  me  to  fuppofc 
that  fome  of  the  reffduum  might  be  gas  pre- 
vioufly  contained  in  the  water,  and  liberated 
from  it  in  confequence  of  the  ffronger  affinity 
of  that  fluid  for  nitrous  oxide.  But  the  igreatcr 
part  of  it,  I conje61ured  to  confiff;  of  nitrogene 
produced  in  confequence  of  a complete  dccom- 
pofftion  of  part  of  the  acid,  by  the  hydrogene. 
It  was  in  endeavoring  to  afeertain  the  relative 
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purity  of  nitrous  oxide  produced  at  different 
periods  of  the  procefs  of  the  decompofition  of 
• nitrate  of  ammoniac,  that  I difeovered  the  true 
reafon  of  the  appearance  of  refidual  gas. 

I decompofed  fome  pure  nitrate  of  ammoniac 
in  a final  1 glafs  retort ; and  after  fuffering  the 
firft  portions  to  efcape  with  the  common  air,  I 
caught  the  remainder  in  three  feparate  veffcis 
ffanding  in  the  fame  trough,  filled  with  water 
that  had  been  long  boiled,  and  which  at  the 
time  of  the  experiment  was  fo  warm  that  I could 
fcarcely  bear  my  hands  in  it.  The  different 
quantities  collected  gave  the  fame  intenfe  bril- 
liancy to  the  flame  of  a taper. 

26  meafures  of  each  of  them  were  feparately 

inferted  into  3 graduated  cylinders,  of  nearly 

* 

the  fame  capacity,  over  the  fame  boiled  water. 
As  the  water  cooled,  the  gas  was  abforbed  by 
agitation.  When  the  diminution  was  com- 
plete, the  refiduum  in  each  cylinder  filled, 
as  nearly  as  poffible,  the  fame  fpace  ; about 
two  thirds  of  a mcafure. 

To  each  of  the  refiduums  I added  two  mea- 
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lures  of  nitrons  gas ; they  gave  copious  red 
vapor,  -and  after  the  condenfation  filled  a fpacc 
rather lefs  than* two  meafur’es. 

Hence  the  refidual  gas  contained  more 
oxygene  than  common  air. 

*r  now  introduced  26  meafurcs  of  gas  from 
one  of  the  veflTels  into  a cylinder  filled  with 
unboiled  fpring  water  of  the  fame  kind.*  • After 
the  abforption  was  complete,  near  two  meafures 
remained.  Thefe  added  to  two  meafurcs  of 
nitrous  air,  diminifhed  to  2,5  nearly. 

Thefe  experiments  induced  me  to  believe 
that  the  refidual  gas  was  not  produced  in  the 
decompofition  of  nitrate  of  ammoniac,  but  that 
it  was  wholly  liberated  from  the  water. 

To  afeertain  this  point  with  precifion,  I 
diftilled  a fmall  quantity  of  the  fame  kind  of 
water,  which  had  been  near  an  hour  in  ebul- 
lition, into  a graduated  cylinder  containing 

mercury.  To  this  I introduced  about  one  third 

\ 

* Two  meafures  of  air  difpelled  from  this  w’ater  by 
boiling,  mingled  with  2 of  nitrous  gas,  diminiflicd  to  2,4 
nearly. 
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of  its  bulk,  i.  e.  12  meafures  of  nitrous  oxide, 
which  had  been  carefully  generated  in  the  mer- 
curial apparatus.  After  the  abforption,  a fmaU 
globule  of  gas  only  remained,  which  could 
hardly  have  equalled  one  fourth  of  a meafure. 
On  admitting  to  this  globule  a minute  quantity 
of  nitrous  gas,  an  evident  diminution  took  place. 

Though  this  experiment  proved  that  in  pro- 
portion as  the  water  was  free  from  air,  the  reli- 
duum  was  lefs,  and  though  there  was  no  reafon 
to  fuppofe  that  the  ebullition  and  diftillation 
had  freed  the  water  from  the  whole  of  the  air 
it  had  held  in  folution,  ftill  I confidered  a 
decifive  experiment  wanting  to  determine  whe- 
ther nitrous  oxide  was  the  only  gas  produced  in 
the  flow  decompofition  of  nitrate  of  ammoniac, 
or  whether  a minute  quantity  of  oxygene  was 
not  likewife  evolved. 

I received  the  middle  part  of  the  produdd  of 
a decompofition  of  nitrate  of  ammoniac,  under 
a cylinder  filled  with  dry  mercury,  and  intro- 
duced to  it  fome  flrong  folution  of  ammoniac. 
After  the  white  cloud  produced  by  the  combi*- 
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nation  of  the  ammoniacal  vapor  with  the  nitric 
acid  fufpcnded  in  the  nitrous  oxide,  had  been 
completely  precipitated,  I introduced  a fmall 
quantity  of  nitrous  gas.  No  white  vapor  was 
produced. 

Now  if  any  gas  combinable  with  nitrous  gas 
had  exifted  in  the  cylinder,  the  quantity  of 
nitrous  acid  produced,  however  fmall,  would 

have  been  rendered  perceptible  by  the  ammo- 

% 

niacal  fumes ; for  when  a minute  globule  of 
common  air  was  admitted  into  the  cylinder, 
white  clouds  were  inftantly  perceptible. 

* 

It  Teems  therefore  reafonable  to  conclude, 

1.  That  the  refidual  gas  of  nitrous  oxide,  is 
air  previoufly  contained  in  the  water,  (which 
in  no  cafe  can  be  perfetflly  freed  from  it  by 
ebullition),  and  liberated  by  the  ftronger  attrac- 
tion of  that  fluid  for  nitrous  oxide. 

2.  That  nitrate  of  ammoniac,  at  temperatures 
below  440'^,  is  decompounded  into  pure  nitrous 
oxide,  and  fluid. 

3.  That  in  afeertaining  the  purity  of  nitrous 
oxide  from  its  abforption  by  water,  corre6lions 
ought  to  be  made  for  the  quantity  of  gas  dif- 
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pdlcd  from  the  water.  This  quantity  in  com- 
mon water  ditlilled  under  mercury  being  about 
in  water  (imply  boiled,  and  ufed  -wben  hot, 
about  - ; and  in  common  fpring  water,  1^. 

IV.  Specific  gravity  of  Nitrous  Oxide. 

To  underdand  accurately  the  changes  taking- 
place  during  the  decoinpofition  of  nitrate  of 
ammoniac,  w’e  muft  be  acquainted  with  the 
fpecific  gravity  and  com  petition  of  nitrous 
oxide. 

90  cubic  inches  of  it,  containing  about  ~ 
common  air,  introduced  from  the  mercurial 
airholder  into  an  exhauded  globe,  increafed  it 
in  weight  44,75  grains ; thermometer  being 
51°,  and  atmofpheric  prefllire  30,7. 

106  cubic  inches,  of  (imilar  comfxifition, 
weighed  in  like  manner,  gave  at  the  fame  tem- 
perature and  preflure  nearly  52,25  grains  ; and 
in  another  experiment,  when  the  thermometer 
wag  410,  53  grains. 

So  that  accounting  for  the  fmall  quantity  of 
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common  air  contained  in  the  gules  weighed,  we 
may  conclude,  that  100  cubic  inches  of  pure 
nitrous  oxide  weigh  50,1  grains  at  temperature 
500,  -and  atmofpheric  preflure  37- 

I was  a little  furprifed  at  this  great  fpecific 
gravity,  particularly  as  I had  expeiSled,  from 
Dr.  Priettley’s  obfervations,  to  find  it  lefs  heavy 
than  atmolpherical  air.  This  philofopher  fup~ 
pofed,  from  fome  appearances  produced  by  the 
mixture  of  it  with  aeriform  ammoniac,  that  it 
was  even  of  Icfs  fpecific  gravity  than  that  gas.* 

I 

V.  Analyfis  of  Nitrons  Oxide, 

The  nitrous  oxide  may  be  analifed,  either  by 
charcoal  or  hydrogene  ; during  the  cornbufiion 
of  other  bodies  in  it,  fmall  portions  of  nitrous 
acid  are  generally  formed,  as  will  be  fully  ex- 
plained hereafter. 

The  gas  that  I employed  was  generated  from 


* Experiments  and  Obfervations,  vol.  2,  pag.  8p.  Lall 
Edition. 
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cornjjad^l  nitrate  of  ammoniac^  and  was  in  Its 
bigheft  ftate  of  purity,  as  it  left  a rctiduum  of 
38  only,  when  abforbed  by  boiled  water. 

10  cubic  inches  of  it  were  inferted  into  ajar 
graduated  to  ,1  cubic  inches,  containing  dry 
mercury.  Through  this  mercury  a piece  of  . 
charcoal  which  had  been  deprived  of  its  hydro- 
gene by  long  expofure  to  heat,  weighing  about 
a grain,  was  introduced,  while  yet  warm.'  No 
perceptible  abfbrption  of  the  gas  took  place.* 

Thermometer  being  46°,  the  focus  of  a lens 
was  thrown  on  the  charcoal,  which  inftantly 
took  fire,  and  burnt  vividly  for  about  a minute, 
the  gas  being  incrcafcd  in  volume.  After  the 
vivid  combuftion  had  ccafcd,  the  focus  was 
again  thrown  on  the  charcoal ; it  continued  to 

f 

burn  for  near  ten  minutes,  when  the  procefs 
flopped. 

The  gas,  when  the  original  prefTure  and  tem- 
perature were  reflored,  filled  a fpace  equal  to 
12,5  cubic  inches. 

* A minute  quantity,  however,  muft  have  been  abforbed, 
and  given  out  again  when  the  charcoal  was  heated. 


{ 97  ) 

On  introducing  to  it  a fmall  quantity  ot 
flrong  folution  of  ammoniac*,  white  vapor 
was  indantly  perceived,  and  after  a fhort  time 
the  rediidion  was  to  about  10,1  cubic  inches;  fo 
that  apparently,  2,4  cubic  inches  of  carbonic 
acid  had  been  formed.  The  10,1  cubic  inches 
of  gas  remaining  were  expofed  to  water  which 
had  been  long  in  ebullition,  and  which  was 
introduced  whilft  boiling,  under  mercury. 
After  the  abforption  of  tbe  nitrous  oxide 
by  the  water,  the  gas  remaining  was  equal  to 
5,3. 

But  on  combining  a cubic  inch  of  pure  nitrous 
oxide  with  fome  of  the  fame  water,  which  had 
been  received  under  mercury  in  a feparate  veffel, 
nearly  remained.  Gonfequently  we  may 
conclude,  that  5,1  of  a gas  unabforbable  by 
water,  was  produced  in  the  combudion. 

This  gas  extinguifhed  flame,  gave  no  dimi- 
nution with  oxygenc,  and  the  flighted  poflible 

* Strong  Iblntlon  of  aramoniac  has  no  atlraflion  for 
riitfous  oxide. 
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with  nitrous  gas.  When  an  electric  fpark  Was 
paiTed  through  it,  mingled  with  oxygene  ; no 
inflammation,  or  percepiille  diminiAion  took 
place. 'j'-  Wc  may  confequcntly  conclude  tliat 
it  was  nltrogenc,  mingled  with  a minute  por* 
tion  of  common  air,  expelled  from  the  water. 

The  charcoal  was  diminifl)ed  in  bulk  to  one 
half  nearly,  but  the  lofs  of  weight  could  not 
be  afeertained,  as  its  pores  were  filled  with 
mercury.^ 

Now  5 cubic  inches  of  nitrous  oxide  were 
abforbed  by  the  water,  confcqiiently  5 were 
decompounded  by  the  charcoal ; and  thefe  [)ro- 
duced  5,1  cubic  inches  of  nitrogene;  and  by 
giving  their  oxygene  to  the  charcoal,  apparently 
2,4  of  carbonic  acid. 

But  5 cubic  inches  of  nitrous  oxide  weigh  2,5 
grains,  and  5,1  cubic  inches  of  nitrogene  1,55  ; 
then  2,5  — 1,55  = ,q5. 

So  that  reafoning  from  the  relative  fpecific 

-j  The  gas  was  examined  by  thofe  tefts  in  order  to  prove 
that  no  water  had  been  decompofed. 
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gravities  of  nitrogene  and  nitrous  oxide,  2,5 
grains  of  the  laft  are  compofed  of  3,55  nitro- 
gene, and  ,Q5  oxygene. 

But  from  many  experiments  made  on  the 
Ipecific  gravity  of  carbonic  acid,  in  Auguft, 
1799,  I concluded  t!)at  100  cubic  inches  of  it 
weighed  47,5  grains,  thermometer  being  60, 1°, 
and  barometer  20,5.  Confequently,  making 
the  ncceflary  corrections,  2,4  cubic  inches  of 
it  weigh  1,14  grains;  and  on  Lavoifier’s  and 
Guyton’s  * eflimation  of  its  compofition,  thefe 
1,13  grains  contain  8,2  ofoxygene. 

So  that,  drawing  conclutions  from  the  quan- 
tity of  carbonic  acid  formed  in  this  experiment, 
2,5  grains  of  nitrous  oxide  will  be  compofed  of 
,82  oxy gene,  and  1,68  nitrogene. 

The  difference  between  thefe  eftimations  is 
confidcrablc,  and  yet  not  more  than  might 
have  been  expec^ted,  if  weconfider  the  probable 
fourccs  of  error  in  the  experiment. 

* See  the  curious  paper  of  this  excellent  philofopher,  oa 
the  combuftion  of  the  dlainond>  in  which  he  pr.oves  that 
charcoal  is,  in  fai:!,  oxide  of  diamond.  Annales  de  Chimic. 
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3.  It  is  likely  that  variable  minute  quan- 
tities of  hyclrogene  remain  combined  with  char- 
coal, even  after  it  has  been  long  expofed  to  a 
red  heat. 

2.  It  is  probable  that  the  nitrogene  and  car- 
bonic acid  produced  were  cajiable  of  difiblving 
more  water  than  that  held  in  folution  by  the  ni- 
trous oxide ; and  if  fo,  they  were  more  condenfed 
than  if  faturated  with  moifturc,  and  hence  the 
quantity  of  carbonic  acid  under-rated. 

We  may  confequently  fuppofe  the  eflimation 
founded  on  the  quantity  of  nitrogene  evolved, 
mod  correct  ; and  making  a fmall  allowance 
for  the  difference,  conclude,  that  100  grains 
of  nitrous  oxide  are  compofed  of  about  3/ 
oxygene,  and  03  nitrogene  ; exiding  in  a much 
more  condenfed  date  than  when  in  their  timple 
forms. 

The  tolerable  accuracy  of  this  datement  will 
be  hereafter  demondrated  by  a number  of  expe- 
riments on  the  combudion  of  different  bodies 
in  nitrous  oxide,  detailed  in  Refearch  II, 
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VI.  Minute  examination  of  the  decom^ofition  of 
Nitrate  of  Ammoniac. 

Into  a retort  weighing  413,75  grains,  and 
of  the  capacity  of  7,5  cubic  inches,  100  grains 
of  pulverifed  compatSl  nitrate  of  ammoniac  were 
introduced.  To  the  neck  of  this  retort  was 

t 

adapted  a recipient,  weighing  711  grains,  tubu- 
lated for  the  purpofe  of  communicating  with 
the  mercurial  airholdcr,  and  of  the  capacity  of 
8,3  cubic  inches. 

Temperature  being  50^,  and  atmofpheric 
pretfure  30,6,  the  recipient  was  inferted  into  a 

veflcl  of  cold  water,  and  made  to  communicate 

* 

with  the  airholdcr.  The  heat  of  a fpirit  lamp 
was  then  flowly  applied  to  the  retort  : the  fait 
quickly  began  to  decompofe,  and  to  liquify. 
The  temperature  was  fo  regulated,  as  to  keep 
up  an  equable  and  flow  decompofition. 

During  this  decompofition,  no  luminous 
appearance  was  perceived  in  the  retort;  the 
gas  that  came  into  the  airholdcr  was  very  little 
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clouded,  and  much  water  condenfed  in  the 
receiver. 

After  the  procefs  was  finifhed,  the  commu- 
nication between  the  mercurial  airholder  and 
the  recipient  was  preferved  till  the  common 
temperature  was  reflored  to  the  retort. 

The  volume  of  the  gas  in  the  cylinder  was 
85,5  cubic  inches.  The  abfolute  quantity  of 
nitrous  oxide  in  thofe  85,5  cubic  inches,  it  was 
difficult  to  afeertain  with  great  nicety,  on  ac- 
count of  the  common  air  previoufly  contained 
in  the  veffiels. 

45  meafures  of  it,  expofed  to  well  boiled 
water,  diminiffied  by  agitation  to  8 mea- 
fures. ■ So  that  reafoning  from  the  quan- 
tity of  air,  which  ffiould  have  been  expelled 
from  the  water  by  the  nitrous  oxide,  we  may 
conclude  that  the  85,5  cubic  inches  were  nearly 
pure. 

The  retort  now  weighed  4 IQ, 25  grains,  con- 
fequently  5,5  grains  of  fait  remained  in  it. 
This  fait  was  chiefly  collc(51ed  about  the  lower 
part  of  the  neck,  and  contained  rather  more 
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water  than  the  compad  nitrate,  as  in  fomt 
places  it  was  cryftalifed. 

The  recipient  with  the  fluid  it  cotitained, 
weighed  759  grains.  It  had  coufequently 
gained  in  weight  48  grains. 

Now  the  85,5  cubic  inches  of  nitrous  oxide 
produced,  weigh  about  42,5  grains;  and  this  ad- 
ded to  48  and  5,5,  — 96  grains  ; fo  that  about  4 
grains  of  fait  and  fluid  were  lofl-,  probably  by 
being  carried  over  and  depofited  by  the  gas.^ 

As  much  of  the  fluid  as  could  be  taken  out  of 
the  recipient,  weighed  46  grains,  and  held  in  fo- 
lution  much  nitrate  of  ammoniac  with  fuper- 
abundance  of  acid.  This  acid  required  for  its 
faturation,  3 ^ of  carbonate  of  ammoniac  (con- 
taining, as  well  as  I could  guefs),  about  20  per 
cent  alkali. 

The  whole  folution  evaporated,  gave  18 
grains  of  compact  nitrate  of  ammoniac.  But 

\ 

* This  was  aflually  the  cafe ; for  on  examining  the  con- 
ducing tube  the  day  after  the  experiment,  fotne  minute 
cryllals  of  prifmatic  nitrate  of  ammoniac  were  perceived 
in  it. 


( i04  ) 


rcafbning  from  the  quantity  of  carbonate  of 
ammoniac  employed,  the  free  nitric  acid  was 
equal  to  '2,75  grains,  and  this  mud  have  formed 
3,56  grains  of  fait.  Confequently  the  fait  pre- 
exifting  in  the  folution  was  about  14,44  grains. 

But  betides  the  fluid  taken  out  of  the  recipient. 


2 grains  remained  in  it : let 

us  fuppofe  this. 

and  the  4 grains  loti,  to  contain  2 of  fait,  and 

.6  of  free  acid. 

Then  the  undecompounded 

fait  is  5,5  + 14,4  + 2 

= 21,9 

The  free  acid  2,75  “h  ,6 

= 3,35 

Gas  - - - 

42,5 

Water  _ _ » 

32,25 

Now  about  78,1  grains  of  fait  were  decom- 
pounded, and  formed  into  42.5  grains  of  gas, 
3,35  grains  acid,  and  32,25  grains  water. 

t 

But  there  is  every  reafon  to  fuppofc,  that  in 
this  procefs,  when  the  bydrogene  of  the  ammo- 
niac combines  with  a portion  of  the  oxygene  cf 
the  nitric  acid  to  form  water,  and  the  nitrocenc 


I 


I 


( 105  ) 

enters  into  union  with  the  nitrogen e and  re- 
maining oxygene  of  the  nitric  acid,  to  form 
nitrous  oxide  ; that  water  pre-exifting  in  nitric 
acid  and  ammoniac,  fuch  as  they  exifted  in 
the  aeriform  ftate,  is  depolited  with  the  water 
produced  by  the  new  arrangement,  and  not 
wholly  combined  with  the  nitrous  oxide  formed. 
Hence  it  is  impoffible  to  determine  with  great 
cxadlitude,  the  quantity  of  water  which  was 
abfolutely  formed  in  this  experiment. 

78,1  grains  of  fait  are  compofed  of  15,4 
alkali,  58  acid,  and  4,7  vvater. 

And  reafoning  from  the  different  affinities  of 
water  for  nitric  acid,  ammoniac,  and  nitrous 
oxide,  it  is  probable  that  ammoniac,  in  its  de- 
compofition,  divides  its  water  in  fuch  a ratio, 
between  the  nitrogene  furniffied  to  the  nitrous 
oxide,  and  the  hydrogene  entering  into  union 
with  the  oxygene  of  the  nitric  acid,  as  to  enable 
us  to  affume,  that  the  hydrogene  requires  for 
its  faturation  nearly  the  fame  quantity  of  oxy- 
gene as  when  in  the  aeriform  llatc  ; or  that  it 
certainly  cannot  require  lefs. 
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But  15,4  alkali  contain  3,08  hydrogene,  and 
12,32  nitrogene  ;*  and  3,08  hydrogene  require 
17,4  of  oxygene  to  form  20,48  .of  water. 

Now  32,5  grains  of  water  exifted  before  the 
experiment ; 4,7  grains  of  water  were  con- 
tained by  the  fait  decompofed,  and  32,5  — 4,7 
m 27,8  ; and  27,8  — 20,48,  the  quantity  gene- 
rated, = 7,52,  the  quantity  exiting  in  the  nitric 
acid. 

But  the  nitric  acid  decompofed  is  58^  — 3,35 
= to  54,7  ; and  54,7  — 7,5  = 47,2,  which 
entered  into  new  combinations.  Thefe  4/, 2 
confill;  of  33,2  oxygene,  and  14,  nitrogene. 
And  33,2 — 17,4,  the  quantity  employed  to 
form  the  water,  = 15,8,  which  combined  with 
14„  nitrogene  of  the  nitric  acid,  and  12,32 
of  that  of  the  ammoniac,  to  form  42,12  of 
nitrous  oxide.  And  on  this  eflimation,  100  parts 
of  nitrous  oxide  would  contain  37,6  oxygene, 

t 

and  62,4  nitrogene  ; a computation  much 
nearer  the  refults  of  the  analyfis  than  could 

* Owing  part  of  their  weight  to  an  unknown  quantity 
of  water. 
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have  been  expected,  particularly  as  fo  many 
unavoidable  fources  of  e^ror  exiftcd  in  the 
procefs. 

The  experiment  that  I have  detailed  is  the 
rnoft  accurate  of  four,  made  on  the  fame  quan- 
tity of  fait.  The  others  were  carried  on  at 
rather  higher  temperatures,  in  confequence  of 
which,  more  water  and  fait  were  fublimed  with 
the  gas. 

To  Berthollet,  we  owe  the  difeovery  of  the  pro- 
du61s  evolved  during  the  flow  decompofition  of 
nitrate  of  ammoniac ; but  as  this  philofopher 
in  his  examination  of  this  procefs,  chiefly  de- 
'ligned  to  prove  the  exiflence  of  hydrogene  in 
ammoniac,  he  did  not  afeertain  the  quantity  of 
gas  produced,  or  minutely  examine  its  proper- 
ties ; from  two  of  them,  its  abforption  by  water 
and  its  capability  of  fupporting  the  vivid  com- 
buftion  of  a taper,  he  inferred  its  identity  with 
the  dephlogifticated  nitrous  gas  of  Prieftley,  and 
concluded  that  it  was  nitrous  gas  with  excefs 
of  pure  air.* 

* Mem.  dc  Paris.  1/85,  and  Journal  de  I’hyfique,  l/St), 
page  175. 


VII.  Of  the  heat  produced  during  the  decum* 
fojitton  of  nitrate  of  ammoniac. 

To  afccrtain  whether  the  temperature  of 
nitrate  of  ammoniac  was  increafed  or  diminilhed 
after  it  had  been  raifed  to  the  point  etiential  to 
its  decompofition,  during  the  evolution  of  ni- 
trous oxide  and  water  ; that  is,  in  common  lan- 
guage, whether  heat  was  generated  or  abforbcd 
in  the  procefs  ; I introduced  a thermometer  into 
about  1500  grains  of  fibrous  nitrate  of  ammo- 
niac, rendered  liquid  in  a deep  porcelain  cup. 
During  the  whole  of  the  evaporation,  the  tem- 
perature was  about  380®,  the  fire  being  carer 
fully  regulated. 

As  foon  as  the  decompofition  took  place,  the 
thermometer  began  to  rife ; in  lefs  than  a quar- 
ter of  a minute  it  was  410®,  in  two  minutes  it 
was  460°. 

The  cup  was  removed  from  the  fire  ; the  dcr 
compofition  ftill  went  on  rapidly,  and  for  about 
a minute  the  thermometer  was  fiationary.  It 
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then  gradually  and  flovvly  fell ; in  three  minutes 
it  was  440°,  in  five  minutes  420^  in  feven 
minutes  405°,  in  nine  minutes  360^^  and  in 
thirteen  minutes  307°,  when  the  decompofition 
had  nearly  ceafed,  and  the  fait  began  to  folidify. 

From  this  experiment,  it  is  evident  that  an 
increafe  of  temperature  is  produced  by  the 
decompofition  of  nitrate  of  ammoniac  : though 
the  capacity  of  water  and  nitrous  oxide  for 
heat,  fuppobng  the  truth  of  the  common  doc- 
trine, and  reafoning  from  analogy,  muft  be 
confiderably  greater  than  that  of  the  fait. 

i 

VIII.  Of  the  decompoftion  of  Nitrate  of  Atn- 
moniac  at  high  temperatures,  arid  production  of 
Nitrous  gas,  Nitrogene,  Nitrous  Acid,  and  Water. 

At  an  early  period  of  my  inveftigation  relating' 
to  the  nitrous  oxide,  I difeovered  that  when  a 
heat  above  600°  was  applied  to  nitrate  of  ammo- 
niac, fo  that  a vivid  luminous  appearance  was  pro- 
duced in  the  retort,  certain  portions  of  nitrous 
gas,  and  .nitrogene,  were  evolved  with  the 


( no  ) 


nitrous  oxide.  But  I was  for  fomc  time  igno- 
rant of  the  prccife  nature  of  this  decompofition, 
and  doubtful  with  regard  to  the  poffibility  of 
efFc(f(ing  it  in  fuch  a manner  as  to  prevent,  the 
produ61ion  of  nitrous  oxide  altogether. 

V 

. I firft  attempted  to  decompofc  nitrate  of 
ammoniac  at  high  temperatures,  by  introducing 
it  into  a well  coated  green  glafs  retort,  having 
a wide  neck,  communicating  with  the  pneu- 
matic apparatus,  and  firongly  heated  in  an  air- 
furnace.  But  though  in  this  procefs  a detona- 
tion always  took  place,  and  much  light  was  pro- 
duced, yet  llill  the  greater  portion  of  the  gas 
.generated  was  nitrous  oxide  ; the  nitrous  gas 
and  nitrogene  never  amounting  to  more  than 
one  third  of  the  whole. 

Alter  breaking  nmny  retorts  by  cxplofions, 
without  gaining  any  accurate  refults,  I em- 
ployed a porcelain  tube,  curved  fo  as  to  be 
capable  of  introdiidtion  into  the  pneumatic 
apparatus,  and  clofed  at  one  end. 

The  clofed  end  was  heated  red,  nitrate  of 
ammoniac  introduced  into  it,  and  all  the  latter 
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portions  of  gas  produced  in  the  explolion,  re- 
ceived in  the  pneumatic  apparatus,  filled  with 
warm  water. 

Three  explofions  were  required  to  fill  ajar 
of  the  capacity  of  20  cubic  inches.  The  gas 
produced  in  the  tirfl,  when  it  came  over,  was 
tranfparent  and  dark  orange,  fimilar  in  its 
appearance  to  the  nitrous  acid  gas  produced  in 
the  firfl  experiment;  but  it  fpeedily  became 
white  and  clouded,  whilft  a flight  diminution 
of  volume  took  place. 

When  the  fecond  portion  was  generated  and 
\ 

mingled  with  the  clouded  gas,  it  again  became 
tranfparent  and  yellow  for  a fhort  time,  and  then 
aflumed  the  fame  appearance  as  before. 

The  water  in  the  trough,  after  this  experi- 
ment, had  an  acid  tafte,  and  quickly  red- 
dened cabbage  juice  rendered  green  by  an 
. alkali 

6 cubic  inches  of  the  gas  produced  were 
expofed  to  boiled  water,  but  little  or  no  abforp- 
tion  took  place.  Hence,  evidently,  it  con- 
tained no  nitrous  oxide. 
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They  were  then  expofed  to  foUition  of  fLil- 
phute  of  Iron  : the  folution  quickly  became  dark 
colored,  and  an  abforption  of  1,6  took  place 
on  agitation.* 

/ 

The  gas  remaining  intrantly  extinguiflied  the 
taper,  and  was  confequently  nitrogcnc. 

This  experiment  was  repeated,  with  nearly 
the  fame  refults. 

We  may  then  conclude,  that  at  high  tem- 
peratures, nitrate  of  ammoniac  is  wholly  re- 
folved  into  water,  nitrous  acid,  nitrous  gas, 
and  nitrogene  ; whilft  a vivid  luminous  appear- 
ance is  produced. 

The  tranfparency  and  orange  color  produced 
in  the  gas  that  had  been  clouded,  by  new  por- 
tions of  it,  doubtlefs  arofe  from  the  folution  of 
the  nitric  acid  and  water  forming  the  cloud,  in 
the  heated  nitrous  vapor  produced,  fo  as  to  con- 
ilitute  an  aeriform  triple  compound  ; whilft  the 
cloudincfs  and  abforption  fubfequent  were  pro- 


* The  abforption  of  nitrous  gas  by  fulphate  of  iron,  Src. 
will  be  treated  of  in  the  next  divifion. 
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(luced  by  the  diminiHied  temperature,  which 
deftroyed  the  ternary  combination,  and  feparated 
the  nitrous  acid  and  water  from  the  nitrous 
gas. 

From  the  rapidity  with  which  the  deflagra- 
tion of  nitrate  of  ammoniac  proceeds,  and  from 
the  immenfe  quantity  of  light  procjuced,  it  is 
reafonable  to  fuppofe  that  a very  great  increafe 
of  temperature  takes  place.  The  tube  in  which 
the  decompofition  has  been  effedled,  is  always 
ignited  after  the  procefs. 

IX.  Speculations  on  the  decomp ojitions  of 
Nitrate  of  Ammoniac. 

All  the  phaenomena  of  chemiftry  concur  in 
proving,  that  the  aflinity  of  one  body,  A,  for 
another,  B,  is  not  deftroyed  by  its  combination 
with  a third,  C,  but  only  modified  ; either  by 
condenfation,  or  expanfion,  or  by  the  attradlion 
of  C for  B. 

On  this  principle,  the  attradlion  of  compound 
bodies  tbr  each  other  muftbe  revolved  into  the 

H 
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reciprocal  attra^iions  of  their  confiituents,  and 

confequently  the  changes  produced  in  them  by 

variations  of  temperature  explained,  from  the 

alterations  produced  in  the  attractions  of  thofe 

/ 

conftituents. 

Thus  in  nitrate  of  ammoniac,  four  affinities 

« * 

may  be  fuppofed  to  exitl : 

1.  That  of  hydrogene  for  nitrogene,  produ- 
cing ammoniac. 

2.  That  of  oxygene  for  nitrous  gas,  producing 
nitric  acid. 

3.  That  of  the  hydrogene  of  ammoniac  for  the 
oxygene  of  nitric  acid. 

4.  That  of  the  nitrogene  of  ammoniac  for 
the  nitrous  gas  of  nitric  acid. 

At  temperatures  below  300°,  the  fait,  from 

I 

the'  equilibrium  between  thefe  affinities,  pre- 
ferves  its  exiftencc. 

Now  when  its  temperature  is  raifed  to  400'^, 
the  attradlions  of  hydrogene  for  nitrogene,* and 


• « * 

* As  is  evident  from  the  decompofttion  of  ammoniac  by 
beat. 
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of  nitrous  gas  for  oxygenc,^  are  diminifliecl ; 
whilft  the  attradlion  of  hydrogene  for  oxygcne-j- 
is  increafed  ; and  perhaps  that  of  nitrogene  for 
nitrous  gas. 

Hence  the  former  equilibrium  of  affinity  is 
deftroyed,  and  a new  one  produced. 

The  hydrogene  of  the  ammoniac  combines 
with  the  oxygene  of  the  nitric  acid  to  generate 
water  ; and  the  nitrogene  of  the  ammoniac 
enters  into  combination  with  the  nitrous  gas 
to  form  nitrous  oxide:  and  the  water  .and  ni- 
trous oxide  produced,  moft  probably  exift  in 
binary  combination  in  the  aeriform  ftate,  at  the 
temperature  of  the  decompofition. 

But  when  a heat  above  800°  is  applied  to 
nitrate  of  ammoniac,  the  attractions  of  nitro- 
gene  and  hydrogene  for  each  other,  and  of 


X Nitric  acid  is  phlogifticated  by  heat,  as  appears  from 
Dr.  Priedley’s  experiments.  Vol.  3,  p.  26. 

t As  is  evident  from  theincreafe  of  temperature  required 
for  the  formation  of  water. 
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oxygene  for  nitrous  gas,*  are  Itill  more  climi* 

« 

nifhed  ; whilrt  that  of  nitrogene  for  nitrous  gas 
is  detlroyed,  and  that  of  hydrogene  for  oxy- 
gene  increafed  to  a great  extent : likewife 
a new  attraction  takes  place;  that  of  nitrous 
gas  for  nitric  acid,  to  form  nitrous  vapor.-)- 
Hence  a rtcw  arrangement  of  principles  is 
rapidly  produced;  the  nitrogene  of  ammoniac 

* For  ammoniac  and  nitrous  oxide  are  both  decompofed  at 
tile  red  heat,  and  oxygene  given  out  from  nitric  acid  when 

I 

it  is  paifed  tlirough  a heated  tube. 

]'  Whenever  nitrous  acid  is  produced  at  high  tempera- 
tures, it  is  always  highly  phlogifticated,  provided  it  has  not 
been  long  in  contact  with  oxygene.  When  Dr.  Prieftley 
paflfed  nitric  acid  through  a tube  heated  red,  he  procured 
much  oxygene,  and  phlogifticated  acid  j and  the  water 
in  the  apparatus  employed  was  fully  impregnated  with 
nitrous  air.  Hence  it  would  appear,  that  heat  diminithes 
the  attraction  between  oxygene  and  nitrous  gas,  and  in- 
creafes  the  affinity  of  nitrous  gas  for  nitrous  acid.  Mr. 
James  Thomson,  whofe  theory  of  the  Nitrous  Acid  1 have 
already  mentioned,  from  fome  experiments  on  the  phlo- 
giftication  of  Nitric  Acid  by  heat,  which  he  has  commu- 
nicated to  me,  concludes  with  great  juftnefs,  that  a portion 
of  the  acid  is  always  completely  decompofed  in  this  procels: 
'the  oxygene  liberated,  and  the  nitrous  gas  combined  with 
the  remaining  acid. 
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having  no  affinity  for  any  of  the  tingle  principles 
at  this  temperature,  enters  into  no  binary  com- 
pound : the  oxygene  of  the  nitric  acid  forms 
water  with  the  hydrogene,  and  the  nitrous  gas 
combines  with  the  nitric  acid  to  form  nitrous 
vapor.  All  thefe  fubftances  motl  probably 
exift  in  combination  at  the  temperature  of  their  . 
produdlion  ; and  at  a lower  temperature,  affiime 
the  forms  of  nitrous  acid,  nitrous  gas,  nitrogene, 
and  water.  ’ 

I have  avoided  entering  into  any  difeuffions 
concerning  the  light  and  heat  produced,  in  this 
procefs ; becaufe  thefe  phaenomena  cannot  be 
rcafoned  upon  as  ifolated  fa61s,  and  their  relation 
to  general  theory  will  be  treated  of  hereafter. 

t 

X.  On  the  preparation  of  Nitrous  Oxide  for 
experiments  on  Refpiration. 

I 

When  compa<5l  nitrate  of  ammoniac  is  flowly 
decompofed,  the  nitrous  oxide  produced  is 
almoft  immediately  fit  for  refpiration  ; but  as 
one  part  of  the  fait  begins  to  decompofe  before 
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ftie  other  is  rendered  fluid,  a confiderable  lofs  is 
produced  by  fublimation. 

For  the  produ(^ion  of  large  quantities  of 
nitrous  oxide,  fibrous  nitrate  of  ammoniac  fhould 
be  employed.  This  fait  undergoes  no  decom- 
pofition  till  the  greater  part  of  its  water  is  evapo- 
rated, and  in  confcquence  at  the  commencement 
of  that  procefs,  is  uniformly  heated. 

The  gas  produced  from  fibrous  nitrate,  mufl 
be  fufTered  to  reft  at  leaft  for  an  hour  after  its 
generation.  At  the  end  of  this  time  it  is  gene- 
rally fit  for  refpiration.  If  examined  before,  it 
will  be  found  to  contain  more  or  lefs  of  a white 
vapor,  which  has  a difagreeable  acidulous  tafte, 
and  ftrongly  irritates  the  fauces  and  lungs.  This 
vapor,  moft  probably,  confifts  of  acid  nitrate 

of  ammoniac  and  water,  which  were  ditTblved 
» 

by  the  gas  at  the  temperature  of  its  prod udl ion, 
and  afterwards  flowly  precipitated. 

It  is  found  in  lets  quantity  when  compact 
nitrate  is  employed,  becaufe  more  fait  is  fub- 
limcd  in  this  procefs,  which  being  rapidly  pre- 
cipitated, carries  with  it  the  acid  and  water. 
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Whatever  fait  is  employed,  the  laft  portions' 
of  gas  produced,  generally  contain  lefs  vapor, 
and  may  in  confequencc  be  refpired  fooner  than 
the  firft. 

The  nitrate  of  ammoniac  fhoiild  never  be 
decompofed  in  a metallic  velTel,*  nor  the  gas 
produced  fufFcrcd  to  come  in  contadl;  with 
any  metallic  furfacc ; for  in  this  cafe  the  free 
nitric  acid  will  be  decompofed,  and  in  confe- 
quence,  a certain  quantity  of  nitrous  gas  pro- 
duced. 

The  apparatus  that  has  been  generally  em- 
ployed in  the  medical  pneumatic  inflitution,  for 
the  produdtion  of  nitrous  oxide,  confifts 

1 . Of  a glafs  retort,  of  the  capacity  of  two  or- 
three  quarts,  orificed  at  the  top,  and  furnifhed 
with  a ground  (topper. 

2.  Of  a glafs  tube,  conical  for  the  purpofe 
of  receiving  the  neck  of  the  retort ; about  ,4 
inches  wide  in  the  narrowed  part,  4 feet  long, 
curved  at  the  extremity,  fo  as  to  be  capable  of 

Except  it  be  gold  or  platina. 
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introdadlion  into  an  airholder, , and  inclofed  by 
tin  plate  to  preferve  it  from  injury. 

3.  Of  airholders  of  Mr.  Watt’s  invention, 
filled  with  water  fatiirated  with  nitrous  oxide. 

4.  Of  a common  air-furnace,  provided  with 
dampers  for  the  regulation  of  the  heat. 

• The  retort,  after  the  infertion  of  the  fait,  is 
connected  with  the  tube,  carefully  luted,  and 
expofed  to  the  heat  of  the  furnace,  on  a con- 
venient (land.  The  temperature  is  never  fuf- 
fered  to  be  above  500°.  After  the  decompoti- 
tion  has  proceeded  for  about  a minute,  fo  that 
the  gas  evolved  from  the  tube  enlarges  the 
flame  of  a taper,  the  eurved  end  is  inferted 
into  the  airholder,  and  the  nitrous  oxide  pre- 
ferved. 

The  water  throvvh  out  of  the  airholders  in 
confequence  of  the  introduclion  of  the  gas, 
is  preferved  in  a vefTel  adapted  for  the  pur- 
pofe,  and  employed  to  fill  them  again  ; for  if 
common  water  was  to  be  employed  in  every  ex- 
periment, a great  lofs  of  gas  would  be  produced 
from  abforption. 
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A pound  of  fibrous  nitrate  of  ammoniac,  dc- 
compofed  at  a heat  not  above  500®,  produces  . 
nearly  5 cubic  feet  of  gas  ; \vhilfi:  from  a pound 
of  cornpadl  nitrate 'of  ammoniac,  rarely  jnore 
than  4,25  cubic  feet  can  be  collected. 

For  the  production  of  nitrous  oxide  in  quan- 
tities not  exceeding  20  quarts,  a mode  flill 
more  fimple  than  that  I have  juft  deferibed  may 
be  employed.  The  fait  may  be  decompofed  by 
the  heat  of  an  argands  lamp,  or  a common  fire,  ^ 
in  a tubulated  glafs  retort,  of  20  or  30  cubic 
inches  in  capacity,  furnifhed  with  a long  neck, 
curved  at  the  extremity  ; and  the  gas  received 

t 

in  fmall  airholders. 

Thus,  if  the  plcafurable  effeCts,  or  medical 
properties  of  the  nitrous  oxide,  fhould  ever 
make  it  an  article  of  general  requeft,  it  may  be 
procured  with  much  lefs  time,  labor,  and 

cxpence,*  than  moft  of  the  luxuries,  or  even 

0 

neceffaries,  of  life. 

* A pound  of  nitrate  of  ammoniac  cofts  about  5s.  lOd. 

This  pound,  properly  decompofed,  produces  rather  more 
than  34  moderate  dofes  of  air  j fo  that  the  expence  of  a 
dofe  is  about  2d.  What  .fluid  flimulus  can  be  procured  at 
fo  cheap  a rate  ? 


DIVISION  IV. 

EXPERIMENTS  and  OBSERVATIONS  on  the 
« 

COMPOSITION  of  NITROUS  GAS,  and  on  its 
ABSORPTION  by  different  bodies. 


I.  Preliminaries. 

% 

In  my  account  of  the  compolition  of  nitric 
acid,  in  Divifion  I.  I gave  an  eftimation  of  the 
quantities  of  oxygene  and  nitrogene  combined 
in  nitrous  gas : I fliall  now  detail  the  experi- 
ments on  which  that  eftimation  is  founded. 

At  an  early  period  of  my  refearches  relating 
to  nitrous  oxide, "from  the  obfervation  of  the 
phaenomena  taking  place  during  the  produ(^iion 
of  this  fubftance,  I had  concluded,  that  the 
common  opinion  with  regard  to  tlie  compofition 
of  nitrous  gas,  was  very  diftant  from  the 
truth.  I had  indeed  analyfed  nitrous  gas,  by 
converting  it  into  nitrous  oxide,  before  I at- 
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tempted  to  afccrtain  its  compotition  by  imme^ 
diately  feparating  the  conftituent  principles  from 
each  other  : and  my  firft  hopes  of  the  polfi- 
bility  of  effecting  this,  were  derived  from  Dr. 
Prieftley’s  experiments  on  the  combuftion  of 
pyrophoms  in  nitrous  gas,  and  on  the  changes 
effected  in  it,  by  heated  iron  and  charcoal. 

This  great  philofopher  found,  that  pyropho- 
rus  placed  in  contadl  with  nitrous  gas,  burnt 
with  great  vividnefs,  whilft  the  gas  was  dimin- 
ifhed  in  volume  to  about  one  half,  which  gene- 
rally confided  of  nitrogene  and  nitrous  oxide.* 
He  likevvife  found,  iron  heated  by  a lens  in 
nitrous  gas,  increafed  in  weight,  whillt  the 
gas  was  diminfhed  about  -J,  and  converted  into 
nitrogene.* 

He  heated  common  charcoal,  and  charcoal 
of  copper,:};  in  nitrous  gas  by  a lens.  When 

•*  Experiments  and  Obfervations,  vol.  ii.  p.ag.  50.  Lr.ft 
Edition. 

i That  is,  charcoal  produced  by- the  decompofition  of 
ipirits  of  wine.  Vol.  II.  pag.  39. 
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common  charcoal  was  employed,  the  gas  was 
neither  increafed  or  diminifhed  in  bulk,  but 
wholly  converted  into  nitrogcne  ; when  char- 
coal of  copper  was  ufed,  the  volume  was  a little 
increafed,  and  the  gas  remaining  confided 
ofy  nitrogene,  and  y carbonic  acid. 

In  his  experiments*  on  the  iron  and  pyrophy- 

rus,  the  nitrous  gas  was  evidently  decompofed. 

From  the  great  quantity  of  nitrogene  produced 

in  thofe  on  the  charcoal,  it  feems  likely  that  both 

« 

the  common  charcoal,*  and  the  charcoal  of 
copper  employed  contained  atmofpherical  air, 
which  being  difpelled  by  the  heat  of  the  lens, 

* Dr.  Prieftley  fays,  having  heated  iron  in  nitrous  air, 

“ I proceeded  to  heat  in  the  fanic  air,  a piece  of  charcoal 
“ not  long  after  it  had  been  fubjefted  to  a ftrong  heat  covered 
“ with  fand.  The  fun  not  fhining  immediately,  after  the 
charcoal  was  introduced  into  the  veffcl  of  air,  through  the 
mercury  by  which  it  was  confined,  part  of  the  air  was 
“■  abforbed  ; but  on  heating  the  charcoal,  the  quantity  was 
“ increafed.  Having  continued  the  progrefs  as  long  as  I 
“ thought  necelTary,  I examined  the  air  and  found  it  to  be 
" about  as  much  as  the  original  quantity  of  nitrous  air  j 
“ but  it  was  all  phlogiilicated  air  cxtinguifhing  a candle 
and  having  no  mixture  of  fixed  air  in  it.” — Experiments 
and  Obfervations,  Vol.  II,  page  39. 


\ 


( 125  ) 


was  clecompofed  by  the  nitrous  gas  : indeed, 
till  I made  the  following  experiment,  I fufpeiSted 
that  the  carbonic  acid  produced,  when  the  char- 
coal of  copper  was  employed,  arofe  from  a de- 
compotition  of  the  nitrous  acid,  formed  in  this 
way. 

t 

I introduced  a piece  of  well-burnt  charcoal, 
which  could  hardly  have  weighed  the  eighth  of 
a grain,  whiltl  red  hot,  under  a cylinder  filled 
with  mercury,  and  admitted  to  it  half  a cubic 
inch  of  nitrous’  gas.  A flight  abforption  took 
place. 

The  fun  being  very  bright,  I kept  the  char- 
coal in  the  focus  of  a fmall  lens  for  near  a quar- 
ter of  an  hour.  At  the  end  of  this  time  the  gas 
occupied  a fpace  nearly  as  before  the  experi- 
ment, and  a very  minute  portion  of  the  charcoal 
had  been  confumed.  On  introducing  into 
the  cylinder  a fmall  quantity  of  folution 
of  flrontian,  a white  precipitation  was  per- 
ceived, and  the  gas  flowly  diminifhed  to 
about  three  tenths  of  a cubic  inch.  To  thefe 


( !20  ) 

three  tenths  a little  common  air  was  admitted, 
when  very  flight  red  fumes  were  perceived. 

This  experiment  convinced  me,  that  the  at- 
tra6lion  of  charcoal  for  the  oxygene  of  ni- 
trous gas,  at  high  temperatures,  was  fuifi- 
ciently  firong  to  efFedl  a flow  dccompofition  of 
it. 

To  be  more  accurately  acquainted  with  this 
decompofition,  and  to  learn  the  quantities  of 
carbonic  acid  and  nitrogene  produced  from  a 
known  quantity  of  nitrous  gas,  I proceeded  in 
the  following  manner. 

II.  Analyfis  of  Nilrous  Gas  by  Charcoal, 

A quantity  of  nitrous  gas  was  procured  in  a 
water  apparatus,  from  the  decompofition  of 
nitrous  acid  by  mercury.  A portion  of  it  was 
transferred  to  the  mercurial  trough.  After  the 
mercury  and  the  jar  had  been  dried  by  bibulous 
paper,  40  meafures  of  this  portion  were  agitated 
in  a folution  of  fulphate  of  iron.  The  gas  re- 
maining after  the  abforption  was  complete. 


# 
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filled  about  a meafure  and  half;  fo  that  the 
nitrous  gas  contained  nearly  ^ nitrogene. 

Thermometer  being  53°,  a fmall  piece  of 
well  burnt  charcoal,  the  weight  of  which  could 
hardly  have  equalled  a quarter  of  a grain,  was 
introduced  ignited,  into  a fmall  cylinder  filled 
with  mercury,  graduated  to  ,10  grain  meafurcs  ; 
to  this,  if)  meafures,  equal  to  lf)0  grain  m.  of 
nitrous  gas,  were  admitted.  An  abforption  of 
about  one  meafure  and  half  took  place.  When 
,the  focus  of  a lens  was  thrown  on  the  charcoal, 
a flight  increafe  of  the  gas  was  produced,  frorn 
the  emiffion  of  tha.t  which  had  been  abforbed. 

After  the  procefs  had  been  carried  on  for  about 
a half  an  hour,  the  charcoal  evidently  began 
to  fume,  and  to  confume  very  flowly,  though 
no  alteration  in  the  volume  of  the  gas  was  ob- 
• ferved. 

The  fun  not  conftantly  fhining,  the  progrefs 
of  the  experiment  was  now  and  then  flopped  : 
hut  taking  the  whole  time,  the  focus  could  not 
have  been  applied  to  it  for  lefs  than  four  hours. 
W hen  the  procefs  was  linifhed,  the  gas  wn^^ 
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increafed  in  bulk  nearly  three  quarters  of  a 
ineafure.  ' 

A drop  of  water  was  introduced  into 
. the  cylinder,  by  means  of  a fmall  glafs 
tube,  on  the  fuppofition  that  the  carbonic  acid, 
and  nitrogene,  might  be  capable  of  holding 
in  folution,  more  water  than  that  contained 
in  the  nitrous  gas  decompofed  ; but  no 
alteration  of  volume  took  place. 

When  20  grain  meafures  of  folution  of  pale 
green*  fulphate  of  h*on  were  introduced  into  the 
cyli  nder,  they  became  ratheryellower  than  before, 
but  not  dark  at  the  edges,  as  is  always  the  cafe 
when  nitrous  gas  is  prefent.  On  agitation,  a 
diminution  of  nearly  half  a mcafure  was  pro- 
duced, doubtlefs  from  the  abforption  of  fome 
of  the  carbonic  acid  by  the  folution. 

A frnall  quantity  of  caufHc  potafh,  much 
more  than  was  fufRcient  to  decompofe  the  ful- 
phate of  iron,  was  now  introduced.  A rapid 
diminution  took  place,  and  the  gas  remaining 

* That  is,  fulphate  of  iroti  containing  oxide  of  iron,  in  the 
firft  degree  of  oxygenation. 
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filled  about  8 meafures.  This  gas  was  agitated 
for  fome  time  over  water,  but  no  abforption 
took  place.  Two  meafures  of  it  were  then 
transferred  into  a detonating  cylinder  with  two 
meafures  of  oxygene.  The  eledric  fpark  was 
pafTcd  through  them,  but  no  diminution  was  pro- 
duced. Hence  it  was  nitrogene,  mingled  with 
no  afcertainable  quantity  of  hydrogene : con- 
fequently  little  or  no  water  could  have  been 
decompofed  in  the  procefs. 

Now  fuppofing,  for  the  greater  eafe  of  calcu- 
lation, each  of  the  meafures  employed,  cubic 
inches. 

l6  of  nitrous  gaS  — 4 ~ decom- 

pofed, and  thefe  weigh,  making  the  neceflary 
corredtions,  5,2 ; but  7 A nitrogene  were  pro- 
duced, and  thefe  weigh  about  2,2.  So  that 
reatbning  from  the  relative  fpecific  gravities  of 
nitrous  gas  and  nitrogene,  5,2  grains  of  nitrous 
gas  will  be  compofed  of  3 oxygene,  and  2,2 
nitrogene. 

But  8,7  of  carbonic  acid  were  produced, 
which  weigh  41  grains,  and  confifl;  of  2,Q  oxy- 
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gene,  and  1,2  charcoal.*  Confequently, 
drawing  conclufions  from  the  quantity  of  car- 
bonic acid  formed,  5,2  grains  of  nitrous  gas 
will  confift  of  2,9  oxygene,  and  2,3  nitrogene. 

The  difference  in  thefe  eftimations  is  much 

» 

lefs  than  could  have  been  expeded  ; and  taking 
the  mean  proportions,  it  would  be  inferred 
from  them,  that  100  grains  of  nitrous  gas,  con- 
tain 56,5  oxygene,  and  43,3  nitrogene. 

I repeated  this  experiment  with  refults  not 
very  different,  except  that  the  increafe  of 
volume  was  rather  greater,  and  that  more 
unabforbable  gas  remained ; which  probably 
depended  on  the  decompofition  of  a minute 
quantity  of  water,  that  had  adhered  to  the 
charcoal  in  pafiing  through  the  mercury. 

As  nitrous  gas  is  decompofable  into  nitrous 

acid,  and  nitrogene,  by  the  eledlric  fpark  ; it 

occurred  to  me,  that  a certain  quantity  of 

nitrous  acid  might  have  been  poffibly  produced, 

in  the  experiments  on  the  decompofition  of 

nitrous  gas,  by  the  intenfely  ignited  charcoal. 

\ 

* That  is,  carbon,  or  oxide  of  diamond. 
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To  afcertain  this  circumftance,  I introdaced 
into  VI  meafares  of  nitrous  gas,  a fmall  piece 
of  charcoal  which  had  been  juft  reddened. 
The  fun  being  very  bright,  the  focus  of  the 
lens  was  kept  on  it  for  rather  more  than  an 
hour  and  quarter.  In  the  middle  of  the  prpcefs 
it  began  to  fume  and  to  fparklc,  as  if  in  com- 
bullion.  In  three  quarters  of  an  hour,  the 
gas  was  increafed  rather  more  than  half  a 
meafure ; bnt  no  alteration  of  volume  took 
place  afterwards.  * 

The  mercury  was  not  white  on  the  top  as  is 
ufually  the  cafe  when  nitrous  acid  is  produced. 
On  introducing  into  the  cylinder  a little  pale 
green  fulphate  of  iron,  and  then  adding  prufiate 
of  potalh,  a white  precipitate  only  was  produ- 
ced. Now,  if  the  minuted  quantity  of 
nitric  acid  bad  been  formed,  it  would  have 
been  decompofed  by  the  pale  green  oxide  of 
iron,  and  hence,  a vifible  quantity  of  pruflian 
blue*  produced,  as  will  be  fully  explained  here- 
after. 


* That  is,  blue  prulTuite  of  iron. 
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III.  Amlyfis  of  Nitrous  Gas  by  Pyrofbotus. 

t 

\ 

I placed  fome  newly  made  pyrophorus,  about 
as  much  as  w'ould  fill  a quarter  of  a cubic 
inch;  into  a jar  filled  with  dry  mercury,  and 
introduced  to  it,  four  cubic  inches  of  nitrous 
gas,  procured  from  mercury  and  nitric  acid. 

It  infiantly  took  fire  and  burnt  with  great 
vividnefs  for  fome  moments. 

After  the  combuftion  had  ceafed;  the  gas 
was  diminifhed  about  three  quarters  of  a cubic 
inch.  The  remainder  was  not  examined  ; for 

i 

the  diminution  appeared  to  go  on  for  fome 
time,  after ; in  an  half  hour,  when  it  was  corn- 
pleat,  it  was  to  2 cubic  inches.  A taper, 
introduced  into  thefe,  burnt  with  an  enlarged 
flame,  blue  at  the  edges ; from  whence  it 
appeared,  that  they  were  compofed  of  nitrogene 
and  nitrous  oxide. 

I now  introduced  about  half  a cubic  inch  of 
pyrophorus  to  two  cubic  inches  of  nitrous  gas  ; 
the  combuftion  took  place,  and  the  gas  was 
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rapidly  dimlnilhed  to  one  half ; and  on  fufFerIng 
it  to  remain  five  minutes  to  one-third  nearly  ; 
which  extinguifiied  flame. 

I 

Sufpedling  that  this  great  diminution  was 
owing  to  the  abtbrption  of  foine  of  the  nitro- 
gene  formed,  by  the  charcoal  of  the  pyrophorus, 
I carefully  made  a quantity  of  pyrophorus; 
employing  more  than  two-thirds  of  alumn,  to 
one-third  of  fugar. 

• To  rather  more  than  half  of  a cubic  inch  of 
this,  two  cubic  inches  of  nitrous  gas,  w'hich 
contained  about  ^ nitrogene,  were  admitted. 
After  the  combuftion,  the  gas  remaining,  aj>^a^ 
rently  filled  a fpace  equal  to  1,2  cubic  inches  ; 
but,  as  on  account  of  the  burnt  pyrophyrus  in 
the  jar,  it  was  impoflible  to  afeertain  the  volume 
with  nicety,  it  was  carefully  and  wholly  trans- 
ferred into  another  jar.  It  filled  a fpacc  equal 
to  1,13  cubic  inches  nearly. 

When  water  was  admitted  to  this  gas  no 
abforption  took  place.  It  underwent  no  dimi- 
nution with  nitrous  gas,  and  a taper  plunged 
into  it  was  inflantly  extinguilhed.  We  may 
confequently  conclude  that  it  was  nitrogene. 


( 134  ) 


Now  2 cubic  inches  of  nitrous  gas  weigh 
,686  grains,  and  1,1  of  nitrogene  — ,05, 
the  quantity  previoufly  contained  in  the  gas 
= to  1,05,  3,19.  Hence  ,6s6  of  nitrous  gas 
would  be  compofed  of  ,367  oxygcnc,  and  ,31Q 
nitrogene  ; and  100  grains  would  contain  53,4 
oxygenc,  and  46,6  nitrogene. 

IV.  Additional  ohfervations  on  the  comlmjlion 
of  bodies  in  Nitrous  GaSy  and  on  its  Compoji^ 
* tioti. 

Though  phofphorus  may  be  fufed,  and  even 
fublimed,  in  nitrous  gas,  without  producing 
the  flighteft  luminous  appearance,*  yet  when 

^ No  luminous  appearance  is  produced  when  phofphorus 
is  introduced  into  pure  nitrous  gas.  It  has  been  often  ob- 
ferved,  that  phofphorus  is  luminous  in  nitrous  gas,  that  has 
not  been  long  in  contaiS:  with  water  after  its  production. 
This  phaenomenon,  I fufpeCt,  depends  either  on  the  decora- 
■pofition  of  the  nitric  acid  held  in  folution  by  the  nitrous 
gas  ; or  on  the  combination  of  thephofphoras  with  oxygenc 
loofely  adhering  to  the  binary  aeriform  compound  of  nitric 
acid  and  nitrous  gas.  1 have  not  yet  examined  if  nitrous 
gas  can  be  converted  into  nitrous  oxide  by  long  expofure 
to  heated  phofphorus : it  appears,  however,  very  probable. 


it  is  introduced  into  it  in  a itate  of  active  in- 
flammation, it  burns  with  almoft  as  much 
vividnefs  as  in  oxygene.*  Hence  it  is  evident, 
that  at  the  heat  of  ignition,  phofphorus  is 
capable  of  attracting  the  oxygene  from  the 
nitrogene  of  nitrous  gas. 

I attempted  to  analife  nitrous  gas,  by  intro- 
ducing into  a known  quantity  of  it,  confined 
by  mercury,  phofphorus,  in  a vefTel  containing 
a minute  quantity  of  oxygene.-j-  The  phofpho- 
rus  was  inflamed  with  an  ignited'  iron  wire,  by 
which,  at  the  moment  of  the  combuftion,  the 
vefTel  containing  it  was  raifed  from  the  mercury 

r 

into  the  nitrous  gas.  But  after  making  in  this 

/. 

way,  five  of  fix  unfuccefsful  experiments,  I 
defifted.  When  the  communication  between 
the  vcflels  was  made  before  the  oxygene  was 
nearly  combined  with  the  phofphorus,  nitrous 

•*  Perhaps  this  fa6l  has  been  noticed  before}  I have  not, 
however,  met  with  it  in  any  chemical  work. 

% 

t This  mode  of  inflaming  bodies  in  gafes,  not  capable  of 
fupporting  combuftion  at  low  temperatures,  will  be  par- 
ticularly deferibed  hereafter. 
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acid  was  formed,  which  inftantly  deftroyed  the 
combuftion  ; when,  on  the  contrary,  the  phof- 
phorus  was  fufFered  to  confume  almoft  the 
whole  of  the  oxygene,  it  was  not  fufficiently 
ignited  when  introduced,  to  decompofe  the 
nitrous  gas. 

In  one  experiment,  indeed,  the  phofphorus 
burnt  for  a moment  in  the  nitrous  gas ; the 
diminution  however  was  flight,  and  not  more 
than  J of  it  was  decompofed. 

Sulphur,  introduced  in  a (late  of  vivid  in- 
flammation, into  nitrous  gas,  was  inftantly 
extinguifhed, 

I palled  a ftrong  ele6irlc  fhock  through  equal 
parts  of  hydrogene  and  nitrous  gas,  confined  by 
mercury  in  a detonating  tube  ; but  no  inflam- 
mation, or  perceptible  diminution,  was  pro- 
duced. 

19,2  grain  meafurcs  of  hydrogene  were  fired 
by  the  eledlric  fhock,  with  10  of  nitrous  oxide, 
and  6 of  nitrous  gas  ; the  diminution  was  to  17  ; 
and  pale  green  fulphate  of  iron  admitted  to  the 
refiduum,  was  not  difcolored,  COnfequently  the 
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nitrous  gas  was  decompofed  by  the  hydrogene, 
and  as  will  be  hereafter  more  clearly  underftood, 
nearly  as  much  nitrogene  furnithed  by  it,  as 
would  have  been  produced  from  half  the  quan- 
tity of  nitrous  oxide. 

SufpecSHng  that  phofphorated  hydrogene 
might  inflame  with  nitrous  gas,  I pafled  the 
clecStric  fpark.  through  I meafure  of  phofphorated 
bydrogene,  and  4 of  nitrous  gas  ; but  no  dimi- 
nution was  perceptible,  I likewife  pafled  the 
eledric  fpark  through  ] of  nitrous  gas,  with  2 
of  phofphorated  hydrogene,  without  inflamma- 
tion. 

Perhaps  if  I had  tried  many  other  different 
proportions  of  the  gafes,  I fliould  have  at  lafl; 
difcovered  one,  in  which  they  would  have  in- 
flamed ; for,  as  will  be  feen  hereafter,  nitrous 
oxide  cannot  be  decompofed  by  the  compound 
combuftible  gafes,  except  definite  quantities  are 
employed. 

From  Dr.  Prieftley’s  experiments  on  iron  and 
pyrophorus,  and  from  the  experiments  I have 
detailed,  on  charcoal,  phofphorus,  and  hydro- 
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gene,  it  appears  that  at  certain  temperatures, 
nitrous  gas  is  decompofable  by  mod  of  the  com- 
buftible  bodies  : even  the  extinction  of  fulphur, 
’ when  introduced  into  it  in  a date  of  inflamma- 
tion, depends  perhaps,  on  the  fmaller  quantity 
of  heat  produced  by  the  combuflion  of  this  body, 
than  that  of  mod  others. 

The  analyfis  of  nitrous  gas  by  charcoal,  as 
affording  data  for  determining  immediately  the 
quantities  of  oxygene  and  nitrogene,  ought  to 
beconfidered  as  mod  accurate;  and  correcting 
it  by  mean  calculations  derived  from  the  decom- 
pofltion  of  nitrous  gas  by  pyrophorus  and  hydro- 
gene,  and  its  converfion  into  nitrous  oxide,  a 
procefs  to  be  deferibed  hereafter,  vve  may  con- 
clude, that  lOOgrainsof  nitrousgasarecompofed 
of  55,95  oxygene,  and  44,05  nitrogene;  or 
taking  away  decimals,  of  56  oxygene,  and  44 
nitrogene. 

This  edimation  will  agree  very  well  with  the 
mean  proportions  that  would  be  given  from  Dr. 
Prieltley’s  experiments  on  the  decompofition 
of  nitrous  gas  by  iron  ; but  as  he  never  afeer- 
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tained  the  purity  of  his  nitrous  gas,*  and  proba- 
bly employed  different  kinds  in  different  expe- 
riments, it  is  impoffible  to  fix  on  any  one,  from 
which  accurate  conclufions  can  be  drawn. 

Lavoifier’s  eftimation  of  the  quantities  of  oxy- 
geneand  nitrogene  entering  into  thccompofition 
of  nitrous  gas,  has  been  generally  adopted. 
He  fuppofes  64  parts  of  nitrous  gas  to  be  com- 
pofed  of  43^  of  oxygene,  and  20^  of  nitro- 
genc.-j- 

The  difference  between  this  account  and 
mine  is  very  great  indeed  ; but  I have  already, 
in  Divifion  id,  pointed  out  fources  of  error  in 
the  experiments  of  this  great  man,  on  the  de- 
•compofition  of  nitre  by  charcoal ; which  expe- 
riments were  fundamental,  both  to  his  accounts 
of  the  conftitution  of  nitrous  acid,  and  nitrous 
gas. 


* Elements  EngHlh  Tranf.  edit.  i.  pag.  21 
t Experiments  and  Obfervations^  Vol.  II.  pag.  40,  2d.  Ed. 
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V.  Of  the  ahforption  of ' Nitrous  Gas  ly 

JVater. 

Amongft  the  properties  of  nitrous  gas  noticed 
by  its  great  difcoverer,  is  that  of  abforbability 

by  water. 

In  expofing  nitrous  air  to  diflilled  water,  Dr. 
Prieftley  found  a diminution  of  the  volume  of 
gas,  nearly  equal  to  one  tenth  of  the  bulk  of 
the  water  ; and  by  boiling  the  water  thus  im- 
pregnated, he  procured  again  a certain  portion 
of  the  nitrous  gas, 

Humbolt,  in  his  paper  on  eudiomctry,  men- 
tions the  diminution  of  nitrousgas  by  water.  This 

I 

diminution,  he  fuppofes  to  arife  from  the  decom- 
potition  of  a portion  of  the  nitrous  gas,  by  the 
water,  and  the  confequent  formation  of  nitrate 
of  ammoniac.* 

* He  fays,  “ On  a obferve,  (depnis  qu*on  travaille  fur  le 
purete  de  fair)  qne  le  gaz  nitreux,  fecouc  avee  I’eau,  eii 
“ fonffre  une  diminution  de  volume.  Quclques  phyficiens 
attribuent  ce  changement  a une  vraie  abforption,  a une 
diflblution  du  gaz  nitreux  dans  I’eau  j d’autres  i fair  con- 
“ tenu  dans  les  interftices  de  tous  les  fluides.  Le  cit. 

Vanbreda,  a Delft,  a fait  des  recherches  tre^-exades  fur 
*•  I’influence  des  eaux  de  pluie  et  de  puit,  fur  les  nombres 
“ eudiometriques  j et  les  belles  experiences  du  cit.  Haffen^ 
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I confefs,  that  even  before  the  following  ex- 
periments were  made,  1 was  hut  little  inclined 
to  adopt  this  opinion  : the  fmall  diminution 
of  nitrous  gas  by  water,  and  the  uniform  limits 
of  this  diminution,  rendered  it  extremely  im- 
probable. 

a.  To  afcertain  the  quantity  of  nitrous  gas 

fratz,  fur  I’abondance  d’oxygene,  contenue  dans  le«  caux 
“ de  neige  ct  de  pluie,  font  fuppofer  quc  I’alr  des  interftices 
de  I’eau  joue  uu  role  important  dans  I’abforption  du  gaz 
''  nitrenx.  En  comparant  ces  effets  avec  les  phenomenes 
“ obferve  dans  la  dccompofition  dufulfatc  de  fer,  nous  fup- 
posamcs,  le  cit.  Taffaert  et  moi,  que  le  Ample  contact  du 
“ gaz  nitreux  avec  I’eau  diftillec  pourroit  bien  caufer  une 
dccompofition  de  ce  dernier.  Nous  examinames  foign- 
" eufcment  une  petite  quantity  d’eau  diftillee,  fecouee  avec 
“ beaucoup  de  gas  nitreux  tres-pur,  et  nous  trouvames, 
au  moyen  de  la  terre  calcaire,  et  I’acide  mariatique,  qu’il 
“ s’y  forme  da  nitrate  d' ammoniaquc.  L’eau  fe  decompofe 
“ en  cette  operation,  par  un  double  affinite  de  Toxygene 
pour  le  gaz  nitreux,  et  de  I’bydrogene  pour  I'azote ; il  fe 
“ forme  de  I’acide  nitrique  et  de  \ ammoniaquc  \ et,  quoique 
“ la  quantite  du  dernier  paroifle  trop  petite  pour  eu  evaluer 
" exa6tment  la  quantite,  fon  e.xiftencc  cependant  fe  niani- 
fefte,  (I'l  ne  pas  fans  doutcr)  par  le  degagement  des  va- 
“ peurs,  qui  blanchiflent  dans  la  proximite  de  I'acide  mu- 
riatique.  Voila  un  fait  bien  frappant  que  la  compofition 
d’unc  fubftance  alcaline  par  le  conta6t  d’une  acide,  et  de 
''  I’eau, 

Aimales  dc  Chimie.  I,  xxviii.  pag.  153^ 
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ablorbable  by  pure  water,  and  the  limits  of  ab- 
I'orption,  I introduced  into  a glafs  retort  about 
5 ounces  of  water,  which  had  been  prcvioufly 
boiled  for  fome  hours.  The  neck  of  the  retort 
was  inverted  in  mercury,  and  the  water  made 
to  boil.  After  a third  of  it  had  been  diftilled, 
fo  that  no  air  could  poffibly  remain  in  the  re- 
tort, the  remainder  was  driven  over,  and  con- 
denfed  in  an  inverted  jar  filled  with  mercury. 
To  three  cubic  inches  of  this  water,*  confined 
in  a cylinder  graduated  to  ,o5  cubic  inches,  5 
cubic  inches  of  nitrous  gas,  containing  nearly  one 
thirtieth  nitrogene,  were  introduced. 

After  agitation  for  near  an  hour,  rather  more 
than  ~ of  a cubic  inch  appeared  to  be  abforbed ; 
but  though  the  procefs  was  continued  for  near 
two  hours  longer,  no  further  diminution  took 
place. 

The  remaining  gas  was  introduced  into  a 
tube  graduated  to  ,02  cubic  inches.  It  mea- 
fured  ^ ; hence  had  been  abforbed. 

* Which  was  certainly  as  free  from  air  as  it  ever  can  be 
obtained. 
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Confequently,  100  cubic  inches  ofpure  w'a- 
ter  are  capable  of  abforbing  1 1,8  of  nitrous  gas. 
In  the  water  thus  impregnated  with  nitrous 
gas  I could  diftinguith  no  peculiar  tafte  ;*  it 
did  not  at  all  alter  the  color  of  blue  cabbage 
juice.  ' 

h.  To  determine  if  the  abforption  of  nitrous 
gas  was  owing,  to  a decompofition  of  it  by  the 
water,  as  Humbolt  has  fuppofed,  or  to  a limple 
folytion  ; I proepred  fome  nitrous  gas  from 
nitrous  acid  and  mercury,  containing  about 
one  feventieth  nitrogene.  ',5  cubic  inches  of 
it,  mingled  with  25,  of  oxygen e,  from  ful- 
phuric  acid  and  manganefe  left  airefiduum  of 
,03.  5 cubic  inches  more  were  introduced 

to  3 of  water,  procured  in  the  fame  manner  as 
in  the  laft  experiment,  in  the  ilime  cylinder. 


* Dr.  Prieftley  found  diftilled  water,  faturated  with 
xiltrous  air,  to  acquire  an  aftringent  tafte  and  pungeilt 
fmcll.  In  fome  unboiled  impregnated  pump  water,  I once 
thought  that  I perceived  a fubacid  tafte;  but  it  was  ex- 
tremely flight,  and  probably  owing  to  nitrous  acid  formed 
by  the  union  of  the  oxygene  of  the  common  air  in  the  wa- 
ter, with  fome  of  the  nitrous  gas. 
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After  the  diminution  was  complete,  the  cylinder 
was  transferred  in  a fmall  veflel  containing  mer- 
cury, into  a water  bath,  and  nearly  covered  by 
the  water. 

As  the  bath  was  heated,  fmall  globules  of 
gas  were  given  out  from  the  impregnated  water, 
and  when  it  began  to  boil,  the  produ<51ion  of 
gas  was  dill  more  rapid.  After  an  hour’s  ebul- 
lition, the  volume  of  heated  gas  was  equal  to 
1,4  cubic  inches  nearly. 

The  cylinder  was  now  taken  out  of  the  bath, 
and  quickly  rendered  cool  by  being  placed  in 
a water  apparatus.  At  the  common  temperature 
the  gas  occupied,  as  nearly  as  poflible,  the  Ipacc 
of  ,5  cubic  inches  : thefe  ,5  mingled  with  ,25  of 
oxygene,  of  the  fame  kind  as  that  employed 
before,  left  a retiduum  nearly  equal  to  ,03. 

From  this  experiment,  which  was  repeated 
with  nearly  the  fame  refults,  it  is  evident, 

J,  That  nitrous  gas  is  not  decompofable  by 
pure  water. 

2,  That  the  diminution  of  volume  of  nitrous 
gas  placed  in  conta6l  with  water,  is  owing  to  a 
limple  folution  of  it  in  that  fluid. 


/ 
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3,  That  at  the  temperature  of  212®,  nitrou^ 
gas  is  incapable  of  remaining  in  combination 
\Vith  water. 

Humbolt’s  opinion  relating  to  the  decompo- 
fition  of  nitrous  gas  by  water,  is  founded  upon 
the  difengagement  of  vapor  from  diftilled  water 
im()regnated  with  nitrous  gas,  by  means  of  lime, 
which  became  while  in  the  proximity  of  the  mu- 
riatic acid.  But  this  is  a very  imperfedt,  and 
fallacious  tefl,  of  the  prefence  of  ammoniac.  I 
have  this  day,  April  2,  1800,  heated  4 cubic 
inches  of  diftilled  water,  impregnated  with 
nitrous  gas,  with  caufliclime;  the  vapor  cer- 
tainly became  a little  whiter  when  held  over  a 
vctlel  containing  muriatic  acid  ; but  the  vapor 
of  diftilled  water  produced  precifely  the  fame 
appearance,*  which  was  owing,  mod  likely,  to 

* As  carbonic  acid  and  ammoniac  are  both  produfts  of 
auimalil'ation,  is  it  not  probable  that  our  common  waters 
particularly  thole  in,  and  riear  towns  and  cities,  contain  car- 
bonate of  ammoniac  ? If  fo,  this  fait  will  always  exift  ia 
them  after  diftillation.  In  the  experiments  on  carbonate  of 
Jlmmoniac,  to  which  I hat'e  often  alluded,  I, found,  in 
dittilljng  a folution  of  this  fait  in  water,  that  before  half  of 

K 
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the  cornbitiation  of  the  acid  with  the  aqueous 
vapor.  Indeed,  when  1 added  a particle  of 
nitrate  of  ammoniac,  which  might  have  eqaalled 
one  twentieth  of  a grain,  to  the  lime  and  im- 
pregnated water,  the  incrcafed  whitenefs  of  the 
vapor  was  but  barely  perceptible,  though  this 
quantity  ot  nitrate  of  ammoniac  is  much  more 
confiderable  than  that  which  could  have  been 
formed,  even  fuppoting  the  nitrous  gas  decom- 
pofed. 

VI.  Of  ihe  ahfoi'ption  of  Nitrous  Gas  hy 
Water  of  different  kinds. 

In  agitating  nitrous  gas  over  fpring  water, 

I 

the  diminution  rarely  amounts  to  more  than 
one  thirtieth,  the  volume  of  water  being  taken 
as  unity.  I at  firO:  fufpc6Ied  that  this  great  dif- 


the  water  hatl  parted  into  the  recipient,  the  carbonate 
of  ammoniac  had  fnblimedj  lb  that  the  dittilled  folution 
was  much  rtronger  than  before,  whilft  the  water  remaining 
in  the  retort  was  taftelcfs.  Will  this  luppotition  at  all  ex- 
plain HumboU’s  pilftake  ? 
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lercnce  in  the  quantity  of  gas  abforbecl  by  fpring 
water,  and  pure  water,  depended  on  carbonic 
acid  contained  in  the  lad,  diminifhing  the  at- 
tradion  of  it  for  nitrous  gas  : but  by  long  boil- 
ing a quantity  of  fpring  water  confined  by  mer- 
cury, I obtained  from  it  about  one  twentieth  of 
its  bulk  of  air,  which  gave  nearly  the  fame 
diminution  with  nitrous  gas,  as  atmofpheric 
air. 

This  fadl  induced  me  to  refer  the  difference 
of  diminution  to  the  decompofition  of  the  at- 
inofpheric  air  held  in  folution  by  the  water, 
the  oxygene  of  which  I fuppofed  to  be  con- 
verted into  nitric  acid,  by  the  nitrous  gas, 
whild  the  nitrogcne  was  liberated  ; and  hence 
the  increafed  refid uu in. 

. a.  I expofcd  to  pure  water,  that  is,  w’ater 
procured  by  diflillation  under  mercury,  nitrous 
gas, -containing  a known  quantity  of  nitrogene. 
After  the  abforption  was  complete,  I found  the 
fame  quantity  of  nitrogcne  in  the  refiduum,  as 
was  contained  in  a volume  of  gas  equal  to  the 
whole  quantity  employed. 
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b.  Spring  water  boiled  for  fome  hours,  and 
riilFerccl  to  cool  under  mercury,  abforbeda  quan- 
tity of  nitrous  gas  equal  to  one  thirteenth  of  its 
bulk ; which  is  not  much  Icfs  than  that 
abforbed  by  pure  water. 

c.  I expofed  to  fpring  water,  10  meafures  of 
nitrous  gas  ; the  compolition  of  which  had 
been  accurately  afcertained  ; the  diminution 
was  one  twenty-eighth,  the  volume  of  water 
being  taken  as  unity.  On  placing  the  refiduum 
in  contact  with  folution  of  fulphate  of  iron,  the 
nitrogene  remaining  was  nearly  one-twentieth 
more  than  had  been  contained  by  the  gas 
before  its  expofure  to  water. 

d.  Diftilled  water  was  faturated  with  com- 
mon air,  by  being  agitated  for  fome  time  in  the 
atmofphere.  Nitrous  gas  placed  in  contadl  with 
this  water,  underwent  a diminution  of  ; 
the  volume  of  water  being  unity.  The  gas  re- 
maining after  the  abforption  contained  about 
one  twenty  - feventh  nitrogene  more  than 
before. 

e.  Nitrous  gas  expbfed  to  water  combined 


( ) 

with  about  one  fourth  of  its  volume  of  carbonic 
acid,  diminithed  to  ^ * nearly.  The  remainder 
contained  little  or  no  fuperabundant  njtro- 
gene. 

From  thefe  obfervations  it  appears,  that  the 
different  degrees  of  diminution  of  nitrous  gas 
by  different  kinds  of  water,  may  depend  upon 
various  caufes.  ^ * 

1.  Lefs  nitrous  gas  will  be  abforbed  by 
water  holding  in  folution  earthy  falts,  than  by 
pure  water  ; and  in  this  cafe  the  diminution  of 
the  attradlion  of  water  for  nitrous  gas  will  pro- 
bably be  in  the  ratio  of  the  quantities  of  fait 
combined  with  it.  a,  h. 

2.  The  apparent  diminution  of  nitrous 
gas  in  w’atcr,  holding  in  folution  atmofphe- 
ric  air,  will  be  lefs  than  in  pure  water, 
though  the  abfolute  diminution  will  be 
greater  ; for  the  fame  portion  will  be  abforbed, 
whiKf  another  portion  is  combined . with  the 
oxygene  of  the  atmofpheric  air  contained  in  the 
water ; and  from  the  difengagement  of  the 


* The  water  Itill  being  unity. 
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iiitrogene  of  this  air,  ariles  an  Increafed  refi- 
cluum.  c.  d. 

3.  Probably  in  waters  containing  nitrogene, 
hydrogene,  and  other  gafes,  abforbable  only  to 
a flight  extent,  the  apparent  diminution  will  be 
lefs,  on  account  of  the  difcngagement  of  thole 
gafes  from  the  water,  by  the  (Ironger  affinity  of 
nitrous  gas  for  that  fluid. 

4.  In  water  containing  carbonic  acid,  and 
probably  fome  other  acid  gafes,  the  diminution 
will  be  fmall  in  proportion  to  the  quantity  of 
gas  contained  in  the  water  : the  affinity  of 
this  fluid  for  nitrous  gas  being  diminifhed  by  its 
greater  affinity  for  the  fubftance  combined 
with  it.  e, 

The'different  diminution  of  nitrous  gas  when 
agitated  in  different  kinds  of  water,  has  been 
long  obferved  by  experimenters  on  the  conflitu- 
eiu  parts  of  the  atmofphere,  and  various  folutions 
have  been  given  of  the  phaenomenon  ; the  moft 
Angular  is  that  of  Humbolt.*  He  fuppofes 

* He  fays  1(X)  parties  de  gaz  nitreux,  (it  o.l4  d’azote)  fe- 

couees  avec  I’eau  diftillee,  rtcemmeut  cuite,  diminuent  en 
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that  the  apparent  diminution  of  nitrous  gas  is 
lefs  in  fpring  water  than  didilled  water,  on  ac- 
count of  the  dccompofition  of  the  carbonate  of 
lime  contained  in  the  fpring  water,  by  the  nitrous 
acid  formed  from  the  contadl  of  nitrous  gas 
with  the  water  ; the  carbonic  acid  difcngagcd 
from  this  decompofition  increafing  the  reli- 
duum.  . 

This  opinion  may  be  confuted  without  even 
reference  to  my  obfervations.  It  is,  indeed, 


volume  de  0.1  J.  oa  0.12.  Ce  meme  gaz,  en  contaiSl:  avee 
“ I’eau  de  pults,  ne  perd  que  0.02.  La  caufe  de  cette  dif- 
" ference  de  0.9,  ou  0.10,  ne  doit  pas  ctre  attribuee  ni 
“ I’impurite  de  I’air  atmofphcnque,  contenu  dans  les  inter- 
“ luces  de  I’eau,  ni  il  la  decompofition  de  cette. eau  mcine. 

Elle  n’eft  qu’apparentc  j car  I’acidc  nitriqne,  qui  fe forme 
“ par  le  contact  du  gaz  nitreux  avec  I’eau  de  puit.s,  en  de- 
“ compote  le  carbonate  de  chaux.  II  fe  degage  de  I’acidc 
“ carboniqne,  qui,  en  augmentant  le  volume  du  refidu,  rend 
I’ablbrption  du  gaz  nitreux  moins  fenfible.  Ponr  deter- 
miner  la  quanlite  de  cet  acide  carbnniijue,  je  lavai  le 
“ relidu  avec  de  I’eau  de  chanx.  Dans  un  grand  noinbre 
“ d’experiences,  )e  volume  diminn.i  de  O.O9,  ou  0,0/.  II 
“ faiu  en  concluiro  que  I’eau  de  puit.s  abiorbe  reellcmcnt 
“ 9 2,  ou  7 -j-  - parties  de  gas  nitreux,  e’eft-a-dire,  u 

“ peu-pves  la  ineme  quantite  que  I’eau  diilillce.” 

Annaks  de  Cbimie,  xxviii.  pag.  1.51. 
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altogether  unworthy  of  a philofopher,  generally 
acute  and  ingenious.  He  feems  to  have  forr 
gotten  that  carbonic  acid  is  abforbable  by 
water. 

VII.  Of  the  ahforpiion  of  Nitrous  Gas,  bj 

t 

folution  of  pale  green  Sulphate  of  Iron. 

a.  The  difcovcry  of  the  exa6l  difference  be- 
tween the  fulphates  of  iron,  is  owing  to  Prouft.* 
According  to  the  ingenious  refcarches  of  this 
chemift,  there  exifl  two  varieties  of  fulphate  of 
iron,  the  green  and  the  red.  The  oxide  in  the 
green  'fulphate  contains  ~ oxygenc.  This  fait, 
when  pure,  is  infoluble  in  fpirit  of  wine ; its 
folution  in  water  is  of  a pale  green  color ; it  is 
not  altered  by  the  gallic  acid,  and  affords  a 
white  precipitate  with  alkaline  prufliates. 

The  red  fulphate  of  iron  is  foluble  in  alcohol 

and  uncryftalizable;  its  oxide  contains  — oxy- 

\ 

gene.  It  forms  a black  precipitate  with  the 
gallic  acid,  and  with  the  alkaline  prufliates,  a 
blue  one. 

» ♦ 

* Nicholfon's  Phil.  Jour.  No.  l,  p.  453. 
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The  common  fulphatesofiron  generally  eon- 
of  combinations  of  thefe  two  varieties  in 
different  proportions. 

The  green  fulphate  may  be  converted  into 
the  red  by  oxygenated  muriatic  acid  or  nitric 
acid.  The  common  fulphate  may  be  converted 
into  green  fulphate,  by  agitation  in  conta(5l 
with  fulphurated  hydrogene. 

The  green  fulphate  has  a flrong  affinity  for 
oxygene,  it  attracts  it  from  the  atmofpherc,  from 
oxygenated  marine  acid,  and  nitric  acid.  The 
alkalies  precipitate  from  it  a pale  green  oxide, 
which  if  expofed  to  the  atmofphere,  rapidly  be- 
comes yellow  red, 

The  red  fulphate  of  iron  has  no  affinity 
for  oxygene,  and  when  dccompofed  by  the 
alkalies,  gives  a red  precipitate,  which  under-r 
goes  no  alteration  when  expofed  to  the  atmofr 
phere.* 

h.  The  abforption  of  nitrous  gas  by  a folution 
pf  fulphate  of  iron,  was  long  ago  difeovered  by 

* I have  been  able  to  make  thefe  obfervations  on  the 
fulphates  of  iron,  moft  of  them  after  Prouft. 
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Prieflley.  During  this  abforption,  he  remarked 
. a change  of  color  in  the  Iblution,  analogous  to 
that  produced  by  the  mixture  of  it  with  nitric 
acid. 

This  chemical  fa(5l  has  been  Jately  applied 
by  Humbolt,  to  the  difeovery  of  the  nitrogene 

/ 

generally  mingled  with  nitrous  gas. 

Vauquelin  and  Humbolt  have  publitlied 
a memoir,  on  the  caufes  of  the  abforp- 
tion*  of  nitrous  gas  by  folution  of  fulphate 
of  iron.  They  faturated  an  ounce  and  half  of 
fulphate  of  iron  in  folution,  with  180  cubic 
inches  of  nitrous  gas. 

Thus  impregnated  it  ftrongly  reddened  tinc- 
ture of  turnlbyle  ; when  mingled  with  fulphuric' 
acid,  gave  nitric  acid  vapor ; and  faturated  with 
potafh,  ammoniacal  vapor. 

By  analytis,  it  produced  as  much  ammoniac 
as  that  contained  in  4 grains  of  ammoniacal 
muriate,  and  a quantity  of  nitric  acid  equal  to 
that  exiding  in  17  grains  of  nitre.  Hence  they 


^ Annales  dc  cliimie,  voi.  xxviii.  pag.  1S2. 
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concluded,  that  the  nitrous  gas  and  a portion  of 
the  water  of  the  folution,  had  mutually  decom- 
pofed  each  other;  the  oxygene  of  the  water  com- 
bining with  the  oxygene  and  a portion  of  the 
nitrogene  of  nitrous  gas  to  form  nitric  acid  ; 
and  its  hydrogene  uniting  with  the  remaining 
nitrogene,  to  generate  ammoniac. 

They  have  taken  no  notice  of  the  nature  of 
the  fulphate  of  iron  employed,  which  was  moft 
probably  the  common  or  mixed  fulphate  ; nor 
of  the  attra6tion  of  the  oxide  of  iron  in  this  fub- 
fiance  for  oxygene. 

c.  Before  I was  acquainted  with  the  obferv^ations 
of  Proud,  the  common  fa6ts  relating  to  the 
oxygenation  of  vitriol  of  iron  induced  me  to 
fuppofe,  that  the  attra6lion  of  this  fubfiance  for 
oxygene  was  in  fome  way  connecSted  with  the 
procefs  of  abforption.  The  comparifon  of  tlie 
experiments  of  Humbolt  and  Vauquelin,  with 
the  obfervations  of  Proud,  enabled  me  to  dif- 
cover  the  true  nature  of  the  procefs. 

I procured  a folution  of  red  fulphate  of 
iron,  by  pading  oxygenated  muriatic  acid 


( 156  ) 


through  a folution  of  common  fulphate  of  iron, 
till  it  gave  only  a red  precipitate,  when  mingled 
with  cauflic  potafh.  To  nitrous  gas  confined 
by  mercury,  a fmall  quantity  of  this  folution 
was  introduced.  On  agitation,  its  color  altered 
to  muddy  green  ; but  the  abforption  that  tool^ 

s 

place  was  extremely  trifling  : in  half  an  hour 
it  did  not  amount  to  ,2,  the  volume  of  the 
folution  being  unity,  when  it  had  nearly  re- 
gained the  yellow  color. 

I now  obtained  a folution  of  green  ful- 
phateofiron,  by  diflblving  iron  filings  in  diluted 
fulphuric  acid.  The  folution  was  agitated  in 
contadt  with  fulphurated  hydrogene,  and  after- 
wards boiled  ; when  it  gave  a white  precipitate 
with  pruffiate  of  potafli, 

A fmall  quantity  of  this  folution  agitated  in 
nitrous  gas,  quickly  became  of  an  olive  brown, 
and  the  gas  was  diminifhed  with  great  rapidity; 
in  two  minutes,  a quantity  equal  to  four  times 
the  volume  of  the  folution,  had  been  abforbed. 

Thefe  fadls  convinced  me  that  the  folubility 
of  nitrous  gas  in  common  fulphate  of  iron. 
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chiefly  depended  upon  the  pale  green  lulphatc 
contained  by  it ; and  that  the  attradlion  of  one 
of  the  conflituents  of  this  fabftance,  the  green 
oxide  of  iron,  for  oxygene,  was  one  of  the 
caiifcs  of  the  phaenomenon. 

d.  Green  fulphate  of  iron  rapidly  decompofes 
nitric  acid.  It  was  confequently  difficult  to 
conceive  how  any  affinities  exifting  between  ni- 
* trous  gas,  water,  and  green  fulphate  of  iron, 
could  produce  the  nitric  acid  found  in  the  ex- 
periments of  Vauquelin  and  Humbolt. 

To  afeertain  if  the  prefence  of  a great  quan- 
tity of  water  deflroycd  the  power  of  green  ful- 
phate of  iron  to  dccompofe  nitric  acid,  I intro- 
duced into  a cubic  inch  of  folution  of  sreen 
fulphate  of  iron,  two  drops  of  concentrated 
nitric  acid. 

The  folution  affumed  a very  light  olive  color  ; 
pruffiate  of  potaffi  mingled  with  a little  of  it, 
gave  a dark  green  precipitate.  Hence  the 
nitric  acid  had  been  evidently  decompofed.  As 
no  nitrous  gas  .was  given  out,  which  is 
always  the  cafe  when  nitric  acid  is  poured  on  . 
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crylialiled  fulphatc  of  iron,  I rufpecled  that 
complcat  decompofition  of  the  acid  had  takea 
place ; but  when  the  folution  was  heated,  a few 
minute  globules  of  gas  were  liberated,  and  it 
gradually  became  flightly  clouded. 

Having  often  remarked  that  no  precipitation 
is  ever  produced  during  the  convertion  of  green 
lulpbate  of  iron  into  red,  by  oxygenated  muri- 
atic acid,  or  concentrated  nitric  acid,  I could 
refer  the  cloudinefs  to  no  other  caufe  than  to 
the  formation  of  ammoniac. 

To  afeertain  if  this  fubdance  had  been  pro- 
duced, a quantity  of  flacked  cauflic  lime  was 
thrown,  into  the  Iblution.  On  the  application 
of  heat,  the  ammoniacal  fmell  was  diftinHly 
perceptible,  and  the  vapor  held' over  orange 
nitrous  acid,  gave  denfe  white  fumes. 

e.  When  I confldered  this  faefl  of  the  decom- 
pofition of  nitric  acid  and  water  by  the  folution 
of  green  fulphate  of  iron,  and  the  change  of 
color  effeifled  in  it  by  the  abforption  of  nitrous 
gas,  exa611y  analogous  to  that  produced  by  the 
decompofition  of  nitric  acid  ; I was  induced  to 
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believe  that  the  nitric  acid  found  in  the  anaiyfis 
of  Vauquelin  and  Humbolt,  had  been  formed 
by  the  combination  of  feme  of  the  nitrous  gas 
thrown  into  the  folution  with  the  oxygene  of 
the  atmofphere  : and  that  the  absorbability  of 
nitrous  gas,  by  folution  of  green  fulphate  of 
iron,  was  owing  to  a decompotition  produeed 
by  the  combination  of  its  oxygene  with  the 
green  oxide  of  iron,  and  of  its  nitrogene  with 
the  hydrogene  difengaged  from  water,  decom- 
pounded at  the  fame  time. 

To  afeertain  this,  I procured  a quantity  of 
nitrous  gas:  it  was  fuffered  to  remain  in  con- 
tadl  with  water  for  fome  hours  after  its  pro- 
dudlion.  Transferred  to  the  mercurial  appa- 
ratus, it  gave  no  white  vajx)r  when  placed 
in  contadt  with  folution  of  ammoniac  ; and  con- 
fcquently  held  no  nitric  acid  in  folution. 

Into  a graduated  jar  tilled  with  mercury,  a 
cubic  inch  of  concentrated  folution  of  pure 
green  fulphate  of  iron  was  introduced,  arid  7 
cubic  inches  of  nitrous  gas  admitted  to  if. 
The  folution  immediately  became  dark  olive  at 
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the  edges,  and  on  agitation  this  color  was  dif- 
fufed  through  it.  In  3 minutes,  when  near  5J 
cubic  inches  had  been  abforbed,  the  diminution 
ceafed.  The  folution  was  now  of  a bright  olive 
brown,  and  tranfparent  at  the  edges.  After  it  had 
retied  for  a quarter  of  an  hour,  no  farther  ab- 
forption  was  obferved  ; the  color  was  the 
lame,  and  no  precipitation  could  be  perceived. 
A little  of  it  was  thrown  into  a fmall  glafs  tube, 
under  the  mercury,  and  examined  in  the  at- 
mofphere.  Its  tatle  was  rather  more  aflringent 
than  that  of  folution  of  green  fulphate  ; it 
did  not  at  all  alter  the  color  of  red  cabbage 
juice.  When  a little  of  it  was  poured  on  the 
mercury,  it  foon  loft  its  color,  its  tafte  became 
acid,  and  it  quickly  reddened  cabbage  juice, 
even  rendered  green  by  an  alkali. 

To  the  folution  remaining  in  the  mercurial 
jar,  a fmall  quantity  of  pruffiate  of  potafh  was 
introduced,  to  afeertain  if  any  red  fulphate  of 
iron  had  been  formed  ; but  inftead  of  the  pro-^ 
du61ion  of  either  a blue,  or  a white  precipitate, 
the  whole  of  the  folution  became  opaque,  and 
chocolate  colored. 
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Sarprifed  at  this  appearance,  I was  at  fiiift 
induced  to  fuppofe,  that  the  ammoniac  formed 
by  the  nitrogcne  of  the  nitrous  gas  and  the 
hydrogene  of  the  water,  had  been  fufficient  to 
precipitate  from  the  fulphuric  acid,  the  red 
oxide  of  iron  produced,  and  , that  the  color  of 
the  mixture  was  owing  to  this  precipitation. 

I 

To  diiToIvc  any  uncombined  oxide  that  might 
exift  in  the  folution,  I added  a very  minute 
quantity  of  diluted  fulphuric  acid  ; but  little 
alteration  of  color  was  produced.  Hence,  evi- 
dently, no  red  oxide  had  been  formed. 

This  unexpedled  refult  obliged  me  to  theorlfe 
a fccond  time,  by  fuppoling  that  nitrate  of  am- 
moniac had  been  produced,  which  by  combining 
with  the  white  pruffiate  of  iron,  generated  a 
new  combination.  But  on  mingling  together 
green  fulphate  of  iron,  pruffiate  of  potaffi,  and 
nitrate  of  ammoniac  in  the  atmofphere,  the 
mixture  remained  perfectly  white. 

To  afcertain  if  any  nitric  acid  exided,  com- 
bined with  any  of  the  bafes,  in  the  impregnated 

folution,  I introduced  into  it  an  equal  bulk 

I. 
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oi  diluted  fulphuric  acid  : it  became  rather 
paler ; but  no  green  or  blue  tinge  was  produced. 

Thatthepruffic  acid  had  not  been  decompofed, 
was  evident  from  the  bright  green  produced, 
when  lefs  than  a grain  of  dilute  nitric  acid  was 
admitted  into  the  folution. 

f.  From  thefe  experiments  it  was  evident,  that 
no  red  fulphatcof  iron,  or  nitric  acid,  and  confe- 
quently  no  ammoniac,  had  been  produced  after 
the  abforption  of  nitrous  gas  by  green  fulphate 
of  iron.  And  when  I compared  them  with  the 
obfervations  of  Prieftley,  who  had  expelled  by 
heat  a minute  quantity  of  nitrous  gas  from  an 
impregnated  folution  of  common  fulphate  of 
iron,  and  who  found  common  air  phloglfticated 
by  {landing  in  contadl  with  it,  I began  to  fuf- 
pe6l  that  nitrous  gas  was  timply  diflblved  in 
the  folution,  without  undergoing  decompofi- 
tion. 

g.  To  determine  more  accurately  the  nature  of 
the  procefs,  I introduced  into  a mercurial 
cylinder  410  grains  of  folution  of  green  fulphate 
of  iron,  occupying  a fpace  nearly  equal  to  a 
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cubic  inch  and  quarter  ; it  was  faturated  with 
nitrous  gas,  by  abforbing  8 cubic  inches.  This 
faturated  fokilion  exhibited  the  fame  appearance 
as  the  lad: ; and  after  remaining  near  an  hour 
•untouched,  had  evidently  depofited  no  oxide 
of  iron,  nor  gained  any  acid  properties. 

Into  a fmall  mattrafs  filled  with  mercury, 
having  a tight  llopper  with  a curved  tube 
adapted  to  it,  the  greater  part  of  this  folution 
was  introduced  ; judging  from  the  capacity  of 
the  mattrafs,  about  50  grains  of  it  might  have 
been  lod.  To  prevent  common  air  from  coming 
in  contact  with  the  folution,  the  Itopper  was 
introduced  into  the  mattrafs  under  the  mercury; 
the  Curved  tube  conne<5ted  with  a graduated 
cylinder  filled  with  that  fubltance  ; and  the 
mattrafs  brought  over  the  fide  of  the  mercurial 
trough.  But  in  f[)itc  of  thefe  precautions  a 
large  globule  of  common  air  got  into  the  top  of 
the  mattrafs,  from  the  curvature  of  the  tube. 
When  the  heat  of  a fpirit  lamp  was  applied  to 
the  folution,  it  gave  out  gas  with  great  rapidity, 
and  gradually  loft  its  color.  When  5 cubic 
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inches  were  collecled  it  became  perfectly  pale 

I 

green,  whilft  a yellow  red  precipitale  was  depo- 
litcd  on  the  bottom  of  the  rnattrafs. 

On  pouring  a little  of  the  clear  folution  into 
priiffiate  of  potafh.  It  gave  only  white  prufliatc 
of  iron.' 

But  on  introducing  a particle  of  fulphuric 
acid  into  the  folution,  fuflicient  to  difiblve  fome 
of.dhe  red  precipitate,  and  then  pouring  a 
little  of  ii  into  a folution  of  pruffiate  of  potafh, 
it  gave  a fine  blue  pruffiate  of  iron. 

Hence  the  red  precipitate  was  evidently  red 
yellow  oxide  of  iron. 

I now  examined  the  gas,  fufpeifling  that  it 
was  nitrous  oxide.  On  mingling  a little  of  it 
with  atmofpheric  air,  it  gave  red  vapor,  and 

I 

diminiflied.  Solution  of  fulphate  of  iron  intro- 
duced to  the  remainder,  almofi  wholly  abforbed  * 
it : the  final!  refidual  globule  of  nitrogene  could 
not  equal  one  thirtieth  of  a cubic  inch. 

Confequently  it  was  nitrous  gas,  nearly  pure. 

Caullic  potatli  was  now  introduced  into  the 
folution,  till  all  the  oxide  of  iron  was  precipi- 
tated. The  folution,  when  heated,  gave  a 
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flrong  fmell  of  ammoniac,  and  denfe  white 
fumes  when  held  over  muriatic  acid.  It  was 
kept  at  the  heat  of  ebullition  till  the  evapora- 
tion had  been  nearly  compleated.  Sulphuric 
acid  poured  upon  the  refiduum  gave  no  yellow 
fumes,  or  nitric  acid  vapor  in  any  way -per- 
ceptible; even  when  heated  and  made  to  boil, 

there  was  no  indication  of  the  prodmilion  of 

« 

any  vapor,  except  that  of  the  fulphuric  acid. 

h.  This  experiment,  compared  with  the  others. 
Teemed  almofl  to  prove,  that  nitrous  gas 
combined  with  folution  of  pale  green  fulphate 
of  iron,  at  the  common  temperature,  without 
decompofition ; and  that  when  the  impregnated 
folution  was  heated,  the  greater  portion  of  gas 
was  difengaged,  whiKl  the  remainder  was  de- 
compounded by  the  green  oxide  of  iron  ; which 
attradled  at  the  fame  time  bxygene  from  the 
w'ater  and  the  nitrous  gas  ; whilft  their  other 
condituent  principles,  hydrogene  and  nitrogene, 
entered  into  union  as  ammoniac. 

Whild,  however,  I was  reafoning  upon  this 
lingular  chemical  change,  as  affording  pro- 
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fumptive  proofs  in  favor  of  the  exertion  of  fim- 
ple  affinities  by  the  conflitiient  parts  of  com- 
pound fubftances,  a doubt  concerning  the 
decompofition  of  the  nitrous  gas  occurred  to 
me.  As  near  as  I could  guefs  at  the  quantity 
of  nitrous  gas  contained  by  the  impregnated 
» folution,  at  leaft  ^ of  it  muff  have  been  expelled 
undecompounded. 

More  than  a quarter  of  a cubic  inch  of  com- 
mon air  had  been  prefent  in  the  mattrafs : the 
oxygene  of  this  common  air  muft  have  com- 
bined with  the  nitrous  gas,  ,to  form  nitric  acid. 
Might  not  this  nitric  acid  have  been  decom- 
pofed,  and  furnifhed  oxygene  to  the  red  oxide 
of  iron,  and  nitrbgene  to  the  fmall  quantity  of 
ammoniac  found  in  the  folution,  as  in  d? 

i.  I now  introduced  to  a folution  of  green  ful- 
phate  confined  by  mercury,  nitrous  gas,  per- 
fc6lly  free  from  nitric  acid.  When  the  folution 
was  faturated,  a portion  of  it  was  introduced 
into  a fmall  mattrafs  filled  with  dry  mercury,  in 
the  mercurial  trough.  The  curved  tube  was 
clofcd  by  a fmall  cork  at  the  top,  and  filled 
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with  nitrous  gas  ; it  was  then  a^lapted  to  the 
mattrafs,  which  was  raifed  from  the  trough,  and 
the  folution  thus  etfedually  preferved  from  the- 
contact  of  the  atmofphere. 

When  the  heat,  of  a fpirit  lamp  was  applied 
to  the  mattrafs,  it  began  to  give  out  gas  with 
great  rapidity.  After  fome  time  the  folution 
loft  its  dark  color,  and  became  turbid.  When 
the  produdtion  of  nitrous  gas  had  ceafed,  it  was 
futFered  to  cool.  A copious  red  precipitate 
^ had  fallen  down  ; which,  examined  by  the  fame* 
lefts  as  in  the  lall  experiment,  proved  to  be 
red  oxide  of  iron.  • 

The  folution  treated  with  lime,  as  before, 
gave  ammoniac  ; but  with  fulphuric  acid,  not 
the  flighted  indications  of  nitric  acid. 

k.  Having  thus  procured  full  evidence  of  the 
dccompofition  of  nitrous  gas  in  the  heated  folu- 
lion,  in  order  to  gain  a more  accurate  ac- 
quaintance with  ‘the  affinities  exerted,  I endear 
voured  to  afeertoin  the  quantity  of  nitrous  gas 
decompofed  by  a given  folution,  under  known 
circumftances. 
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Into  a cylmder  of  the  capacity  of  20  cubic 
inches,  inverted  in  mercury,  11 50  grains  of 
folution  of  green,  fulphate  of  iron,  of  fpecific 
gravity  1.4,  were  introduced.  Nitrous  gas  was 
admitted  to  it,  and  after  fome  time  21  cubic 
inches  were  abforbed. 

The  impregnated  folution  was  thrown  into  a 
mattrafs,  in  the  fame  manner  as  in  the  lalt  ex- 
periment, and  the  fame  preeautions  taken  to 
preferve  it  from  the  conta<5t  of  atmofpheric  air, 
A quantity  was  loft  during  the  procefs  of  tranf-  , 
ferring,  which,  reafoning  from  the  fpace  occu- 
pied in  the  mattrafs  by  the  remaining  portion, 
as  determined  by  experiment  afterwards,  rnuft 
have  amounted  nearly  to  240  grains.  • 

The  curved  tube  from  the  mattrafs  was  now 
hiade  to  communicate  with  the  mercurial  air- 
holder.  By  the  application  of  heat  12,5  cubic 
inches  of  nitrous  gas  were  collected,  alter  the 
common  temperature  had  been  reftored  to  the 
mattrafs  ; which  was  fuffered  to  remain  in  com- 

I 

munication  with  the  condu(fting  tube. 

The  folution  was  now  pale  green,  that  is,  of  its 
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natural  color,  and  a conficlerable  quantity  of 
red  oxide  of  iron  had  been  depotited. 

Solid  cauftic  potath  was  introduced  into  it, 
till  all  the  green  oxide  of  iron  had  been  precipi- 
tated, and  till  the  folution  rendered  green,  red 
cabbage  juice. 

A tube  was  now  accurately  connected  with 
the  mattrafs,  bent,  and  introduced  into  a frnall, 
quantity  of  diluted  lulphuric  acid.  Nearly  halt 
of  the  fluid  in  it  was  flowly  diflilled  into  the 
Tulphuric  acid,  by  the  heat  of  a fpirit  lamp. 
The  impregnated  acid  evaporated  at  a heat 
above  212°,  and  gave  a fmall  quantity  of  cryf- 
talifed  fait,  which  barely  amounted  to  two  grains 
and  quarter  : it  had  every  property  of  fulphate 
of  ammoniac.  Sulphuric  acid  in  excefs  was 
poured  on  the  reflduum,  and  the  whole  diflilled 
by  a heat  not  exceeding  300°,  into  a fmall  quan- 
tity of  water.  This  water,  after  the  procefs^, 
tafled  flrongly  of  fulphuric  acid  ; it  had  no 
peculiar  odor.  Tin  thrown  into  it  when  heated, 
was  not  perceptibly  oxydated  ; mingled  with 
ftrontitic  lime  water,  it  gave  a coj.'ious  white 
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precipitate,  and  after  the  precipitation  became 
almoft  taftelefs.  Hence  it  evidently  contained 
no  nitric  acid. 

The  12,5  cubic  inches  of  undecompounded 
gas  that  came  over  w'ere  examined ; and  ac- 
counting for  the  fmall  quantity  of  common  air 
previoufly  contained  in  the  airholder,  inuft  have 
^been  almofl:  pure. 

/.  Now  fuppofing  927  grains  of  the  impregnated 
folution  (including  the  weight  of  the  nitrous 
gas),  to  have  been  operated  upon,  this  muft 
have  contained  about  16,7  cubic  inches  of  ni- 
trous gas.  But  12,5  cubic  inches  efcaped  un- 
decompounded : hence  4,2  were  decompofed  ; 
and  thefe  weigh  1,44  grains,  and  are  compofed 
of  ,8  oxygene,  and  ,64  nitrogene.* 

Confeqiiently,  the  nitrous  gas  muft  have  fur- 
niftied  ,8  of  oxygene  to  the  green  oxide  of 
iron. 

But  ,64  of  nitrogene  require  ,15  of  hydrogene 
to  form  ,79  of  ammoniac  t-j*  confeqiiently  1 of 


* Divifion  IV.  Se«5Hon  5. 
f Diyilion  II.  Sedion  1, 
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water  was  decompounded,  and  this  furnifhed 
,85  of  oxygene^to  the  green  oxide  of  iron. 

The  green  oxide  of  iron  contains  — oxygene ; 
the  red  But  the  whole  quantity  of  oxygene 
fupplied  from  the  water  and  nitrous  gas  is 
8 85  = 1,65  ; and  calculating  on  the  dif- 
ference of  the  compolition  of  the  red  and  green 
oxide  of  iron,  5,7  grains  of  red  oxide  muft  havc^ 
been  depofited,  and  confequently  thefe  would 
faturate  as  much  acid  as  ,7Q  grains  of  ammoniac, 
or  4,1  grains  of  green  oxide  of  iron,* 

And  fuppofing  the  ammoniac  in  fulphatc  of 
ammoniac  to  be  to  the  acid  as  I is  to  S,-}-  3.2 
grains  of  fulphate  of  ammoniac  mud  have  been 
formed,  containing  about  2,4  grains  acid  ; and 
then  6,5  grains  of  green  fulphate  of  iron  muft 
have  been  decompofed. 

Hence  vve  gain  the  following  equation  ; 


* No  precipitation  takes  place  during  the  converfimi  of 
lolution  of  green  fulphate  into  red  j and  the  acid  appears 
Saturated. 


f Divifion  II,  Sedtion  6, 
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6,5  green  f.  = 2,41  ful.  acid  -\-  4,1  gr.ox.  iron. 
1,44  nit.  gas  — ,64  nitrogene  + ,8  oxygene. 

i 

1 water  =,85  oxygene -f- ,15  bydrogene. 

equal 

3,2  fill.  am.  = 2,41  f.  acid  + ,64  nit. -[-,15  hyd. 
5,7  r.  ox.  iron  = 4,1  gr.  ox.  iron  -j"  1,6  oxyg. 

I 

Though  the  eflimation  of  the  quantities  in 
this  equation 'muft  not  be  confidered  as  ftri(511}r 
accurate,  on  account  of  the  degree  of  uncer- 
tainty that  remains  concerning  the  exa6l  nu- 
merical expreffion  of  the  quantities  of  the  con- 
ftituents  of  water,  ammoniac,  and  the  other 
compound  bodies  employed  ; yet  as  founded 
on  a timple  quantity,  that  is,  the  nitrous 
gas  decompofed,  it  cannot  be  very  diftant 
from  the  truth. 

The  fulphate  of  ammoniac  given  by  experi-r 
inent,  is  considerably  Icfs  than  that  which  was 
really  produced ; much  of  it  was  probably  carried 
off  during  the  evaporation  of  the  fuperabundant 
acid. 
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The  conclufions  that  may  be  drawn  from  this 
experiment,  afford  a flriking  inftanceofthe  im- 
portance of  the  application  of  the  fcience  of 
quantity  to  the  chemical  changes  ; for  the  data 
being  one  chemical  fa6f,  the  decompofition  of 
• a given  quantity  of  nitrous  gas  by  known  agents ; 
the  compofition  of  nitrous  gas,  of  water,  am- 
moniac, the  oxides  of  iron,  and  fulphate  of 
ammoniac  ; we  are  able  not  only  to  determine 
the  quantities  of  the  fimple  confiitnents  that 
have  entered  into  new  arrangements,  but  like- 
wife  the  compofition  of  two  compound  bodies, 
the  green  and  red  fulphates  of  iron.* 

m.  Though  from  the  experiments  in  e it 
appeared  that  no  decompofition  of  nitrous  gas 
had  been  produced  during  or  even  after  its 
abforption  by  folution  of  fulphate  of  iron  at 
the  common  temperature  ; yet  a fufpicio'n 
that  it  might  take  place  flowly,  and  that 

* According  to  the  eftimation  in  the  etjuation,  6.5  of 
dry  green  fulphate  of  iron  contain  4.1  green  oxide  of  iron, 
and  2.4  of  Kirwan’s  real  fulphnric  acid:  and  8.1  red  ful- 
phate of  iron,  contain  2.4  acid,  and  5.7  red  oxide  of  iron. 
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indications  of  it  might  be  given  by  depot! - 
tion,  induced  me  to  examine  minutely  two 
impregnated  folutions,  one  of  which  had  been 
at  reft,  confined  by  mercury,  for  19  hours,  and 
the  other  for  2,7.  In  neither  of  them  could  I 
difcover  any  depofilion,  or  alteration  of  color, 
which  might  denote  a change. 

Two  cubic  inches  of  oxygcne  were  admitted 
to  half  a cubic  inch  of  one  of  thcfe  folutions. 
7die  oxygene  was  ftowly  abforbed,  and  the  Iblu- 
tion  gradually  loft  its  color. 

. To  afcertain  if  during  the  converfton  of  the 
nitrous  gas  held  in  folution  by  fulphatc  of 
iron,  into  nitric  acid,  by  the  oxygene  of  the 
atmofptiere  at  the  common  temperature,  any 
water  was  decompofed  ; I fuft'ered  an  impreg- 
nated folution,  weighing  nearly  two  ounces,  to 
\ remain  in  coutabf  with , the  atmofphere  at  57‘* — 
till  it  was  become  perfectly  pale.  It  then 
had  a ftrong  acid  tafte,  cft'ervcfccd  with  car- 
bonate of  potalh,  and  gave  a blue  prccipiiatc 
with  prufliate  of  potath. — It  was  faturated 
with  quicklime,  and  heated  ; flight  indications 
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of  the  prefence  of  ammoniac  were  perceived. 

As  in  this  experiment  the  nitric  acid  had  been 
moft  probably  decompofed  by  the  green  oxide 
of  iron,  as  in/,  I lent  oxygenated  muriatic  acid 
through  an  impregnated  folution,  till  all  the 
green  oxide  of  iron  was  converted  into  red,  and 
all  the  nitrous  gas  into  nitric  acid. 

This  folution  faturated  with  potafli,  and  heated, 
gave  no  ammoniacal  fmell. 

From  thefe  experiments  we  may  conclude, 
ift.  That  folution  ot  red  fulphatc  of  iron 
has  little  or  no  affinity  for  nitrous  gas*;  and 
that  folution  of  common  fulphate  abforbs  nitrous 
gas  only  in,  proportion  as  it  contains  green 
fulphate. 

2dly.  That  folutions  of  green  fulphate  of 
iron  diflblvc  nitrous  gas  in  quantities  propor- 
tionable to  their  concentration,  without  efficeding 


* The  muddy  green  color  produced  in  a folution  of  re<l 
fulphate  of  iron  agitated  in  nitrous  gas,  depended  upon 
impurities  in  the  mercury.  I have  fince  found,  that  when 
the  folution  is  completely  oxyg'“nated,  the  diminution  is 
barely  perceptible. 
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any  dccompofition  of  it  at  common  temperatures. 
And  the  folubility  of  nitrous  gas  in  folution 
of  green  fulphatc,  may  be  fuppofed  to  depend 
on  an  equilibrium  of  affinity,  produced  by  the 

i 

following  tirnple  attractions  : 

1.  That  of  green  oxide  of  iron. for  the  oxy- 
gen e of  nitrous  gas  and  water. 

2.  That  of  the  hydrogene  of  the  water 
for  the  nltrogenc  of  the  nitrous  gas. 

3.  That  of  the  principles  of  the  fulphu- 
ric  acid,  for  nitrogene  and  hydrogene. 

3dly.  That-^t  high  temperatures,  that  is, 
from  200°  to  300°,  the  equilibrium  of  affinity 
producing  the  binary  combination  between 
nitrous  gas  and  folution  of  green  fulphate  of 
iron  is  deftroyed  ; the  attraction  of  the  green 
oxide  of  iron  for  oxygene  being  increafed  ; whilfl; 
probably  that  of  nitrogene  for  hydrogene  is 
diminiffied. 

Hence  the  nitrous  gas^  is  either  liberated,*  in 


* Perhaps  the  liberation  of  nitrous  gas  from  the  folution 
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cdnfequence  of  the  affinity  between  oxygene 
and  hydrogene,  and  oxygene  and  nitrogene  not 
following  the  Hime  ratio  of  alteration  on  in- 
creafed  temperature  ; or  decompofed,  becaufc 
at  a certain  temperature  the  green  oxide  exerts 
fuch  affinities  upon  water  and  nitrous  gas,  as  to 
attra(5t  oxygene  from  both  of  them  to  form  red 
oxide ; whilft  the  llill  cxifting  affinity  between 
the  hydrogene  of  the  one,  and  the  nitrogene  of 
the  other,  difpofes  them  to  combine  to  form 
ammoniac. 

4thly.  That  the  change  of  color  produced  by 
introducing  nitric  acid  to  folution  of  common 
fulphate  of  iron,  exa6lly  analogous  to  that  oc- 
cationed  in  it  by  impregnation  with  nitrous  gas, 
is  owing  to  the  decompolition  of  the  acid,  by 
the  combination  of  its  oxygene  with  the  green 


takes  place  at  a lower  temperature  than  its  dccompofition. 
J have  always  obferved  that  the  quantity  of  yellow  pre- 
cipitate is  greater  when  the  folution  is  rapidly  made  to 
boil.  'Were  it  poflible  to  heat  it  to  a certain  tem- 
perature at  once,  probably  a compleat  decompofition 
would  take  place. 

M 


I 
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oxide  of  iron,  and  of  its  nitrous  gas  with  the’ 
folution. 

5thly.  That  nitrous  gas  in  combination  with 
folution  of  green  fulphatc  of  iron,  is  capable  of 
exerting  a flrong  affinity  upon  free  or  loofely 
combined  oxygene,  and  of  uniting  with  it  to 
form  nitric  acid. 

n.  The  products  obtained  from  a folution 
of  fulphate  of  iron  faturated  with  nitrous  gas, 
by  Vauquclln’ and  Humbolt,  and  their  confe- 
quent  miftake  with  regard  to  the  nature  of  the 
procefs  of  abforption,*  muft  have  arifen  from 
expofure  of  their  impregnated  folution  to  the 
atmofphere. 

Indeed,  from  the  acidity  of  it,  on  examina- 
tion, from  the  fmall  portion  of  ammoniac,  and 
the  large  quantity  of  nitric  acid  obtained,  it 
appears  mod;  . probable  that  the  whole  of  the 
nitrous  gas  employed  was  converted  into  nitric 
acid,  by  combining  with  atmofpheric  oxygene; 
for  no  nitric  acid  could  have  been  obtained  in 


* Annales  de  Chimie,  T.  38,  pag.  I87.' 
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the  mode  iii  which  they  operated,  unlefs  the 
green  oxide  of  iron  in  the  folution  had  been 
previoufly  converted  into  red. 

VIII.  On  the  dhforplion  of  Nitrous  Gas  by 
folution  of  green  Muriate  of  Iron. 

a.  The  analogy  between  the  atFinities  of  the 
conflituents  of  the  muriate  and  fulphate  of  iron, 
induced  me  to  conjcdlure  that  they  pofieded 
timilar  powers  of  abforbing  nitrous  gas  ; and  I 
foon  found  that  this  was  adlually  the  cafe  ; for 
on  agitating  halba  cubic  inch  of  folution  of 
muriated  iron,  procured  by  difiblving  iron 
tilings  in  muriatic  acid,  in  nitrous  gas,  the  gas 
was  ablbrbcd  with  great  rapidity,  whilfl:  the 
folution  aflumed  a deep  and  bright  brown 
tinge. 

b.  Prouft,*  who  as  I have  before  mentioned, 
fuppofes  the  cxiftcnce  of  two  oxides  of  iron  only, 

* Anuales  de  Cbimie,  xxiii.  pag.  853  or  NichoU'on’j 
Phil.  Journal  vol.  i.  pag.  45. 
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one  containing- oxygene,  the  other has 
afliimed,  that  the  muriatic  acid,  and  molt  oth'er 
acids  as  well  as  the  lulphuric,  are  capable  of 
combining  with  thefe  oxides,  and  of  forming 
with  each  of  them  a diftindf  fait.  He  has, 
however,  detailed  no  experiments  on  the  mu- 
riates of  iron. 

As  thefe  falts  are  Hill  more  ditlindl  from  each 
other  in  their  properties  than  the  fulphates,  and 
as  thefe  properties  are  conne(5ted  with  the 
phaenomenon  of  the  abforption  and  decompo- 
lition  of  nitrous  gas,  I fliall  detail  the  obfer- 
vations  I have  been  able  to  make  upon  them. 

c.  When  iron  filings  have  been  diflblved  in 
pure  muriatic  acid,  and  the  folution  preferved 
from  the  contact  of  air,  it  is  of  a pale  green 
color,  and  gives  a white  precipitate  with  alkaline 
pruffiates.  The  alkalies  throw  down  from  it  a 
light  green  oxide  of  iron. 

When  evapoi'ated,  it  gives  cryflals  almofl 
white,  which  are  extremely  foluble  in  water  ; 
but  infoluble  in  alcohol. 

The  folution  of  green  muriate  of  iron  has  a 
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great  affinity  for  oxygcne,  and  attracts  it  from 
the  atmofphere,  from  nitric  acid,  and  probably 
from  oxygenated  muriatic  acid. 

When  red  oxide  of  iron  is  diffiolved  in  muri- 
atic  acid,  or  when  nitric  acid  is  decompofed  by 
folution  of  green  muriate  of  iron  ; the  red 
muriate  of  iron  is  produced.  The  folution  of 
this  fait  is  of  a deep  brown  red,  its  odor  is  pe- 
culiar, and  its  taftc,  even  in  a very  diluted  date, 
highly  aftringent.  It  a61:s  upon  animal  and 
vegetable  matters  in  a manner  fomewhat  analo- 
gous to  the  oxygenated  muriatic  acid,  rendering 
them  yellowifh  white,  or  yellow.* 

Sulphuric  acid  poured  upon  it,  produces  a 
fmell  refembling  that  of  oxygenated  muriatic 
acid.  Evaporated  at  a low  temperature,  it 
gives  an  uncry  dal  ifable  dark  orange  colored 
fait,  which  is  foluble  in  alcohol,  and  when  de- 
Gompofed  by  the  alkalies,  gives  a red  precipitate. 
With  pruffiate  of  potaffi  it  gives  pruffian  blue. 

* Probably  by  giving  them  oxygene  ; whereas  the, 
green  muriate  and  fulphate  blacken  animal  fubftances;  motl 
likely  by  abilrafting  from  them  oxygene. 
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The  common  muriate  of  iron  confifts  of  dif-r 
ferent  proportions  of  thefe  two  falts.  It  may 
be  converted  into  red  muriate  by  concentrated 
nitric  acid,  or  into  green  by  fulphurated  hydro- 
gene. 

d.  To  afcertain  if  folutlon  of  red  muriate 
of  iron  was  capable  of  abforbing  nitrous  gas,  I 
introduced  into  a jar  filled  with  mercury,  a cubic 
inch  of  nitrous  gas,  and  admitted  to  it  nearly 

half  a cubic  inch  of  folution  of  red  muriate  of 

\ 

iron.  No  difcoloration  took  place.  By  much 
agitation,  however,  an  abforption  of  nearly  ,2 
was  produced,  and  the  folution  became  of  a 
muddy  green.  But  this  change  of  color,  and 
probably  the  abforption,  was  in  confequence  of 
the  oxydation  of  either  the  mercury,  or  fome 
imperfect  metals  combined  with  it,  by  the 
oxygene  of  the  red  muriate.  For  I after- 
wards found,  that  prccifely  the  fame  change 
of  color  was  produced  when  a folution  was 
agitated  over  mercury. 

& I introduced  to  a cubic  inch  of  concen- 
trated folution  of  green  muriate  of  iron,  7 cubic 
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inches  of  nitrous  gas,  free  from  nitric  acid  ; the 
folution  inhantly  became  colored  at  the  edges, 
and  on  agitation  abforbed  the  gas  with  much 
greater  rapidity  than  even  fulphate  of  iron  ; in 
a minute,  only  a quarter  of  a cubic  inch  re- 
mained. 

The  folution  appeared  of  a very  dark  brown, 
but  evidently  no  precipitation  had  taken  place 
in  it,  and  the  edges,  when  viewed  again  ft  the 
light,  were  tranfparent  and  puce  colored. 

Five  cubic  inches  more  of  nitrous  gas  were 

» 

now  diflblved  in  the  folution.  The  intenfity 
of  the  color  increafed,  and  after  an  hour  no 
depofition  bad  taken  place.  A little  of  it  was 
then  examined  in  the  atmofpherc;  it  had  a 
much  more  aftringent  taftethan  the  unimpreg- 
nated folution,  and  cfte<5led  no  change  in  red 
cabbage  juice.  When  pruffiate  of  potafti  was 
introduced  into  it,  its  color  changed  to  olive 
brown.  A few  drops  of  the  folution,  that  had 
accidentally  fallen  on  the  mercury,  foon  became  ' 
colorlefs,  and  then  etfervefeed  with  carbonate 
of  potath,  and  tafted  ftrongly  acid. 
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The  remainder  of  the  impregnated  folution, 
which  miift  have  nearly  equalled  ,75  cubic 
inches,  was  introduced  into  a mattrafs,  having 
a ftopper  and  curved  tube,  as  in  the  experi- 
ments on  the  folution  of  fulphatcof  iron ; great 
care  being  taken  to  preferve  it  from  the  contact 
of  air. 

The  mattrafs  was  heated  by  a fpiritlamp,  the 
curved  tube  being  in  communication  with  a 
mercurial  cylinder.  Near  8 cubic  inches  of 
nitrous  gas  were  colle6led,  when  the  folution 
became  of  a muddy  yellow.  It  was  fufFered  to 
cool,  and  examined.  A fmall  quantity  of 
yellow* precipitate  covered  the  bottom  of  the 
mattrafs ; the  fluid  was  pellucid,  and  light 
green.  A little  of  it  thrown  on  prufliate  of 
potafh,  gave  a white  precipitate,  colored  by 
llreaks  of  light  blue.  When  the  yellow  pre- 
cipitate was  partly  diflblved  by  fulphuric  acid, 
a drop  of  the  folution,  mingled  with  prufiiatc  of 
potafh,  gave  a deep  blue  green. 

Hence,  evidently,  the  precipitate  was  red 
oxide  of  iron.  ^ 

O .1  I ‘ • ■ i 
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Gauftic  potafh  in  excefs  was  introduced  into 
the  remainder  of  the  folution,  and  it  was  heated. 
It  gave  an  evident  fmell  of  ammoniac,  and 
denfe  white  fumes,  when  held  over  ftrong  phlo- 
gifticated  nitrous  acid. 

When  half  of  it  was  evaporated,  fulphuric 
acid  in  excefs  was  poured  on  the  remainder  ; 
muriatic  acid  w’as  liberated,  not  perceptibly 
combined  with  any  nitric  acid. 

f.  In  an  experiment  that  I made  toafcertait> 
the  quantity  of  nitrous  gas  capable  of  combining 
with  folution  of  green  muriate  of  iron  ; I found 
that  ,75  cubic  inches  of  faturated  folution  ab- 
forbed  about  18  of  nitrous  gas,  which  is  nearly 
double  the  quantity  combinablc  with  an  equal 

portion  of  the  ftrongeft  folution  of  fulphate  of 

> 

iron.  A part  of  this  impregnated  folution, 
heated  flowly,  gave  out  more  gas  in  proportion 
to  the  quantity  it  contained,  than  the  laft,  and 
confequently  produced  lefs  precipitate ; fo  that 
I am  inclined  to  fuppofe  k probable,  that  at  a 
certain  temperature,  all  the  diflblvcd  nitrous 
ga^may  be  difpclled  from  a folution. 
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From  thefe  experiments  we  may  conclude, 

16.  That  the  folution  of  green  muriate  of 
iron  abforbs  nitrous  gas  in  confequencc  of  nearly 
the  fame  affinities  as  folution  of  green  fulphate 
of  iron  ; its  capability  of  abforbing  larger  quan- 
tities depending  moft  probably  on  its  greater 
concentration  (that  is,  on  the  greater  folubility 
of  the  muriate  of  iron),  and  perhaps,  in  fome 
jneafure,  on  a new  combining  affinity,  that  of 
N muriatic  acid  for  oxygene. 

2dly.  That  at  certain  temperatures  nitrous 
gas  is  either  liberated  from  folution  of  green 
muriate,  or  decompofed,  by  the  combination 
of  its  oxygene  with  green  oxide  of  iron,  and  of  '' 
its  nitrogenc  with  hydrogene,  produced  by 
water  decompounded  by  the  oxide  at  the  fam,e 
time. 

IX.  Ahforption  of  Nitrous  Gas  hy  Solution  of 
Nitrate  of  Iron. 

a.  As  well  as  two  fulphatesandtvvo  muriates 
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of  iron,  there  exllt  two  nitrates.*  When  con- 
centrated nitric  acid  is  made  to  a6l  upon  iron, 
nitrous  gas  is  difengaged  with  great  rapidity, 
and  with  great  increafe  of  temperature  : the 
folution  afTumes  a yellowifli  tinge,  and  as  the 
procefs  goes  on,  a yellow  red  oxide  is  pre- 
cipitated. 

Nitrate  of  iron  made  in  this  way,  gives  a 
bright  blue  mingled  with  pruffiate  of  potafli, 
and  decompofed  by  the  alkalies,  a red  precipi- 
tate. Its  folution  has  little  or  no  affinity  for 
nitrous  gas. 

h.  When  very  dilute  nitric  acid,  that  is, 
fuch  as  of  fpecific  gravity  1,1 6,  is  made  to 
oxydate  iron,  without  the  affiftance  of  heat, 

the  folution  gives  out  no  gas  for  fome  time,  and 

* 

becomes  dark  olive  brown  : when  neutralifed 
it  gives,  decompofed  by  the  alkalies,  a light  green 
precipitate  ; and  mingled  with  pruffiate  of  pot- 

I 

afh,  pale  green  pruffiate  of  iron. 

'*  The  exiftence  of  green  nitrate  was  not  fufpe«^ed  by 
Prouft. 
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It  owes  its  color  to  the  nitrous  gas  it  holds  in' 
folution.  By  expofure  to  the  atmofphere  it 
becomes  pale,  the  nitrous  gas  combined  with  it 
beino;  converted  into  nitric  acid. 

It  is  then  capable  of  abforbing  nitrous  gas, 
and  confifts  of  pale  nitrate  of  iron,  mingled  with 
red  nitrate. 

I have  not  yet  obtained  a nitrate  of  iron  giving 
only  a white  precipitate  with  pruffiate  of  pot- 
afh,  that  is,  fuch  as  contains  only  oxide  of  iron 
at  its  minimum  of  oxydation  ; for  when  pure 
green  oxide  of  iron  is  difiblved  by  very  dilute 
nitric  acid,  a fmall  quantity  of  the  acid  is 
generally  decompofed,  which  is  likewife  the  cafe 
in  the  decompofition  of  nitre  by  green  fulphate 
of  iron.  The  folutions  of  nitrate  of  iron,  how- 
ever, procured  in  both  of  thefe  modes,  abforb 
nitrous  gas  with  rapidity,  and  by  fulphurated 
hydrogenc  might  probably  be  converted  into 
pale  nitrate. 

As  it  is  impofiible  to  obtain  concentrated 
folutions  of  pale  nitrate  of  iion,  chiefly 
containing  green  oxide,  its  powers  of  abforbing 
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nitrous  gas  cannot  be  compared  with  the  mu-* 

I 

datic  and  fulphnric  folutions,  unlefs  they  are 
made  of  nearly  the  fame  fpccidc  gravity. 

Nitrous  gas  is  difengaged  by  heat  from  the  im-» 
pregnated  folution  of  nitrate  of  iron,  at  the  fame 
time  that  much  red  oxide  of  iron  is  precipitated. 
Whether  any  nitrous  gas  is  decompofed, 
I have  not  yet  afeertained ; for  when  uii' 
impregnated  pale  nitrate  of  iron  is  heated,  a 
part  of  the  acid,  and  of  the  water  of  the  folu- 
tion,  is  decompofed  by  the  green  oxide  of  iron  ;* 
and  in  confequence  ammoniac,  and  red  nitrate 
of  iron  formed,  whilft  red  oxide  is  precipi- 
tated. 

X.  Ahforptton  of  Nitrm^s  Gas  hy  other  MetaU 
'lie  Solutions. 

a.  White  pruffiate  of  iron  in  contact  with 
water  abforbs  nitrous  gas  to  a great  extent,  and 

* In  this  procefs  nitrous  oxide  is  fometimes  given 
as  will  he  I'een  hereafter. 
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becomes  dark  chocolate.* 

b.  Concentrated  folution  of  fulphate  of  tin; 
probably  at  its  minimum  of  oxydation,  abforbs 
one  eighth  of  itsbulk  of  nitrous  gas,  and  becomes 
brown,  without  depolition. 

c.  Solution  of  fulphate  of  zinc  J abforbs  about 
one  tenth  of  its  volume  of  nitrous  gas,  and  be- 
comes green. 

d.  Solution  of  muriate  of  zincj  abforbs  nearly 
the  fame  quantity,  and  becomes  orange  brown, 

e.  Thefe  are  all  the  metallic  fubftances  on 
which  I have  experimented.  It  is  more  thari 
probable  that  there  cxift  others  pofTeffing  fimilar 
powers  of  abforbing  nitrous  gas. 

Whenever  the  metals  capable  of  decompofing 
water  exift  in  folutions  at  their  minimum  of 
oxydation,  the  affinities  exerted  by  them  on 

* Hence  we  learn  why  no  nitrous  gas  is  difengaged  when 
impregnated  folution  of  fulphate  of  iron  is  decompofed  by 
prufliate  of  potafli,  as  in  Div.  IV.  Sec,  vii. 

X In  both  of  thefe  folutions  the  metal  is  at  its  minimum 
of  oxydation.  The  abforption  of  a fmall  quantity  of  ni- 
trous gas  by  white  vitriol  was  obferyed  by  Piicllley. 
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tiitrous  gas  and  water,  will  be  fuch  as  to  pro- 
duce’ combination.  The  powers  of  metallic 
folutions  to  combine  with  nitrons  gas  at  com- 
mon  temperatures,  as  well  as  to  dccompofe  it 
at  higher  temperatures,  will  probably  be  in  the 
ratio  of  the  affinity  of  the  metallic  oxides  they 
contain,  for  oxygene. 

XI.  aSlhri  of  Sulphurated  Hydrogene  on 

folution  of  Green  Sulphate  of  Iron,  impregnated 
with  Nitrous  Gas. 

a.  In  an  experiment  on  the  abforption  of 
nitrous  gas  by  folution  of  green  fulphate  of  iron, 
I introduced  ah  unboiled  folution  of  common 
fulphate,  deprived  of  red  oxide  of  iron  by  ful- 
phurated-hydrogene,  into  a jar  tilled  with  ni- 
trous gas  ; the  abforption  took-  place  as  ufual, 
and  nearly  fix  of  gas  entered  into  combination, 
the  volume  of  the  folution  being  unity.  On 
applying  heat  to  a part  of  this  impregnated 
folution,  the  whole  of  the  nitrous  gas  it  con- 
tained (as  nearly  as  I could  guefs),  was  expelled 
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undeeompounded,  and  no  yellow  precipitate 
produced.  Prufliate  of  potafh  poured  into  it 
gave  only  white  prufliate  of  iron  ; and  when  it 
was  heated  with  lime,  no  ammoniacal  finell  was 
perceptible. 

I could  refer  this  phaenomenon  to  no  other 
caufe  than  to  the  exiflence  of  a fmall  quantity 
of  fulphurated  hydrogene  in  the  folution.  That 
this  was  the  real  caufe  I found  from  the  follow- 
ing experimenti 

b.  One  part  of  a folution  of  green  fulphate 
of  iron,  formed  by  the  agitation  of  common 
fulphate  of  iron  in  contadt  with  fulphurated 
hydrogene,  was  boiled  for  fome  minutes  to 
expel  the  fmall  quantity  of  gas  retained  by  it 
undecompounded.  It  had  then  no  peculiar 
fmell,  and  gave  a white  prufliate  of  iron  with 
prufliate  of  potafli  ; the  other  part  had  aTaint 
odor  of  fulphurated . hydrogene,  and  gave  a 
dirty  white  precipitate  with  prufliate  of  potafli^ 
Nearly  equal  quantities  of  each  were  faturated 
with  nitrous  gas,  and  heated.  The  unboiled 
impregnated  folution  gave  out  all  its  nitrous 
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gas  undecompounded  ; whilft  in  the  boiled 
folution  it  was  partly  decompofed,  yellow  pre- 
cipitate and  ammoniac  being  formed. 

c.  This  tingular  phasnomenon  of  the  power  of 
a minute  quantity  of  fulphurated  hydrogene,  in 
preventing  the  decompofition  of  nitrous  gas  and 
water,  by  green  oxide  of  iron,  will  moft  proba- 
bly take  place  in  other  impregnated  folutions. 
It  feems  to  depend  on  the  drong  affinity  of  the 
hydrogene  of  fulphurated  hydrogene  for  oxy- 
gene. 

XII.  jiddit  'ional  Ohfervaiions. 

a.  For  feparating  nitrous  gas  from  gafes  ab- 
forbable  to  no  great  extent  by  water ; a well 
boiled  folution  of  green  muriate  of  iron  fhould 
be  employed.  Nitrous  gas  agitated  in  this  is 
rapidly  abforbed,  and  it  has  no  affinity  for,  or 
a6Iion  on,  nitrogene,^  hydrogene,  or  hydro^i 
carbonate. 

l>.  Nitrous  gas  carefully  obtained  from  mer- 
cury and  nitric  acid,  'when  received  under  mer- 

N 


4 


( m ) 


cury,  or  boiled  wafer,  and  abforbed  by  folution 
of  green  muriate,  or  fulphate  of  iron,  rarely 
leaves  a refiduuin  of  ^ of  its  volun)e  : pre- 
ferved  over  common  water,  and  abforbed,  the 
remainder  is  generally  from  to  from  the 
nitrogene  difengaged  by  the  decompofition  of 
the  common  air  contained  in  the  water. 

c.  The  nitrous  gas  carefully  obtained  from 
the  decompofition  of  nitric  acid  of  1 /id,  by 
copper,  I have  hardly  ever  found  to  contain 
more  than  from  ^ to  ^ nitrogene,  when  received 
, through  common  water : when  boiled  water  is 
employed,  the  refiduum  is  nearly  the  fame  as 
that  of  nitrous  gas  obtained  from  mercury. 

Confequently  the  gas  from  thofc  two 
folutions  may  be  ufed  in  common.  It  is  more 
than  probable,  that  the  fmall  quantities  of 
nitrogene  generally  mingled  with  nitrous  gas 
from  copper  and  mercury,  arife  either  from  the 
common  air  of  the  veflels  in  which  it  was  pro- 
duced, or  that  of  the  water  over  which  it  was 
received.  There  is  no  reafon  for  fuppofing  that 
it  is  generated  by  a complete  decompofition  of  ^ 
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a portion  of  the  acid.* 

e.  Whenever  nitrous  oxide  is  mingled  with 
nitrous  gas  and  nitrogene,  it  muft  be  feparated 
by  well  boiled  water  ; and  after  the  corretSlions 
are  made  for  the  quantity  of  air  difengagcd 
from  the  water,  the  nitrous  gasabforbed  by  the  ♦ 
muriatic  folution. 


* Humbolt,  who  is  the  firit  philofopher  that  has  applied 
the  folution  of  fulphate  of  iron  to  afcertain  the  purity  of 
nitrous  gas,  alferts  that  he  uniformly  found  nitrous 
gas  obtained  from  folution  of  copper  in  nitrous  acid,  to 
contain  from  fix  tenths  to  one  tenth  nitrogene. 

Annales  dc  Chimie,  vol.  xxviii.  pag.  14/. 


DIVISION  V. 


EXPERIMENTS  and  OBSERVATIONS  on  the 
produdfion  of  NITROUS  OXIDE  from  NITROUS 
GAS  and  NITRIC  ACID,  in  different  modes. 


I.  Preliminaries. 

a.  The  opinions  of  Prieftley*  and  Kirwan,t 
relating  to  the  caufes  of  the  converfion  of  nitrous 
gas  into  nitrous  oxide,  were  founded  on  the 
theory  of  phlogifton.  The  firft  of  thefe  philo- 
fophers  obtained  nitrous  oxide  by  placing  nitrous 
gas  inf  contadl  with  moiftened  iron  filings,  or 
the  alkaline  fulphures.  The  laft  by  expofing  it 
to  fulphu rated  hydrogene. 

The  Dutch  chemifts,  J the.  lateft  experi- 

* Vol.  il;  pag.  55.  f Phil.  Tranf.  vol.  Ixxvi.  pag.  133. 

X Journal  dc  Phyfique,  tom.  xliii.  323. 
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mentalifts  on  nitrous  oxide,  have  fuppofed  that 
the  produdion  of  this  fubftance  depends  upon 
the  fimple  abftradtion  of  a portion  of  the  oxy- 
gene  of  nitrous  gas.  They  obtained  nitrous 
oxide  by  expofing  nitrous  gas  to  muriate  of 
tin,  to  copper  in  folution  of  ammoniac,  and 
likewife  by  paffing  it  over  heated  fulphur. 

The  diminution  of  volume  fuftained  by 
nitrous  gas  during  its  converfion  into  nitrous 
oxide,  has  never  been  accurately  afcertained  ; 
it  has  generally  been  fuppofed  to  be  from  two 
thirds  to  eight  tenths. 

h.  Nitrous  gas  may  be  converted  into  nitrous 
oxide  in  two  modes. 

Firft,  by  the,fimple  abftradlion  of  a portion 
of  its  oxygene,  by  bodies  pollcffing  a ftrong 
affinity  for  that  principle,  fuch  as  alkaline 
fulphites,  muriate  of  tin,  and  dry  fiilphures. 

Second,  by  the  combination  of  a body 
with  a portion  both  of  its  oxygene  and 
nitrogenc,  fuch  as  hydrogene,  when  either  in  a 
nafeent  form,  or  a peculiar  ftate  of  combiT 
nation. 


t 
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e.  Each  of  thefe  modes  will  be  diftin<^Iy 
treated  of;  and  to  prevent  unneceflary  repe- 
titions, I {ball  give  an  account  of  the  general 
manner  in  which  the  following  experiments  on 
the  converfion  of  nitrous  gas  into  nitrous  oxide, 
have  been  condu(5led. 

Nitrous  gas,  the  purity  of  which  has  been 
accurately  afeertained  by  folution  of  muriate  of 
iron,  is  introduced  into  a graduated  jar  filled  with 
dry  mercury.  If  a fluid  fubftance  is  defigned 
for  the  converfion  of  the  gas  into  nitrous  oxide, 
it  is  heated,  to  expel  any  loofely  combined  air 
which  might  be  liberated  during  the  procefs  ; 
and  then  carefully  introduced  into  the  jar,  by 
means  of  a finally  phial.  After  the  procefs  is 
finithed,  and  the  diminution  accurately  noted, 
the  nitrous  oxide  formed  is  abforbed  by  pure 
water.  If  any  nitrous  gas  remains,  it  is  con- 
denfed  by  folution  of  muriate  of  iron  ; other 
refidual  gafes  are  examined  by  the  common 
tefts.  The  quantity  of  nitrous  oxide  diflblved 
by  the  fluid  is  determined  by  a comparative 
experiment ; and  the  corrections  for  tempera- 
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ture  and  preffure  being  guefled  at,  the  cqn- 
clufions  drawn. 

If  a folk!  fubdance  is  ufed,  rather  more  nitrous 
gas  than  that  defigned  for  the  converfion,  is 
introduced  into  the  jar.  The  fubtlance  is 
brought  in  conta(5l  with  the  gas,  by  being 
carried  under  the  mercury  ; and  as  a little  com- 
mon  air  generally  adheres  to  it,  a fmall  portion 
of  the  nitrous  gas  is  transferred  into  a graduated 
tube,  after  the  infertion,  and  its  purity  afeer- 
tained.  In  other  refpe^ts  the  procefs  is  con- 
ducted as  mentioned  above. 

II.  Of  the  converfion  of  Nitrous  gas  into  Ni- 
trous Oxide,  hy  Alkaline  Sulphites. 

The  alkaline  fulphites,  particularly  the  ful- 

phite  of  potath,  convert  nitrous  gas  into  nitrous 

oxide,  with  much  greater  rapidity  than  any 

other  bodies. 

\ 

At  temperature  46®,  16  cubic' inches  of 

nitrous  gas  were  converted,  in  lefs  than  an 
hour,  into  7>8  of  nitrous  oxide,  by  about  100 
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grains  of  pulverifcd  fulphlte  of  potafh,  contain-? 
ing  its  water  of  cryflalifation.  No  fenfible  in- 
creafe  of  temperature  was  produced  during  the 
procefs,  no  water  was  decompofed,  and  the 
quantity  of  nitrogene  remaining  after  the  ex- 
periment, was  exa6lly  equal  to  that  previoufly 
contained  in  the  nitrous  gas. 

The  nitrous  oxide  produced  from  nitrous  gas 
by  fulphite  of  potafh,  has  all  the  properties  of 
that  generated  from  the  decompofition  of  ni- 
trate of  ammoniac.  It  gives,  as  will  be  fecn 
hereafter,  the  fame  produdfs  by  analyfis.  Phof- 
phorus,  the  taper,  fulphur,  and  charcoal,  burn 
in  it  with  vivid  light.  It  is  abforbable  by  water, 
and  capable  of  expultion  from  it  unaltered,  by 
heat. 

Nitrous  gas  is  converted  into  nitrous  oxido 
by  the  alkaline  fulphites  with  the  fame  readinefs, 
whether  expofed  to  the  light,  or  deprived  of  its 
influence. 

The  folid  fulphites  adl  upon  nitrous  gas  much 
more  readily  than  their  concentrated  folutions ; 
they  fliould  however  always  be  fuftcred  to 
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retain  their  water  of  cryitalifation,  or  otherwife 
they  attract  moifture  from  the  gas,  and  render 
it  drier,  and  in  confequence  more  condenfed 
than  it  would  otherwife  be.  In  cafe  per- 
fe<5Uy  dry  fulphites  are  employed,  the  gas 
fhould  be  always  fatiirated  with  moifture  after 
the  experiment,  by  introducing  into  the  cylin- 
der a drop  of  water. 

The  fulphites,  after  expofure  to  nitrous  gas, 
are  either  found  wholly,  or  partially,  converted 
into  fulphates.  ' Confequently  the  converfion  of 
nitrous  gas  into  nit;  .us  oxide  by  thefe  bodies,  < 
limply  depends  on  the  abftracftion  of  a portion 
of  its  oxygene ; the  nitrogenc  and  remaining 
oxygene  alTuming  a more  condenfed  ftate  of 
exiftence. 

If  we  rcafon  from  the  different  fpecific  gra- 
vities of  nitrous  oxide  and  nitrous  gas,  as  com- 
pared with  the  diminution  of  volume  of  nitrous 
gas,  during  its  converfion  into  nitrous  oxide, 
100  parts  of  nitrous  gas,  fuppefing  the  former 
eftiraation  of  the  compofition  of  nitrous  oxide 
given  in  Divifion  III,  accurate,  would  confift 
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of  54  oxygenc,  and  46  nitrogene  ; which  is  not 
far  from  the  true  eftimation.  Or  affuming  the 
compofition  of  nitrous  gas,  as  given  in  Divifion 
IV,  it  would  appear  from  the  diminution,  that 
iOO  parts  of  nitrous  oxide  confided  of  38  oxy- 

I 

gene,  and  62  nitrogene. 

III.  Converjion  of  Nitrous  Gas  into  Nitrous 
OxiJey  hy  Muriate  of  Tin^  and  dry  Sulphur es, 

a.  Nitrous  gas  expofed  to  dry  muriate  of 
tin,  is  llowly  converted  into  nitrous  oxide  : 
during  this  procefs  the  apparent  diminution  is 
to  about  one  half ; but  if  the  products  are  nicely 
examined,  and  the  necefiary  corredlions  made, 
the  real  diminution  of  nitrous  gas  by  muriate  of 
tin,  will  be  the  fame  as  by  the  fulphites  ; that 
is,  100  parts  of  it  will  be  converted  into  48  of 
nitrous  oxide. 

During  this  converfion,  no  water  is  decom- 
pofed,  and  no  nitrogene  evolved.  Solution  of 
muriate  of  tin  converts  nitrous  gas  into  nitrous 
oxide ; but  with  much  lefs  rapidity  than  the 
folid  fait. 


I 
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h.  Nitrous  gas  expoled  to  dry  and  perfedly 
well  made  fulphures,  particularly  fuch  as  arc 
produced  from  cryftalifed  aliimn*  and  charcoal 
not  fufiiciently  inflammable  to  burn  in  the 
atmofphere,  is  converted  into  nitrous  oxide  by 
the  Ample  abflra6iion  of  a portion  of  its  oxygene, 
and  confequently  undergoes  a diminution 

It  is  probable,  that  all  the  bodies  having 
ftrong  aflinity  for  oxygene  will,  at  certain- 
temperatures,  convert  nitrous  gas  into  nitrous 
oxide.  Prieftley,  and  the  Dutch  chemifls, 
effedled  the  change  by  heated  fiilphur.  Per- 
haps nitrous  gas  fent  through  a tube  heated, 
but  not  ignited,  with  phofphorus,  would  be 
converted  into  nitrous  oxide. 

IV.  Decompojition  of  Nitrous  Gas^  hy  Sul- 
phurated Hydrogene. 

a.  When  nitrous  gas  and  fulphurated  hy- 


That  is,  alumn  containing  fulphate  of  potafli. 
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drogene  are  mingled  together,  a decompofitioii 
of  them  flowly  takes  place.  The  gafes  are 
diminlllied,  fulphiir  depofited,  nitrous  oxide 
formed,  and  figns  of  the  produdlion  of  ammo- 
niac * and  water  perceived. 

In  this  procefs  no  fulphuric,  or  fulphiireous 
acid  is  produced  ; confequently  none  of  the 
fulphur  is  oxydated,  and  of  courfe  the  changes 
depend  upon  the  combination  of  the  hydrogene 
of  the  fulphurated  hydrogene,  with  different 
portions  of  the  oxygene  and  nitrogene  of  the 
nitrous  gas,  to  form  water  and  ammoniac,  the 
remaining  oxygene  and  nitrogene  affuming  the 
form  of  nitrous  oxide. 

This  fingular  exertion  of  attradlions  by  a 
. fimple  body,  appears  highly  improbable  a priori, 
nor  did  I admit  it,  till  the  formation  of  ammo- 
niac, and  the  non-oxygenation  of  the  fulphur, 

were  made  evident  by  many  experiments. 

# 

In  thofe  experiments,  the  diminution  of  the 
nitrous  gas  was  not  uniformly  the  fame.  It 

■*  The  produ6tion  of  ammoniac  in  this  procefs  was  ob- 
fervecl  by  Kirwan  and  Autlin. 
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vaned  from  - to  In  the  mod:  accurate  of 
20  20 

*1 

them,  5 cubic  inches  of  nitrous  gas  were  con- 
verted into  2.2  of  nitrous  oxide.  Confequently 
the  quantity  of  ammoniac  formed  was  .047 
grains. 

In  experiments  on  the  conveifion  of  nitrous 
gas  into  nitrous  oxide,  by  fulphurated  hydro- 
gene,  the  gales  fhould  be  rendered  as  dry  as 
poffible.  Tbc  prefence  of  water  contiderably 
retards  the  decompofition. 

b.  The  fulphures*  difiblvcd  in  water  convert 
nitrous  gas  into  nitrous  oxide.  This  decom- 
pofition is  not,  however,  produced  by  the  fimple 
abftradfion  of  oxygene  from  the  nitrous  gas  to 
formfulphuric  acid.  It  depends  as  well  on  the  de- 


* Solution  of  fulphure  of  ftronlian,  or  barytes,  flionkl 
be  ufed.  During  the  converfion  of  nitrous  gas  into  nitrous 
oxide  by  thofe  bodies,  a thin  film  is  depofited  on  the  furface 
of  the  folution.  This  film  examined,  is  found  to  confift 
of  fulphur  and  fulphate.  Polfibly  the  nitrous  gas  is  wholly 
decompofed  by  the  hydrogene  of  the  fulphurated  hydrogene 
in  the  folution,  whilft  the  fulphate  is  produced  from  water 
decompounded  by  the  fulphur  to  form  more  gas  for  the 
faturation  of  the  hydro-fulphure. 
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cornpofition  of  the  fulphuratecl  hydrogene  dif- 
folved  in  the  foIution,orliberated  from  it.  In  this 
procefs  fiilphnr  is  depofited  on  the  furface  of  the 
fluid,  fulphuric  acid  is  formed,  and  the  diminu- 
tion, making  the  neceflary  corredlions,  is  nearly 
the  fame  as  when  free  fulphurated  hydrogene 
is  employed. 

It  is  extremely  probable  tJiat  fulphurated  hy- 
drogene, in  combination  with  the  alkalies,  as 
well  as  with  water,  is  capable  of  being  flowly 
decompofed  by  nitrous  gas. 

V,  Decompoftlion  of  Nitrous  Gas  hy  Nafcent 
Hydrogene. 

a.  When  nitrous  gas,  is  expofed  to  wetted 
iron  filings,  a diminution  of  its  volume  flowly 
takes  place  ; and  after  a certain  time,  it  is  found 
converted  into  nitrous  oxide. 

In  this  procefs  ammoniac*  is  formed,  and  the 
iron  partially  oxydated. 

* As  was  firft  obferved  by  Prieftley  and  Auftin,  and  as  I 
have  proved  by  many  experiments. 
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The  water  in  contact:  with  the  iron  isdccom- 
pofed  by  the  combination  of  its  oxygene  with 
that  fubllance,  and  of  its  hydrogene  with  a por- 
tion  of  the  oxygene  and  nitrogene  of  the  nitrous 
gas,  to  form  water  and  ammoniac. 

That  the  iron  is  not  oxydated  at  the  expence 
of  the  oxygene  of  the  nitrous  gas,  appears  very 
probable  from  the  analogy  between  this  procefs, 
and  the  mutual  decompohtion  of  nitrous  gas 
and  fulphurated  hydrogene.  Betides,  dry  iron 
filings  efFecl  no  change  whatever  in  nitrous 
gas,  at  common  temperatures. 

I have  generally  found  about  1*2  of  nitrous 
gas  converted  into  5 of  nitrous  oxide  in  this 
procefs  ; which  is  not  very  different  from  the 
diminution  by  fulphurated  hydrogene.  It  takes 
place  equally  well  in  light  and  darknefs ; but 
more  rapidly  in  warm  weather  than  in  cold. 

h.  Nitrous  gas  expofed  to  a large  furface  of 
zinc,  in  contact;  with  water,  is  flowly  converted 
into  nitrous  oxide ; at  the  fame  time  that  am- 
moniac is  generated,  and  white  oxide  of  zinc 
formed.  This  procefs  appears  to  depend,  like 


the  laft,  upon  the  decompofitlon  of  water  by 
the  affinities  of  part  of  the  oxygene  and  nitro- 
gene  of  nitrous  gas,  for  its  hydrogene,  to  form 
ammoniac  and  water  ; and  by  that  of  zinc  for 
its  oxygene.  Zinc  placed  in  contat^  with 
water,  and  confined  by  mercury,*  decompofcs 
it  at  the  common  temperature.  Zinc,  when 
. perfe6lly  dry,  does  not  in  the  flightefi:  degree 
adl  upon  nitrous  gas. 

I have  not  been  able  to  determine  exa(5tly 
the  diminution  of  volume  of  nitrous  gas,  during 
its  converfion  into  nitrous  oxide  by  zinc.  In 
one  experiment  20  meafures  of  nitrous  gas,  con- 

I 

taining  about  ,03  nitrogene,  were  diminiffied  to 
9,  after  an  expofure  of  eight  days  to  wetted 
zinc ; but  from  an  accident,  I was  not  able  to 

f 

afeertain  the  exa6t  quantity  of  nitrous  oxide 
formed. 

c.  It  is  probable  that  mofi:  of  the  imperfect 
metals  will  be  found  capable  of  oxydation,  by 
the  decompofition  of  water,  when  its  hydrogenc 
is  abftrac^ed  by  the  oxygene  and  nitrogene  of 


* As  T have  found  by  cxpcriroeDt. 
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nitrous  gas.  I have  this  day  (April  14,  1800), 
examined  two  portions  of  nitrous  gas,  one  of 
which  had  been  expofed  to  copper  filings,  and 
the  other  to  powder  of  tin,  for  twenty-three 
days. 

The  gas  that  had  been  expofed  to  copper  was 
diminifhed  nearly  two  fifths.  The  taper  burnt 
in  it  with  an  enlarged  flame,  blue  at  the  edges. 
Hence  it  evidently  contained  nitrous  oxide. 

The  nitrous  gas  in  contadl  with  tin  had 
undergone  a diminution  of  one  fourth  only, 
and  did  not  fupport  flame. 

VI.  Mifcellaneous  Ohfervations  on  the  converjion 
of  Nitrous  Gas  into  Nitrous  Oxide. 

« 

a.  Dr.  Prieftley  found  nitrous  gas  expofed  to  a 
mixture  of  iron  filings  and  fulphur,  with  water, 
converted  after  a certain  time,  into  nitrous 
oxide.  Sulphurated  hydrogene  is  always  pro- 
duced during  the  combination  of  iron  and  ful- 
phur, when  they  are  in  contadl  with  water  ; 
and  by  the  hydrogene  of  this  in  the  nafcent 

O 


ftatc,  the  nitrous  gas  is  moft  probably  decom- 
pofed. 

h.  Green  oxide  of  iron  moiftened  with  water, 
expofed  to  nitrous  gas,  flowly  gains  an  orange 
tinge,  whilft  the  gas  is  diminifhed.  Moft 
likely  it  is  converted  into  nitrous  oxide  ; but 
. this  I have  not  afcertained. 

c I expofed  nitrous  gas,  to  the  following  bodies 
over  mercury  for  many  days,  without  any 
diminution,  or  apparent  change  in  its  properties. 
Alcohol,  faccharine  matter,  hydro,  carbonate, 
fulphureous  acid,  and  phofphorus. 

d.  Cryftalifed  fulphate,  and  muriate  of  iron, 
abforb  a fmall  quantity  of  nitrous  gas,  and 
become  dark  colored  on  the  outfide  ; but  after 
this  abforption,  (which  probably  depends  on 
their  water  of  cryftalifation,)  has  taken  place, 
no  change  is  efFedted  in  the  gas  remaining. 

e The  power  of  iron  to  decompofe  water  being 
much  increafed  by  increafe  of  temperature,  ni- 
trous gas  is  converted  into  nitrous  oxide  much 
more  rapidly  when  placed  in  contact  with  a fur- 
face  of  heated  iron,  than  when  expofed  to  it  at 
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common  temperatures.  During  the  decompo- 
fition  of  nitrous  gas  in  this  way,  ammoniac  * 
is  formed. 

/.  The  curious  experiments  of  Rouppe/|~ 
on  the  abforption  of  gafes  by  charcoal,  com- 
pared with  the  phaenomena  noticed  in  this 
Divifion,  render  it  probable  that  hydrogene  in 
a ftate  of  loofe  combination  with  charcoal,  will 
be  found  to  convert  nitrous  gas  into  nitrous 
oxide. 

VII.  Recapitulation  of  conclujions  concerning 
the  converfion  of  Nitrous  Gas  into  Nitrous  Oxide, 

a.  Certain  bodies  having  a ftrong  affinity 
for  oxygene,  as  the  fulphites,  dry  fulphures, 
muriate  of  tin,  &e.  convert  nitrous  gas  into 
nitrous  oxide,  by  (imply  attradling  a portion  of 
its  oxygene ; whilft  the  remaining  oxygene 

I 

* As  was  obferved  by  Milner.  Nitrpns  gas  pafled  over 
heated  zinc,  or  tin,  I doubt  not  will  be  found  converted 
into  nitrous  oxide. 


t Annales  de  Chintie.  xxxii,  p.  3. 
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enters  into  combination  with  the  nitrogene,  an(l 
they  afTume  a more  condenfed  ftate  of  exift"* 
ence. 

h.  Nitrous  gas  is  converted  into  nitrous 
oxide  by  hydrogene,  in  a peculiar  ftate  of  ex- 
iftence,  as  in  fulphuratcd  hydrogene  ; and  that 
by  a feries  of  very  complex  affinities.  Both 
oxygene  and  nitrogene  are  attracted  from  the 
nitrous  gas  by  the  hydrogene,  in  fuch  propor- 
tions as  to  form  water  and  ammoniac,  whilft 
the  remaining  oxygene  and  nitrogene  * affiime 
the  form  of  nitrous  oxide. 

c.  Nitrous  gas  placed  in  contact  with  bodies, 
fuch  as  iron  and  zinc  decompofing  water,  is 
converted  into  nitrous  oxide,  at  the  fame  time 
that  ammoniac  is  formed.  It  is  difficult  to 
afcertain  the  exadl  rationale  of  this  procefs.  For 

I 

either  the  nafccnt  hydrogene  produced  by  the 
decompofition  of  the  water  by  the  metallic  fub- 
ftance  may  icombine  with  portions  of  both  the 

* The  decompofition  and  recorapofition  of  water,  in  this 
procefs,  are  analogous  to  fome  of  the  phaenomena  obfervcd 
by  the  ingenious  Mrs,  Fulhame. 
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iDxygene  and  nitrogene  of  the  nitrous  gas  ; and 
thus  by  forming  water  and  ammoniac,  convert 
it  into  nitrous  oxide.  Or  the  metallic  fubftance 
may  attrad  at  the  fame  time  uxygene  from  the 
water  and  nitrous  gas,  vvhilft  the  nafcent  hydro- 
gene of  the  water  feizes  upon  a portion  of  th,e 
nitrogene  of  the  nitrous  gas  to  form  ammo- 
niac. 

The  degree  of  diminution,  and  the  analogy 
between  this  proccfs  and  the  decompofilion  of 
nitrous  gas  by  fulphurated  hydrogene,  render 
the  firft  opinion  mod  probable. 

Vrn.  The  produSlton  of  Nitrous  Oxide  during 
tie  oxydation  of  Tiriy  ZinCj  and  Iron,  in  Nitric 
Acid. 

a.  Dr.  Priedley  difcovered,  that  during  the  fo- 
lution  of  tin,  zinc,  and  iron,  in  nitric  acid,  cer- 
tain portions  of  nitrous  oxide  were  produced, 
mingled  with  quantities  of  nitrous  gas,  and 
nitrogene,  varying  in  proportion  as  the  acid 
employed  was  more  or  lefs  concentrated. 
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It  has  long  been  known  that  ammoniac  Is 
formed  during  the  folution  of  tin,  zinc,  and 
iron,  in  diluted  nitric  acid.  Confequently,  in 
thefe  proceflTes  water  is  decompofed. 

I had  defigned  to  inveftigate  minutely  thefe 
phsenomena,  fo  as  to  afcertain  the  quantities 
of  water  and  acid  decompounded,  and  of  the 
new  products  generated.  But  after  going 
through  fome  experiments  on  the  oxydation  of 
tin  without  gaining  conclulive  refults,  the  labor, 
and  facrifice  of  time  they  demanded,  obliged 
me  to  defift  from  purfuing  the  fubje(^l,  till  I 
had  eompleted  more  important  inveftigations. 

I fhall  detail  the  few  obfervations  which  have 
occurred  to  me,  relating  to  th^  produ<5lion  of 
nitrous  oxide  from  metallic  folutions. 

h.  When  tin  is  diflblved  in  concentrated 
nitric  acid,  filch  as  of  1.4,  nitrous  oxide  is  pro- 
duced, mingled  with  generally  more  than  twice 
its  bulk  of  nitrous  gas.  In  this  procefs  but  little 
free  nitrogene  is  evolved,  and  the  tin  is  chiefly 

precipitated  in  the  form  of  a white  powder.  If 

# 

the  folution,  after  the  generation  of  thefe  pro- 
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du6ts,  is  faturated  with  lime,  and  heated,  the 
ammoniacal  fmell  is  diftiii6t. 

When  nitric  acid  of  fpecific  gravity  1/24,  is 
made  to  a(5t  upon  tin ; in  the  beginning 
of  the  procefs,  nearly  equal  parts  of  nitrous  gas 
and  nitrous  oxide  are  produced  ; as  it  advances, 
the  proportion  of  nitrous  oxide  to  the  nitrous 
gas  increafes  :-the  largeft  quantity  of  nitrous 
oxide  that  I have  found  in  the  gas  procured 
from  tin  is  the  remainder  being  nitrous  gas 
and  nitrogene. 

When  tin  is  oxydated  in  an  acid  of  lefs  fpe- 
cific gravity  than  l.OQ,  the  quantities  of  gas 
difengaged  are  very  fmall,  and  confift  of  nitro- 
gene, mingled  with  minute  portions  of  nitrous 
oxide,  and  nitrous  gas. 

Whenever  I have  faturated  folutions  of  tin 
in  nitric  acid  of  different  fpecific  gravities,  with 
lime,  and  afterwards  heated  them,  the  ammo- 
niacal fmell  has  been  uniformly  perceptible, 
and  generally  mofl;  diftindt.when  diluted  acids 
have  been  employed. 

When  zinc  is  difiblved  in  nitric  acid. 


( 216  ) 

I 

whatever  is  its  fpecific  gravity,  certain  quanii-; 
ties  of  nitrous  oxide  are  produced. 

Nitric  acids  of  greater  fpecific  gravity  than 
1.2,  a6l  upon  zinc  with  great  rapidity,  and 
great  increafe  of  temperature.  The  gafes  dif- 
engaged  from  thefe  folutions  confifi;  of  nitrous  ' 
gas,  nitrous  oxide,  and  nitrogene  ; the  nitrous 
oxide  rarely  equals  one  third  of  the  whole. 

When  nitric  acid  of  1,104  is  made  to  diflblve 
zinc,  the  gas  obtained  in  the  middle  of  the  pro- 

t 

cefs  confifts  chiefly  of  nitrous  oxide.  From 
fuch  a folution  I obtained  gas  which  gave  a 
refiduum  of  one  fixth  only  when  abforbed  by 
water.  The  taper  burnt  in  it  with  a brilliant 
flame,  and  fulphur  with  a vivid  rofe-colored 
light. 

100  grains  of  granulated  zinc,  during 
their  folution  in  300  grains  of  nitric  acid,  of 
1,43,  diluted  with  14  times  its  weight  of  water, 
produced  26  cubic  inches  of  gas.  Of  this 
gas  g-g  were  nitrous,  nitrous  oxide,  and  the 
remainder  nitrogene.  The  folution  faturated 
with  lime  and  heated,  gave  a diftin^t  fmell  of 


ammoniac. 
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d.  Daring  the  folution  of  iron  in  concen- 
trated nitric  acid,  the  gas  given  out  is  chiefly 
nitrous  ; it  is  however  generally  mingled  with 
minute  quantities  of  nitrous  oxide.  When 
very  dilute  nitric  acids  are  made  to  a6t  upon 
iron,  by  the  afliftance  of  heat,  nitrous  oxide  is 
produced  in  confiderable  quantities,  mingled 
with  nitrous  gas  and  nitrogene  ; the  proportions 
of  which  are  fmaller  as  the  procefs  advances.*" 
The  fluid  remaining  after  the  oxydation  and 
folution  of  iron  in  nitric  acid,  always  contains 
ammoniac. 

I 

e.  As  during  the  folution  of  tin,  zinc,  and  iron, 
in  nitric  acid,  the  quantity  of  acid  is  diminifhed 
in  proportion  as  the  procefs  advances,  it  is  rea- 
fonable  to  fuppofe  that  the  relative  quantities  of 
the  gafes  evolved  are  perpetually  varying.  In 
the  beginning  of  a diflblution,  the  nitrous  gas 


* From  one  of  Dr.  Prieftley’s  experiments,  it  appears 
that  hydrogene  gas  is  fometimes  difengaged  during  the 
ioluiion  of  iron  in  very  dilute  nitric  acid  by  heat.  This 
phamomenon  has  never  occurred  to  me. 
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generally  predominates,  in  the  middle  nitrous 
oxide,  and  at  the  end  nitrogene. 

f.  During  the  generation  of  nitrons  gas, 
nitrous  oxide,  and  ammoniac,  from  the  decom- 

I 

pofition  of  folution  of  nitric  acid  in  water,  by 
tin,  zinc,  and  iron,  very  complex  attradlions 
mufl  cxift  between  the  conflituents  of  the  fub- 
ilances  employed.  The  acid  and  the  water  are 
decompofed  at  the  fame  time,  and  in  propor- 
tions different  as  the  folution  is  more  con- 
centrated, by  the  combination  of  their  oxygenc 
with  the  metallic  body. 

The  nitrous  gas  is  produced  by  the  combina- 
tion of  the  metal  with  of  the  oxygene  of  the 
acid.  The  nitrous  oxide  is  moft  probably 
generated  by  the  decompofition  of  a portion  of 
the  nitrous  gas  difengaged,  by  the  nafeent  hy- 
drogene of  the  water  decompounded  ; fome  of 
it  may  be  poffibly  formed  from  a more  com- 
plete decompofition  of  the  acid. 

The  produdlion  of  ammoniac  may  arite, 
probably  from  two  caafes  ; from  the  de- 
compofition of  the  nitrous  gas  by  the  combi- 
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nation  of  the  nafcent  hydrogene  of  the  water, 
with  portions  of  its  oxygene  and  nitrogcne  at 
the  fame  time  ; and  from  the  union  of  hy- 
drogene with  nafcent  nitrogene  liberated  in 
confequence  of  a complete  decompofition  of 
part  of  the  acid. 

IX.  Additional  Ohfervations  on  the  pro- 
duBion  of  Nitrons  Oxid^, 

a.  When  nitric  acid  is  combined  with  mu- 
riatic acid,  or  fulphiiric  acid,*  the  quantities'of 
nitrous  oxide  produced  'from  its  decompofition 
by  tin,  zinc,  and  iron,  are  rather  in creafed  than 
diminifhed.  The  nitrous  oxide  obtained  from 
thefe  folutions  is,  however,  never  fufficiently 
pure  for  phyliological  experiments.  It  is  always 
mingled  with  either  nitrous  gas,  nitrogene,  or 
hydrogene,  and  fometimcs  with  all  of  them. 

1),  From  the  folutions  of  bifmuth,  nickel, 


* As  was  difcovered  by  Prioftley,  and  the  Dutch  Che- 
Qiilts. 
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lead,  and  copper,  in  diluted  nitric  acid,  I have 
never  obtained  any  perceptible  quantity  of 
nitrous  oxide  : the  gas  produced  is  nitrous, 
mingled  with  different  portions  of  nitrogene.- 
Antimony  and  mercury,  during  their  folution 
in  aqua  regia,  give  out  only  nitrous  gas. 

Probably  none  of  the  metallic  bodies,  except 
thqfe  that  decompofe  water  at  temperatures 
below  ignition,  will  generate  nitrous  oxide  from 
nitric  acid.'  On  cobalt  and  manganefe  I have 
never  had  an  opportunity  of  experimenting  : 
manganefe  will  probably  produce  nitrous  oxide. 

c.  During  the  folution  of  vegetable  matters* 
in  nitric  acid,  by  heat,  very  minute  portions  of 
nitrous  oxide  are  fometimes  produced,  always 
however  mingled  with  large  quantities  of  nitrous 
gas,  and  carbonic  acid. 

When  nitric  acid  is  decompounded  by 
ether,  fixed  oils'  volatile  oils,  or  alcohol, 
towards  the  end  of  the  procefs  fmall  quan- 
tities of  nitrous  oxide  are  produced,  and 

* Such  as  the  leaves,  bark,  and  wood,  of  trees. 
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fometimes  fufficiently  pure  to  fupport  the 
flame  of  the  taper.'}' 

d.  When  green  oxide  of  iron  is  clifToIvcd  in 
nitric  acid,  nitrons  oxide  is  produced,  mingled 
with  nitrogene  and  nitrous  gas. 

e During  the  converfion  of  green  fulphate,  or 
green  muriate  of  iron  into  red,  by  the  decom- 
pofition  of  dilute  nitric  acid,  nitrous  oxide  is 
formed,  mingled  with  different  proportions 
of  nitrous  gas  and  nitrogene. 

f.  When  folution  of  green  nitrate  of  iron  is 
heated,  a part  of  the  acid  is  decompofed,  red 
oxide  is  precipitated,  red  nitrate  formed,  and 
impure  nitrous  oxide  evolved. 

g.  When  iron  is  introduced  into  a folution  of 
nitrate  of  copper,  the  copper  is  precipitated  in 
its  metallic  ftate,  whilft  nitrous  oxide,  mingled 
with  fmall  portions  of  nitrogene,  is  produced.* 

Both  zinc  and  tin  precipitate  copper  in  its 
metallic  form  from  folution  in  the  nitric  acid. 


f As  I have  obferved  after  Prieftley. 
* As  was  difcovered  by  Priellley. 
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During  thefe  precipitations,  certain  quantities 
of  nitrous  oxide  are  generated,  mingled  how- 
ever with  larger  quantities  of  nitrogene  than 
that  produced  from  decompofition  by  iron. 
In  all  thefe  procefles  ammoniac  is  formed,  and 
water  confequently  decompofed. 

The  decompofition  of  water  and  nitric  acid, 
during  the  precipitation  of  copper  from  folution 
of  nitrate  of  copper,  by  tin,  zinc,  and  iron, 
depends  upon  the  ftrong. affinity  of  thofe  metals 
for  oxygene,  and  their  powers  of  combining 
with  a larger  quantity  of  it  than  copper. 

t 

X.  Decompojition  of  Aqua  Regia  hy  Platinay 
and  evolution  of  a Gas  analogous  to  Oxygenated 
Muriatic  Acid^  and  Riitrogene. 

a.  Dc  la  Metherle,  in  his  cflay  on  different 
airs,  has  afferted  that  the  gas  produced  by  the 
folution  of  platina  in  nitro-muriatic  acid,  is 
identical  with  the  dephlogifticated  nitrous  gas 
of  Prieftley.  He  calls  it  nitrous  gas  with  excefs 
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of  pure  air,  and  affirms  that  it  diminiffies,  both 
with  nitrous  gas  and  common  air. 

I introduced  into  a vefTel  containing  30 
grains  of  platina,  2050  grains  of  aqua  regia, 
compofed  of  equal  parts,  by  weight,  of  concen- 
trated nitric  acid  of  1,43,  and  muriatic  acid  of 
l,l6.  At  the  common  temperature,  that  is, 
4Q°,  no  action  between  the  acid  and  platina 
appeared  to  take  place.  On  the  application 
of  the  heat  of  a fpirit  lamp,,  the  foliition  gra- 
dually became  yellow  red,  and  gas  was  given 
out  with  rapidity.  Some  of  this  gas  received 
in  a jar  filled  with  warm  water,  appeared  of  a 
bright  yellow  color.  On  agitation,  the  greater 
part  of  it  was  abfo'rbcd  by  the  water,  and  the 
remainder  extinguifhed  flame.  When  it  was 
received  over  mercury,  it  a(ftcd  upon  it  with 
great  rapidity,  and  formed  on  the  furfacc  a 
white  cruft. 

As  the  procefs  of  folution  advanced,  the 
color  of  the  acid  changed  to  dark  red,  at  the 
fame  time  that  the  production  of  gas  was  much 
increafed  ; more  than  40  cubic  inches  were 
foon  collected  in  the  water  apparatus. 
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Different  portions  of  the  gas  were  examinecf^ 
it  exhibited  the  following  properties  : 

1.  Its  color  was  orange  red,*  and  its  fmell 
exa61Iy  refembled  that  of  oxygenated  muriatic 
acid. 

2.  When  agitated  in  boiled  water,  it  was 
rapidly  abforbed,  leaving  a retiduum  of  rather 
more  than  one  twelfth. 

3.  The  taper  burnt  in  it  with  increafed  bril- 
liancy, the  flame  being  long,  and  deep  red  at 
the  edges. 

4.  Iron  introduced  intolt  ignited,  burnt  with 
a dull  red  light. 

5.  Green  vegetables  expofed  to  it  were  in- 
ftantly  rendered  white. 

6.  It  underwent  no  diminution,  mingled  with 
atmofpheric  air. 

.7*  When  mingled  with  nitrous  gas,  it  gave 
denfe  red  vapor,  and  rapid  diminution. 

* This  deep  color  depended,  in  fome  meafure,  upon  the 
nitro-muriatic  vapor  fufpended  in  it.  I have  fince  obfei^'ecf 
that  it  is  more  intenfe  in  proportion  as  the  heat  employed 
for  the  produdtion  of  the  gas  has  been  ftronger.  The 
natural  color  of  the  peculiar  gas  is  deep  yellow. 
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e.  From  the  exhibition  of  thefe  properties^ 
it  was  evident  that  the  gas  produced  during  the 
folution  of  platina  in  aqua  regia,  chiefly  con- 
fifted  of  oxygenated  muriatic  acid,  or  of  a gas 
highly  analogous  to  it.  It  was,  however,  dif- 
ficult to  conceive  how  a body,  by  combining 
with  a portion  of  the  oxygene  of  nitro-muriatic 
acid,  could  produce  from  it  oxygenated  muriatic 
acid,  apparently  mingled  with  very  fmall  por- 
tions of  any  other  gas. 

To  afcertain  whether  any  permanent  gas 
was  produced  during  the  ebullition  of  aqua 
regia,  of  the  fame  compofition  as  that  ufed  for 
the  folution  of  the  platina  ; I kept  a large  quan- 
tity of  it  boiling  for  fome  time,  in  communica- 
tion with  the  water  apparatus ; the  gas  generated 
appeared  to  be  wholly  nitro-muriatic,  and  was 
ah  forked  as  faft  as  produced,  by  the  water. 

To  determine  whether  any  nitrous  oxide 
was  mingled  with  the  peculiar  gas,  as  well  as 
the  nature  and  quantity  of  the  unabforbable  gas, 
nitrous  gas*  was  gradually  added  to  21  cubic 
inches  of  the  gas  produced  from  a new  folution^ 

V 
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till  the  diminution  was  complete  : the  gas  re^ 
inaining  equalled  2,3  cubic  inches ; it  was 
unabforbable  by  water,  and  extinguiOicd  flame. 

In  another  experiment,  when  the  the  lafl; 
portions  of  gas  from  a folution  were  carefully 
received  in  water  previoufly  boiled,  12  cubic 
inches  agitated  in  water  left  a refiduum  of  1.3  ; 
whilfl;  the  fame  quantity  decompofed  by  nitrous 
gas,  containing  ,02  nitrogene,  left  about  1.5 
Hence  it  appeared  that  the  aeriform  produ61s 
of  the  folution  confifted  of  the  peculiar  gas 
analogous  to  oxygenated  muriatic  acid,  and  of 
a fmall  quantity  of  nitrogene. 

jf.  Confequently  a portion  of  the  nitric  acid 
of  the  aq  ua  regia  had  been  decompofed  ; but  if 
it  had  given  oxygene  both  to  the  platina  and 
muriatic  acid,  the  quantity  of  nitrogene  evolved 
ought  to  have  been  much  more  conflderable. 

To  afeertain  if  any  water  had  been  de- 
compofed, and  the  nitrogene  condenfed  in  the 
folution  by  its  hydrogene,  to  form  ammoniac, 
I faturated  a folution  with  lime,  and  heated  it, 
but  no  ammoniacal  fmell  was  perceived. 
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h.  To  determine  if  any  nitrogene  had  entered 
into  chemical  combination  with  muriatic  acid 
and  oxygene,  fo  as  to  form  an  aeriform  triple 
compound,  analogous  in  its  properties  to  oxy- 
genated muriatic  acid,  I expofed  fomc  of  the 
gas  to  mercury,  expelling  that  this  fubdance, 
by  combining  with  its  oxygene,  would  etFcdl  a 
complete  decompofition  ; and  this  was  actually 
the  cafe  : for  the  gas  was  at  firft  rapidly  dimin- 
ifhed,  and  the  mercury  became  oxydated  ; its 
volume,  however/*  foon  increafed ; and  the 
refidual  gas  appeared  to  be  nitrous,  mingled 
with  much  nitrogene.  The  exa6l  proportions 
of  each,  from  an  accident,  I could  not  deter- 
mine. 

• This  experiment  was  inconclufive,  becaufe 

the  nitro-muriatic  acid  fufpended  in  the  pecu- 

liar  gas,  from  which  it  can  probably  be  never  ^ 

perfedlly  freed,  adled  in  common  with  it  upon 

the  mercury,  and  produced  nitrous  gas  : and 

% 

this  nitrous  gas,  at  the  moment  of  its  produc- 
tion, formed  nitrous  acid  by  combining  with  the 
oxygene  of  the  peculiar  gas  ; and  the  nitrous 
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acid  generated  * was  again  decompofed  by  the’ 
mercury  ; and  hence  nitrous  gas  evolved,  and 
poffibly  fome  nitrogcne. 

i.  Peculiar  circumftances  prevented  me  at 
this  time  from  completely  invedigating  the 
fubje^i:.  It  remains  doubtful  whether  the  gas 
confifts  limply  of  highly  oxygenated  muriatic 
acid  and  nitrogene,'|~  produced  by  the  decom- 


* The  decom|5ohtion  of  aeriform  nitrous  acid  by  mercury, 
was  firft  noted  by  Prieftley  j vol.  iii,  pag.  101 . This  decom- 
pofition  I have  often  had  occafion  to  obferve.  In  reading 
Humbolt’s  paper  on  eudiometry,  Annales  de  Chimie,  xxviii, 
pag.  150/  I was  not  a little  furprifed  to  find  that  he  takes 
no  notice  of  this  fa6t.  He  feems  to  fuppofe  that  nitrous 
acid  can  remain  aeriform,  and  even  be  condenfed,  In  con- 
taft  with  mercury,  without  alteration.  He  fays,  “ In 
mingling  100  parts  of  atmofpheric  air  with  100  of  nitrous 
air,  the  air  immediately  became  red,  but  all  the  acid  pro- 
duced remained  aeriform  j and  after  eighteen  hours  fome 
drops  only  of  acid  were  formed,  which  fwatn  upon  the 
mercury.”  . 

-|-  Lavoifier  has  faid  concerning  aqua  regia,  “ In  folu- 
" tions  of  metals  in  this  acid,  as  in  all  other  acids,  the 
“ metals  are  firft  oxydated,  by  attrading  a part  of  the 
“ oxygene  from  the  compound  radical.  This  occafions  the 
difengagement  of  a particular  fpecies  of  gas  not  hitherto 
deferibed,  which  may  be  called  nitro-rauriatic  gas.  It 
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pofition  of  nitric  acid  from  the  coalefcing  affin-* 
ities  of  platina  and  muriatic  acid  for  oxygene  ; 


analogous  to  oxygenated  muriatic  acid,  and 
nitrogene,  generated  from  fome  unknown 
affinities.'!' 

XI.  On  the  aSl  'ton  of  the  Eledric  Spark  on  a 
mixture  of  Nitrogene  and  Nitrous  Gas. 

Thinking  it  poffible  that  nitrous  gas  and 

“ has  a very  difagreeable  fmell,  and  is  fatal  to  animal  life 
“ when  refpired  j it  attacks  iron,  and  caufes  it  to  ruft  5 it 
is  abforbed  in  conliderable  quantities  by  water.’’  Elem. 
Eng.  237. 


t I have  no  doubt  but  that  the  gas  procured  from  the 
folution  of  gold  in  aqua  regia,  is  analogous  to  that  produ- 
ced from  platina. 

Some  very  uncommon  circumftanccs  are  attendant  on  the 
folution  of  platina  : • 

ift.  I'he  immenfe  quantity  of  acid  required  for  the  folu- 
tion of  a minute  quantity  of  platina. 

2d.  The  great  quantity  of  gas  produced  during  the  folu- 
tion of  this  minute  quantity. 

3d.  The  intenfe  red  color  of  the  folution,  and  its  per- 
fe(5tly  acid  properties  after  it  ceafes  to  a»5t  upon  the  metal. 


or  whether  it  is  compofed 


gas. 
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nitrogene  might  be  made  to  combine  by  the 
adlion  of  the  elediric  fpark,  fo  as  to  form  nitrous 
oxide,  I introduced  20  grain  meafurds  of  each 
of  them  into  a fmall  detonating  tube,  graduated 
to  grains,  ftanding  over  mercury,  and  con- 
taining a very  fmall  quantity  of  cabbage  juice 
rendered  green  by  an  alkali.  After  elecftric 
fparks  had  been  patfed  through  the  gafes  for  an 
hour  and  half,  they  were  diminifhed  to  about 
32,  and  the  cabbage  juice  was  flightly  red- 
dened. On  introducing  about  10  meafures  of 
hydrogene,  and  paffing  the  eledlric  fpark 
through  the  whole,  no  inflammation  or  dimi- 
nution was  perceptible.  Hence  the  condenfa- 
tion  mofl:  probably  arofe  wholly  from  the  forma- 
tion of  nitrous  aeid,*  by  the  more  intimate 
union  of  the  oxygenc  of  nitrous  gas  with  fome 
of  its  nitrogene,  as  in  the  experiments  of 
Prieflley. 

As  the  nafeent  nitrogene,  in  the  decompo- 


* For  if  nitrous  oxide  had  been  formed,  it  would  have 
been  decompofed  by  the  hydrogene. 


I 
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frtion  of  nitrate  of  ammoniac,  combines  with  a 
portion  of  oxygene  and  nitrogene,  to  form 
nitrous  oxide  ; it  is  probable  that  nitrous  oxide 
may  be  produced  during  the  paflage  of  nitrous 
gas  and  ammoniac  through  a heated  tube. 


XII.  General  Remarh.  , 

There  are  no  reafons  for  fuppofing  that  ni- 
trous oxide  is  formed  in  any  of  the  procefles  of 
nature;  and  the  nice  equilibrium  of  affinity  by 
which  it  is  conftituted,  forbids  us  to  hope  for  the 
power  of  compofing  it  from  its  limple  princi- 
ples. We  muft  be  content  to  produce  it, 
cither  directly  or  indire6tly,  from  the  decom- 
pofition  of  nitric  acid.  And  as  in  the  decom- 
pofition  of  nitrate  of  ammoniac,  not  only  all  the 
nitrogene  of  the  nitric  acid  enters  into  the  com- 
pofition  of  the  nitrous  oxide  produced,  but 
likevvife  that  of  the  ammoniac,  this  procefs 
is  by  far  the  cheapeft,  as  well  as  iHe  moft  expe- 
ditious. A mode  of  producing  ammoniac  at 
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little  expence,  has  been  propofed  by  Mr.  Watt. 
' Condenfed  in  the  fulphuric  acid,  it  can  be 
eatily  made  to  combine  with  nitric  acid,  from 
(^the  decompofition  of  nitre  by  double  affinity. 
And  thus,  if  the  hopes  which  the  experiments  at 
the  end  of  thofe  refearches  induce  us  to  indulge, 
do  not  prove  fallacious,  a fubftance  which  has 
been  heretofore  almoft  exclufively  appropriated 
to  the  deftru6lion  of  mankind,  may  become,  in 
the  hands  of  philofophy,  a’  means  of  producing 
health  and  pleafurable  fenfation. 
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RESEARCH  II. 


DIVISION  I. 

« 

EXPERIMENTS  and  OBSERVATIOUS  on  the 
COMBINATIONS  of  NITROUS  OXIDE. 


i.  Combination  of  Water  with  Nitrous  Oxide. 


oblerved  its  folubility  in  water ; and  it  has 
(incc  been  noticed  by  different  experimen- 
talifts. 

Dr.  Prieftley  found  that  water  diflblyed  about 
one  half  of  its  bulk  of  nitrous  oxide,  and  that  at 
the  temperature pf  ebullition,  this  fubftance  was 
incapable  of  remaining  in  combination  with  it.* 


d. 


difcoverer  of  nitrous  oxide  firfl 


* Experiments  and  obfervations;  vol.  ii,  pag.  81. 
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y.  I Introduced  to  g cubic  inches  of  pure 
water,  i.  e.  water  ditVilIed  under  mercury,  7 
cubic  inches  of  nitrous  oxide,  which  had  been 
obtained  over  mercury,  from  the  decompotition 
of  nitrate  of  ammoniac,  and  in  confequence  was 
perfe6tly  pure.  After  they  had  remained  toge- 
ther for  1 1 hours,  temperature  being  46^,  during 
which  time  they  were  frequently  agitated,  the 
gas  remaining  was  2,3  ; confequently  4,7  cubic 
inches  had  been  abforbed.  And  then,  100 
cubic  inches,  — 25306  grains  of  water,  will 
abforb  54  cubic  inches,  —27  grains,  of  nitrous 
oxide. 

c.  The  tatle  of  water  impregnated  w'ith 
nitrous  oxide,  is  diflin6lly  fweetifh  ; it  is  fofter 
than  common  water,  and,  in  my  opinion,  much 
more  agreeable  to  the  palate.  It  produces  no 
alteration  in  vegetable  blues,  and  effedts  no 
change  of  color  in  metallic  folutions. 

d.  Thinking  that  water  intj^regnated  with 
nitrous  oxide  might  probably  [)roduce  fomc 
cfle(^s  when  taken  into  the  (lomach,  by  giving 
out  its  gas,  I drank,  in  June,  1799>  abbut 
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3 ounces  of  it,  but  without  perceiving  any 
etfedts. 

A few  'clays  ago,  contidcring  this  quantity  as 
inadequate,  I took  at  two  draughts  nearly  a 
pint,  fully  faturated  ; and  at  this  time  Tvlr. 
Jofeph  Prieftley  drank  the  fame  quantity. 

We  neither  of  us  perceived  any  remarkable 
effects. 

Since  that  time  I have  drank  near  three  pints 
of  it  in  the  courle  of  a day.  In  this  inftance  it 
appeared  to  a6I  as  a diuretic,  and  I imagined 
that  it  expedited  digefiion.  As  a matter  of 
tafle,  1 fhould  always  prefer  it  to  common 
water. 

e.  Two  cubic  inches  of  pure  water,  that  had 

been  made. to  abforb  about  1,1  cubic  inches  of 

nitrous  oxide  ; when  kept  for  Ibme  time  in 

ebullition,  and  then  rapidly  cooled,  produced 
» 

nearly  I of  gas.  Sulphur  burnt  in  this  gas  with 
a vivid  rofe-colored  flame. 

In  another  experiment,  in  which  the  gas 
was  expelled  by  heat  from  impregnated  water, 
and  abforbed  again  after  much  agitation  on 
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cooling  ; the  refiduum  was  hardly  perceptible^ 
and  mod;  likely  depended  upon  fome  gas  which 
had  adhered  to  the  mercury,  and  was  liberated 
during  the  ebullition.  Hence  it  appears  that 
nitrous  gas  is  expelled  unaltered  from  its  aqueous 
folution  by  heat. 

f.  I have  before  mentioned,  Divifion  III, 
that  nitrous  oxide,  during  its  combination  with 
fpring  water,  expels  the  common  air  diflblved 
in  it.  This  common  air  generally  amounts  to 
one  fixteenth,  the  volume  of  the  water  being 
unity.  A corretSlion  on  account  of  this  circum- 
dance  mud  be  made  for  the  apparent  deficiency 
of  diminution,  and  for  the  common  air  mingled 
in  confequence,  with  nitrous  oxide  during  its 
abforption  by  common  water. 

g.  Water  impregnated  with  nitrous  gas  ab- 
forbed  nitrous  oxide  ; but  the  refidual  gas  was 
much  greater  than  that  of  common  water,  and 
gave  red  fumes  with  atmofpheric  air.  Nitrous 
gas  agitated  for  a long  while  over  water  highly 
impregnated  with  nitrous  oxide,  was  not  in  the 
dighted  degree  diminifhed,  in  one  experiment 
indeed  it  was  rather  increafed  ; doubtlefs  from 
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the  liberation  of  fome  nitrons  oxide  from  the 
water  by  the  .agitation. 

h.  Nitrous  oxide  kept  in  contadt  with  aque- 
ous folution  of  fulphurated  hydrogene  and  often 
agitated,  was  not  in  the  flighteft  degree  dimi- 
nifhed. 

Sulphurated  hydrogene,  introduced  into  a 
folution  of  nitrous  oxide,  was  rapidly  abforbed, 
and  as  the  procefs  advaneed,  the  nitrous  oxide 
was  given  out. 

i.  Water  impregnated  with  carbonic  acid, 
pofTefled  no  adlion  upon  nitrous  oxide,  and  did 
not  in  the  flighteft  degree  abforb  it.  When 
carbonic  acid  was  im reduced  to  an  aqueous 
folution  of  nitrous  oxide  ; the  aeriform  acid  was 
abforbed,  and  the  nitrous  oxide  liberated. 

k.  From  thefe  obfervations  it  appears  that 
nitrous  oxide  has  lefs  affinity  for  water,  than 
even  the  weaker  acids,  fulphurated  hydrogene 
and  carbonic  acid  ; as  indeed  one  might  have 
conjectured  a priori  from  its  degree  of  folubility ; 
likewife  that  it  has  a flronger  attraction  for 
water  than  the  gafes  not  pofTefled  of  acid  or 
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alkaline  properties  ; it  expelling  from  vvatei* 
nitrous  gas,  oxygene,  and  common  air  ; proba-  ' 
bly  hydro-carbonate,  hydrogene,  and  nitrogene. 

II.  Combinations  of  Nitroics  Oxide  with 
Fluid  Infammahle  Bodies, 

a.  Vitriolic  ether  abforbs  nitrous  oxide 
in  much  larger  quantities  than  water. 

A cubic  inch  of  ether,  at  temperature  52®,- 
combined  with  a cubic  inch  and  feven  tenths  of 
nitrous  oxide. 

Ether  thus  impregnated  was  not  at  all  altered 
in  its  appearance  ; its  fmell  was  precifely  the 
fame,  but  the  tafte  appeared  lefs  pungent,  and 
more  agreeable.  Nitrous  oxide  is  liberated 
unaltered  from  ether  at  a very  low  temperature, 
that  is,  at  about  the  boiling  point  of  this  fluid. 

, For  expelling  nitrous  oxide  from  impregnated 
ether,  and  for  afcertaining  in  general  the  quan- 
tity of  gafes  combined  with  fluids,  I have  lately 
made  ufe  of  a very  fimple  method,  which  it 
may  not  be  amifs  to  deferibe. 
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The  impregnated  fluid  is  Introduced  into  a 
fmall  thin  tube,  graduated  to  ,05  cubic  inches, 
through  mercury.  The  quantity  of  fluid  fhould 
never  equal  more  than  a fifth  or  fixth  of  the 
capacity  of  the  tube. 

The  lower  part  of  the  tube  is  adapted  to  an 
orifice  in  the  flielf  of  the  mercurial  apparatus, 
fo  as  to  make  an  angle  of  about  40°  with  the 
furface  of  the  mercury. 

The  flame  of  a fmall  fpirit  lamp  is  then 
applied  to  that  part  of  the  tube  containing  the 
fluid  ; and  after  the  expulfion  of  the  gas  from 
it,  the  heat  is  raifed  fo  as  to  drive  out  the  fluid 
through  the  orifice  of  the  tube.  Thus  the 
liberated  gas  is  preferved  in  a flate  proper  for 
accurate  examination.  * 

Impregnated  ether,  during  its  combination 
with  water,  gives  out  the  greater  part  of  its 
nitrous  oxide.  During  the  liberation  of  nitrous 
oxide  from  ether,  by  its  combination  with  water, 
a very  curious  phaenomenon  takes  place. 

If  the  water  employed  is  colored,  fo  that  it 
may  be  feen  in  a ftraturn  diftindl;  from  the  im- 

Q 


/ 


( 242  ) 


pregnated  ether,  at  the  point  of  conta(5t;  a num- 
ber of  fmall  fpherules  of  fluid  will  be  perceived, 
apparently  repulfive  both  to  water  and  ether  ; 
thefc  fpherules  become  gradually  covered  with 
minute  globules  of  gas,  and  as  this  gas  is 
liberated  from  their  furfaces,  they  gradually  dif- 
appear. 

h.  Alcohol  diflblves  confiderable  quantities  of 
nitrous  oxide. 

2 cubic  inches  of  alcohol,  at  52®,  combined 
with  2,4  cubic  inches  of  nitrous  oxide.  The  alco- 
hol thus  impregnated  had  a tafte  rather  fweeter 
than  before,  but  in  other  phyflcal  properties 
was  not  perceptibly  altered. 

Nitrous  oxide  is  incapableof  remaining  in  com- 
bination with  this  fluid  at  the  temperature  of  ebul- 
lition ; it  is  liberated  from  it  unaltered  by  heat. 

Impregnated  alcohol,  during  its  combination 
with  water,  gives  out  the  greater  part  of  its  com- 
bined nitrous  oxide  : on  mingling  the  two  fluids 
together,  at  the  point  of  contadl  the  alcohol 
becomes  covered  with  an  infinite  number  of 
fmall  globules  of  gas,  which  continue  to  be 
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generated  during  the  whole  of  the  combination, 
and  in  palling  throngli  the  fluid  render  it  almofl: 
opaque. 

The  eflential  oils  abforb  nitrous  oxide  to 
a greater  extent  than  either  alcohol  or  ether. 

,5  cubic  inches  of  oil  of  carui  combined  with 
J,2  cubic  inches  of  nitrous  oxide  at  51°.  The 
color  of  the  oil  thus  impregnated  was  rather 
paler  than  before. 

Nitrous  oxide  is  expelled  unaltered  from  im- 
pregnated oil  of  carui,  by  heat. 

1 of  oil  of  turpentine  abforbed  nearly  2 of 
nitrous  oxide,  at  57°.  Its  properties  were  not 
fenflbly  altered  from  this  combination,  and  the 
gas  was  expelled  from  it  undecompounded,  by 
heat. 

As  well  as  the  eflential  oils,  the  fixed  oils 
diflblve  nitrous  oxide  at  low  temperatures,  whilft 
at  high  temperatures  they  do  not  remain  in  com- 
bination. 

1 of  olive  oil  abforbed,  at  fll®,  1,2  of  nitrous 
oxide,  but  vvithout  undergoing  any  apparent 
phyfical  change. 
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III.  AB'ion  of  Fluid  Acids  on  Nitrous  Oxide. 

a.  Nitrous  oxide  expofed  to  concentrated 
fidphuric  acid,  undergoes  no  change,  and  fut- 
fers  no  diminution,  that  may  not  be  accounted 
for  from  the  abftradlion  of  a portion  of  its  water 
by  the  acid. 

h.  Nitrous  oxide  is  fcarcely  at  all  foluble  in 
nitrous  acid,  and  expofed  to  that  fubftance, 
undergoes  no  alteration. 

c.  Muriatic  acid,  of  fpecific  gravity  1,14 
abforbs  about  a third  of  its  bulk  of  nitrous  oxide. 
It  fufFers  no  apparent  change  in  its  properties 
from  beingthus  impregnated,  and  the  gas  is  again 
given  out  from  it  on  the  application  of  heat.  * 

d.  Acetic  acid  abforbs  nearly  one  third  of 

its  bulk  of  nitrous  oxide.  . 

e.  Aqua  regia,  that  is,  the  nitro-muriatic 
acid,  abforbs  a very  minute  portion  of  nitrous 
oxide. 

f.  Nitrous  oxide  was  expofed  to  a new  com- 
pound acid,  confifting  of  oxygenated  muriatic 
Qcid,  and  fulphuric  acid,  which  I difcovered  in 
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July,  1 7 Q9,  and  of  which  an  account  will  be 
(hortly  publifhed;  but  it  was  neither  abforbed  or 
altered. 

I have  before  mentioned  that  the  aqueous 
folutionsof  fulphurated  hydrogene  and  carbonic 
acid,  neither  dilTolve  or  alter  nitrous  oxide. 

IV.  A6l'iQn  of  Saline  Solutions,  and  other 
Suhfiances,  on  Nitrous  Oxide, 

* 

a.  Nitrous  oxide  expofed  to  concentrated 
folution  of  green  fulphate  of  iron,  at  58°,  un- 
derwent no  perceptible  diminution  ; not  even 
after  it  had  been  fufFered  to  remain  in  conta(Sl 

with  it  for  half  an  hour. 

% 

, h.  It  underwent  diminution  of  nearly  ,2  when 
agitated  in  contact  with  a folution  of  red  ful- 
phate of  iron,  the  volume  of  the  folution  being 
unity. 

c.  Solution  of  green  fulphate  of  iron,,  fully 
impregnated  with  nitrous  gas,  did  not  in  the 
flighteft  degree  abforb  nitrous  oxide,  and  ap- 
peared to  have  no  a(5lion  upon  it. 
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d.  Solution  of  green  muriate  of  iron,  whe- 

I 

ther  impregnated  with  nitrous  gas,  or  unim- 
' pregnated,  has  no  affinity  for,  or  adlion  upon, 
nitrous  oxide. 

e.  Solution  of  red  muriate  of  iron  in  alcohol, 
abforbed  nearly  one  fifth  of  its  bulk,  of  nitrous- 
oxide. 

f.  Solution  of  pruffiate  of  potaffi  abforbed 
nearly  one  third  of  its  volume,  of  nitrous  oxide, 
which  was  again  expelled  from  it  by  heat. 

g.  Solution  of  nitrate  of  copper  appeared  to 
have  no  affinity  for  nitrous  oxide. 

h.  Concentrated  folution  of  nitrate  of  am- 
moniac, at  58°,  abforbed  one  eighth  of  its  bulk 
of  nitrous  oxide. 

i.  Solutions  of  alkaline  fulphures  abforb 
nitrous  oxide  in  quantities  proportionable  to 
the  water,  they  contain  ; it  is  expelled  from 
them  unaltered  by  heat.  None  of  the  hydro- 
fulphures  difiblve  more  than  half  their  bulk  of 
nitrous  oxide. 

k.  Concentrated  folutions  of  the  fulphites 
poffefs  little  or  no  adlion  on  nitrous  oxide  ; 
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diluted  folutions  abforb  it  in  fmall  quantities. 

/.  Concentrated  folution  of  muriate  of  tin 
abforbs  about  one  eighth  of  nitrous  oxide ; 
more  dilute  folutions  abforb  larger  quantities. 

From  thefe  obfervations  we  learn,  that  neutro- 
faline  folutions  in  general,  have  very,  feeble 
attractions  for  nitrous  oxide  ; and  as  folutions  of 
green  muriate,  and  fulphate  of  iron,  whether  free 
from  nitrous  gas,  or  impregnated  with  it,  poftefs 
no  action  upon  nitrous  oxide,  nitrous  gas  may  be 
feparated  from  this  fubftance  by  thofe  folutions 
with  greater  facility  than  nitrous  oxide  can  be 
feparated  from  nitrous  gas,  by  water  or  alcohol. 

Charcoal  abforbs  nitrous  oxide  as  well  as 
all  other  gafes;  and  it  is  difengaged  from  it 
by  heat. 

I have  as  yet  found  no  other  folid  body,  not 
pofleflcd  of  alkaline  properties,  capable  of  ab- 
forbing  nitrous  oxide  in  any  date  of  cxiftence. 

The  bodies  pofTcfling  the  Itrongefi:  atBnity 
for  oxygene,  the  dry  fulphites,  muriate  of  tin, 
the  common  fulphures,  white  pruffiate  of  potatb, 
and  green  oxide  of  iron,  do  not  in  the  flighteft 
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degree  adl  on  nitrous  oxide  at  common  tem- 
peratures. 

V.  A6llon  of  different  Gafes  on  Nitrous 
Oxide. 

a.  I'l  meafures  of  muriatic  acid  gas  were  ming- 
led with  7 meafuresof  nitrous  oxide  at  56°.  After 
remaining  together  for  a minute,  they  filled  a 
fpace  equal  to  IQJ  meafures.  When  water 
was  introduced  to  them,  the  muriatic  acid  was  , 
al|forbed  much  more  flowly  than  if  it  had  been 
unmingled. 

In  another  experiment,  when  the  gafes  were 
faturated  with  water,  Q meafures  of  each  of 
them,  when  mingled  and  fuffered  to  remain  in 
contact  for  a quarter  of  an  hour,  filled  a fpace 
nearly  equal  to  19  ; and  after  the  muriatic  acid 
had  been  abforbed  by  potafli,  the  nitrous  oxide 
remained  unaltered  in  its  properties. 

From  the  expanfion,  it  appears  moft  proba- 
ble that  aeriform  muriatic  acid,  and  nitrous 
oxide,  have  a certain  affinity  for  each  other,  and 
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that  they  combine  when  mingled  together  ; for 
in  the  laft  experiment,  the  increafe  of  volume 
cannot  be  accounted  for  by  fuppofing  that  ni- 
trous oxide  undergoes  lefs  change  of  volume 
than  muriatic  acid,  by  aeriform  combination 
with  water,  and  that  the  expantion  depended 
upon  the  folution  of  fome  of  its  combined  water 
by  the  muriatic  acid.  That  muriatic  acid  and 
nitrous  oxide  have  a flight  affinity  for  each 
other,  likevvife  appears  from  the  abforption  of 
nitrous  oxide  by  aqueous  folution  of  muriatic 
acid. 

Thinking  that  nitrous  oxide  might  attra6l 
muriatic  acid  from  its  folution  in  water,  I ex- 
pofed  a minute  quantity  of  fluid  muriatic  acid 
to  nitrous  oxide  ; but  no  alteration  of  volume 
took  place  in  the  gas. 

h.  6 meafures  of  nitrous  oxide  were  mingled 
with  11  meafures  of  fulphureous  acid,  faturated 
with  water ; after  remaining  at  red  for  fix 
minutes,  they  filled  a fpacc  nearly  equal  to  18 
meafures.  Expofed  to  water,  the  fulphureous 
acid  was  abforbed,  but  not  nearly  fo  rapidly  as 
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when  in  a free  ftate.  Sulphur  burnt  with  a 
vivid  flame  in  the  refidual  nitrous  oxide.  7 
meafures  of  fulphureous  acid  were  now  mingled 
with  8 of  nitrous  oxide.  They  filled  a fpace 
nearly  equal  to  15|,  and  no  farther  expanfion 
took  place  afterwards. 

From  thefe  experiments  it  appears  probable 
that  fulphureous  acid,  and  nitrous  oxide,  have 
fome  affinity  for  each  other. 

c.  ] 1 meafures  of  carbonic  acid  were  mingled 
with  8 of  nitrous  oxide  ; they  filled  a fpace 
nearly  equal  to  19  meafures.  On  expofing  the 
mixture  to  cauftic  potafh,  the  carbonic  acid  was 
abforbed,  and  the  nitrous  oxide  remained  pure. 
Hence  it  appears  that  carbonic  acid  and  nitrous 
oxide  do  not  combine  with  each  other. 

d Oxygenated  muriatic  acid,  and  nitrous 
oxide,  were  mingled  in  a water  apparatus  ; there 
was  a flight  appearance  of  condenfation  ; but 
this  was  moft  probably  owing  to  abforption  by 
the  water;  on  agitation,  the  oxygenated  muri- 
atic acid  was  abforbed,  and  the  greater  part  of 

l 

the  nitrous  oxide  remained  unaltered. 
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£.  Sulphurated  hydrogene  and  nitrous  oxide, 
mingled  together,  neither  expanded  or  con- 
tradtcd  ; expofed  to  folution  ofpotafli,  theacid* 
only  was  abforbed.  . 

f.  10  meafures  of  nitrous  gas  were  admitted 
to  1 2 of  nitrous  oxide  at  59°.  They  filled  a fpace 
equal  to  22,  and  after  remaining  together  for 
an  hour,  had  undergone  no  change.  Solution 
of  muriate  of  iron  abforbed  the  nitrous  gas 
without  affedfing  the  nitrous  oxide. 

g.  Nitrous  oxide  was  fucceffively  mingled 
with  oxygene,  atmofpheric  air,  hydro-carbonate, 
phofphoratcd  hydrogene,  hydrogene,  and  nitro- 
gene,  at  570  ; it  appeared  to  poflefs  no  a6lioii 
on  any  of  them,  and  was  feparated  by  water, 
the  gafes  remaining  unaltered. 

h.  As  nitrous  oxide  was  foluble  in  etlier, 
alcohol,  and  the  other  inflammable  fluids,  it 
was  reafonablc  to  fuppofe  that  its  affinity  for 
thofe  bodies  would  enable  them  to  unite  with 

-*  The  experiments  of  Berthollet  have  clearly  proved 
the  perfcQ;  acidity  of  this  fubftaiice. 


( 252  ) 


% 


it  in  the  aeriform  ftate.  At  the  fuggeftion  of 
Dr.  Beddoes  I made  the  following  experiment: 

To  12  meafares  of  nitrous  oxide,  a,t  54°,  I 
introduced  a tingle  drop  of  ether  ; the  gas  im- 
mediately began  to  expand,  and  in  four  minutes 
filled  a fpace  equal  to  fixteen  meafures  and  a 
quarter.  When  an  inflamed  taper  was  plunged 
into  the  gas  thus  holding  ether  in  folution,  a 
light  blue  flame  flowly  pafled  through  it. 

A confiderable  diminution  of  temperature  is 
motl  probably  produced,  from  the  great  ex- 
panfion  of  nitrous  oxide  during  its  combination 
with  ether. 

'A  drop  of  alcohol  was  admitted  to  14  mea- 
fures of  nitrous  oxide.  In  five  minutes,  the 
gas  filled  a fpace  equal  to  fifteen  and  a third  ; 
but  no  farther  diminution  took  place  afterwards. 

A minute  quantity  of  oil  of  turpentine  was 
introduced  to  14  meafures  of  nitrous  oxide  ; it 
filled,  in  4 minutes,  a fpace  rather  lefs  than  14; 
and  no  farther  change  took  place  afterwards. 
Moft  likely  this  contradlion  arofe  from  the  pre- 
cipitation of  the  water  diflblvcd  in  the  gas  by 
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the  Wronger  affinity  of  the  oil  for  nitrous 
oxide.  To  afcertain  with  certainty  if  any  oil 
had  been  diffiolved  by  the  gas,  I introduced 
into  it  a fmall  quantity  of  ammoniac.  It  imme- 
diately became  nightly  clouded,  moll  probably' 
from  the  formation  of  foap,  by  the  combination 
of  the  diffiolved  oil  with  the  ammoniac. 

From  thefe  experiments  we  learn,  that  when 
nitrous  oxide  is  mingled  with  either  carbonic 
acid,  oxygene,  common  air,  hydro-carbonate, 
fulphurated  hydrogene,  hydrogene,  or  nitro- 
gene,  they  may  be  feparated  from  each  other 
without  making  any  allowance  for  contra6lion 
or  expanfion  : but  if  a mixture  of  either  muri- 
atic acid,  or  fulphureous  acid  gas,  with  nitrous 
oxide,  is  experimented  upon  ; in  the  abforption 
of  the  acid  by  alkalies,  the  apparent  volume  of 
gas  condenfed  will  be  Icfs  than  the  real  one,  by 
a quantity  equal  to  the  fum  of  expanfion  from 
combination.  Confequently  a corredlion  mull 
be  made  on  account  of  this  circumfiance. 

Though  alcohol,  ether,  effiential  oils,  and  the 
fluid  inflammable  bodies  in  general,  diflblve 
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nitrous  oxide  with  much  greater  rapidity  than 
water,  yet  as  wc  are  not  perfedlly  acquainted 
with  their  adtion  on  unabtbrbable  gafes,  it  is 
better  to  employ  water  for  feparating  nitrous 
oxide  from  thefe  fubftances;  particularly  as  that 
fluid  is  more  or  lefs  combined  with  all  gafes, 
and  as  .we  are  acquainted  with  the  extent  of  its 
action  upon  them. 

By  purfuing  the  fubjedt  of  the  folution  of 
cffential  oils  in  gafes,  we  may  probably  difeover 
a mode  of  obtaining  them  in  a ftate  of  abfolute 
drynefs.  For  if  other  gafes  as  well  as  nitrous 
oxide,  have  a ftronger  affinity  for  oils  than  for 
water,  water  moft  probably  will  be  precipitated 
from*  them  during  their  folution  of  oils  ; and 
after  their  faturation  with  oil,  it  is  likely  that 
they  are  capable  of  being  deprived  of  that  fub- 
ftance  by  ammoniac. 

VI.  A6ilon  of  aeriform  Nitrous  Oxide  hi  the 
Alkalies.  History  of  the  discovery  of  the  comhlna- 
tions  of  Nitrous  Oxide  ivith  the  Alkalies. 

a.  When  nitrous  oxide  in  a free  ftate  is 
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cxpofed  to  the  folid  cauftic  alkalies  and  alka- 
line earths,  at  common  temperatures,  it  is  nei- 
ther abforbed  nor  a6ted  upon  ; when  it  is  placed 
in  contact  with  folutions  of  them  in  water,  a 
fmall  quantity  is  diflblved  ; but  this  combina- 
tion appears  to  depend  on  the  water  of  the  folu- 
tion,  for  (he  gas  can  be  expelled  unaltered,  at 
the  temperature  of  ebullition. 

h.  Cauftic  potafh  was  expofed  to  nitrous 
oxide  for  13  hours  : the  diminution  was  not  to 
one  fiftieth,  and  this  flight  condenfation  moft 
probably  depended  upon  its  combination  with 
the  water  of  the  gas. 

Concentrated  folution  of  potafh  abforbed 
a fourth  of  its  bulk  of  nitrous  oxide.  When 
the  impregnated  folution  was  heated,  globules 
of  gas  were  given  out  from  it  rapidly  ; but  the 
quantity  colle61ed  was  too  fmall  to  examine. 

Soda,  whether  folid  or  in  folution,  exhibited 
exablly  the  fame  phenomena  with  nitrous  oxide. 
The  folution  of  foda  abforbed  near  a quarter  of 
its  bulk  of  gas. 

c.  1 1 meafurcs  of  ammoniacal  gas  were 
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mingled  with  8 meafures  of  nitrous  oxide  over 
dry  mercury,  both  of  the  gafes  being  faturated 
with  water.  No  change  of  appearance  was 
produced  by  the  mixture,  and  they  filled,  after 
two  minutes,  a fpace  equal  to  I9.  On  the  in- 
trodnclion  ofa  little  water,  the  ammoniac  was 
abforbed,  and  the  nitrous  oxide  remained  un- 
altered, for  it  was  diflblved  by  water  as  rapidly 
as  if  it  had  never  been  mingled  with  ammo- 
niac.* 

7 meafures  of  nitrous  oxide,  expofed  to  6 
meafures  of  folution  of  ammoniac  in  water,  was 
in  an  hour  diminifhed  to  4^  nearly.  When 
the  folution  was  heated  over  mercury,  permanent 
gas  was  produced,  which  was  unabforbablc  by 
a minute  quantity  of  water,  and  folublc  in  a 
large  quantity  ; confequcntly  it  was  nitrous 
oxide. 


* The  Dutch  chemifts  have  afferted,  that  mixture  with 
ammoniac  prevents  the  abforption  of  nitrous  oxide  by  wa- 
ter, either  wholly  or  partially.  Journal  de  Phyfique, 
t.  xliii.  part  ii.  pag.  327.  It  is  difficult  to  account  for 
their  miftahe. 
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d.  Nitrous  oxide  was  expofed  to  dry  cauftic 
ftrontian  ; it  underwent  a diminution  of  nearly 
one  fortieth,  which  moft  likely  was  owing  to 
the  combination  of  the  ftrontian  with  its  water. 

1 1 meafures  of  nitrous  oxide  were  agitated 
in  contad  with  8 of  ftrontian  lime  water  : nearly 
4 meafures  were  abforbed.  The  impregnated 
folutidn  expofed  to  heat,  rapidly  gave  out  its 
gas  ; 3 meafures  were  foon'  colle6tcd,  which 
mingled  with  a fmall  quantity  of  hydrogene, 
and  inflamed  by  the  taperj  gave  a finart  deto- 
nation. 

e.  Nitrous  oxide  expofed  to  lime  and  argil, 
both  wet  and  dry,  was  not  in  the  flighted  de- 
gree adted  upon. 

From  thefe  experiments  it  is  evident  that 
nitrous  oxide  in  the  aeriform  date  cannot  be 
combined  either  with  the  alkalies,  or  the  alka- 
lincearths.  That  a combination  may  be  cdedled 
between  nitrous  oxide  and  thefe  fubdances,  it 
mud  be  prefented  to  them,  in  the  nafeeni Jiate. 

The  falts  compofed  of  the  alkalies  and  nitrous 
oxide,  are  not  analogous  to  any  other  compound 

I 
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fubflances,  being  pofTeffed  of  very  (ingular  prc?^ 
perties.  Before  tbefe  properties  are  detailed,  it 
may  not  be  amifs  to  give  an  account  of  the 
accidental  way  in  which  I difcovered  the  mode? 
of  combination. 

In  December,  defigning  to  make  a 

very  delicate  experiment,  with  a view  to 
afcertain  if  any  water  was  decompofed  du- 
ring the  converfion  of  nitrous  gas  into  nitrous 
oxide,  by  fulphite  of  potafh,  I expofed  200 
grains  of  cryflalifed  fulphite  of  potafH,  con- 
taining great  fuperabundance  of  alkali,  to  14 
cubic  inches  of  nitrous  gas,  containing  one 
eighteenth  nitrogcne.  The  alkali  was  em- 
ployed to  preferve  any  ammoniac  that  might  be 
formed,  in  the  free  date,  as  it  would  otherwife 
combine  with  fulphureous  acid.* 

The  volume  of  gas  diminifhed  with  great 
rapidity  ; in  two  hours  and  ten  minutes  it  was 


* Solphureous  acid  faturates  more  potafh  than  fulphuric 
acid,  fo  that  moft  probably  during  the  converfion  of  ful- 
phite of  potalh  into  fulphate,  portions  of  fulphureous  acid 
arc  difengaged. 


/ 
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reduced  to  67,  which  I contidered  as  the  limit 
of  diminution.  Accidentally,  however,  fuffer- 
ing  it  to  remain  for  three  hours  longer,  I was 
much  furprifed  by  finding  that  not  quite  12 
cubic  inches  remained,  which  conhfted  of 
nitrous  oxide,  mingled  with  the  nitrogene  that 
exifted  before  the  experiment. 

In  accounting  theoretically  for  this  phaeno- 
menon,  different  fuppotitions  necetlarily  pre- 
tented  themfelves.  » 

ift,  It  was  pollible,  that  though  fulphite  of  pot- 
afh,  and  potafh,  feparatcly  polTetled  no  action  on 
free  nitrous  oxide,  yet  in  combination  they  might 
exert  fuch  affinities  upon  it  as  either  to  abforb 
it,  or  make  it  enter  into  new  combinations. 

2dly.  It  was  more  probable  that  the  canftic 
potafh,  though  incapable  of  condenfing  aeriform 
nitrous  oxide,  was  yet  pofTefTed  of  a ftrong 
affinity  for  it  when  in  the  nafceni  Jiat&y  and  that 
the  nitrous  oxide  condenfed  in  the  experiment 
had  been  combined  in  this  flate  with  the  free 
alkali. 

To  afcei'tain  if  the  compound  of  potafh  and 
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llilphile  of  potafh  with  fulphale,  was  capable  of 
adding  upon  nitrous  oxide,  I fuffered  a quan- 
tity of  this  fubftance  to  remain  in  contact  with 
the  gas  for  near  a day  : no  change  whatever 
took  place. 

To  determine  whether  the  diminution  of 
nitrous  oxide  depended  upon  its  abforption  in 
the  nafeent  flate,  by  the  peculiar  compound  of 
potafh  and  fulphite  of  potafh,  or  if  it  was  (imply 
owing  to  the  alkali. 

I mingled  a folutiou  of  fulphite  of  potafh  with 
cauftic  foda  ; the  fait,  after  being  evaporated  at 
adovv  temperature,  was  expofed  to  nitrous  gas. 
The  nitrous  oxide  formed  was  abforbed,  but 
in  rather  lefs  quantities  than  when  alkaline 
fulphite  of  potafh  was  employed. 

Hence  it  was  evident  that  the  alkali  was  the 
agent  that  had  condenfed  the  nitrous  oxide  in 
thofe  experiments,  for  foda  is  incapable  of  com- 
bining either  with  fulphate,  or  fulphite  of  pot- 
afh. 

To  afeertain  whether  any  change  in  the  con- 
ftitution  of  the  nitrous  oxide  had  been  produced 
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by  the  condenfation,  I introduced  afinall  quan- 
tity of  fulphite  of  potatli,  with  excefs  Of  alkali, 
that  had  abforbed  nitrous  oxide,  into  a long 
and  thin  cylindrical  tube  filled  with  mercury  ; 
and  inclining  it  at  an  angle  of  35^^  with  the 
plane  of  the  mercury,  applied  the  heat  of  a fpirit 
lamp  to  that  part  of  the  tube  containing  the 
falts ; when  the  glafs  became  very  hot,  gas  was 
given  out  with  rapidity  ; in  lefs  than  a minute 
the  tube  was  full.  This  gas  was  transfered  into 
another  tube,  and  examined ; it  proved  to  be 
nitrous  oxide  in  its  highefl  date  of  purity;*  for 
a portion  of  it  abforbed  by  common  water,  left 
no  more  than  a refiduum  of  and  fulphur 
burnt  in  it  with  a vivid  rofe-colored  flame. 

Being  now  fatisfied  that  the  alkalies  were 
capable  of  combining  with  nitrous  oxide  ; to 
inveftigate  with  precifion 'the  nature  of  thefe 

new  compounds,  I proceeded  in  the  following 

% 

manner. 

* Hence  we  learn  that  fulphite  of  potalh,  when  firongly 
heated,  does  not  deconopofc  nitrous  oiside,  even  in 
the  najcent  Jlate. 


t 
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VII.  Combination  of  Nitrous  Oxide  ‘ivitb 
Potafij, 

a.  Into  a folution  of  lulphiteof  potalli,  which 
had  been  made  by  palling  fulphureous  acid 
from  a mercurial  airholder  into  cauftic  potafh 
4iIIblved  in  water,  I introduced  17  grains  of 
dry  potath.  The  whole  evaporated  at  a low 
temperature,  gave  143  grains  of  fait.  This  fait 
was  not  wholly  compofed  of  fulphitc  of  potafh 
and  potafli ; it  contained  as  well,  a minute  quan- 
tity of  carbonate,  and  fulphate  of  potafli,  formed 
during  the  evaporation.* 

120  grains  of  it  finely  pulverifed,  and  retain- 
ing the  water  of  cryftalifation,  were  expofed 
to  15  cubic  inches  of  nitrous  gas,  over  mercury. 
The  nitrous  gas  diminifhed  with  great  rapidity, 
and  in  three  hours  a cubic  inch  and  nine  tenths 


* See  the  excellent  memoir  of  Fourcroy  and  Vauquelin 
on  the  fulphureous  acid,  and  its  combinations.  Annales  de 
Chimie,  ii,  54.  Or  Nicholfon's  Phil,  Journal,  vol.  i, 
pag.  313. 
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only  remained,  which  confided  of  nearly  one 
third  nitrous  oxide,  and  two  thirds  nitrogenc 
that  had  pre-exifted  in  the  nitrous  gas.  The 
increafe  of  weight  of  the  fait  could  not  be  deter- 
mined, as  fome  of  it  was  lofl  by  adhering  to  the 
veflel  in  which  the  combination  was  etfe6ted, 
and  to  the  mercury.  It  prefented  no  diftindl 
feries  of  cryftalifations,  even  when  examined  by 
the  magnifier;  rendered  green  vegetable  blues, 

, and  its  talte  was  very  different  from  that  of  the 
remaining  quantity  of  fait  that  had  been  expofed 
to  the  atmofphere.  A portion  of  it  ftrongly 
heated  over  mercury,  gave  out  gas  with  great 
rapidity,  which  had  all  the  properties  of  the 
purefi:  nitrous  oxide. 

When  water  was  poured  upon  fome  of  it,  no 
gas  was  given  out,  and  the  whole  was  equably 
and  gradually  diffolved.  Alcohol,  as  well  as 
ether,  appeared  incapable  of  diffolving'any  part 
of  it. 

When  muriatic  acid  was  introduced  into  it, 
confined  by  mercury,  a rapid  effervefcence  took 
place.  Part  of  the  gas  difengaged  was  fulphu- 


N 
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Teous  acid,  and  carbonic  acid  ; the  remainder 
was  nitrous  oxide. 

■ h.  I made  a number  of  experiments  upon 
falts  procured  in  the  manner  I have  juft  de- 
feribed,  with  a view  to  obtain  the  compound  of 
nitrous  oxide  and  potafh,  free  from  admixture 
, of  other  falts. 

When  the  mixed  fait  was  boiled  in  alcohol 
or  ether,  no  part  of  it  appeared  to  be  diflblved. 
Finding  that  little  or  no  gas  was  given  out 
during  the  ebullition  of  concentrated  folutions 
of  the  mixed  filts,  I attempted  to  feparate  the 
fulphate,  fulphite,  and  carbonate  of  potafh,  from 
the  combination  of  nitrous  oxide  and  potarti. 
by  fuccellive  evaporations  and  cryftalifations. 
But  though  in  this  way  it  was  nearly  freed  from 
fulphate  of  potafh,  yet  the  extreme  and  nearly 
equal  folubility  of  the  other  falts,  prevented  me 
from  completely  feparating  them  from  each 
other. 

By  expofing,  however,  very  finely  pulverifed 
fulphite  of  potafli,  mingled  with  alkali,  for  a 
great  length  of  time  to  nitrous  gas,  it  was  almofi: 
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wholly  converted  into  fnlphate ; and  after  the 
reparation  of  this  by  fokition,  evaporation,  and 
cryftalifation,  at  a low  temperature,  I obtained 
the  new  combination,  mingled  with  very  little 
carbonate  of  potadi,  and  dill  lefs  of  fulphite. 

The  minute  quantity  of  fulphite  chiefly  ap- 
peared in  very  fmall  cryftals  ; difiinc^  from  the 
mafs  of  fait,  which  pofTeffed  no  regular  cryf- 
talifation,  and  was  almofl  wholly  compoled  of 
the  new  compound,  intimately  mingled  .with 
a little  carbonate.  The  new  compound,  as 
nearly  as  as  I could  eflimate  from  the  quantity 
of  nitrous  oxide  abforbed,  confided  of  about 
3 alkali,  to  1 of  nitrous  oxide,  by  weight. 

It  exhibited  the  following  properties  : 

1.  Itstafte  was  caudic,  and  podeded  of  a pun- 
gency diderent  from  either  potadi  or  carbonate 
of  potafh. 

2.  It  rendered  vegetable  blues  green,  which 
might  podibly  depend  upon  the  carbonate  of 
potafh  mixed  with  it. 

3.  Pulverifcd  charcoal  mingled  with  a few 
grains  of  it,  and  indamed,  burnt  with  dight 
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fcintillatlons.  Proje6^ed  into  zinc  in  a ftatc  of 
fufion,  a flight  inflammation  was  produced. 

4.  When  either  fulphuric,  muriatic,  or 
nitric  acid  was  introduced  to  it  under  mercury, 
it  gave  out  nitrous  oxide,  mingled  with  a little 
carbonic  acid. 

5.  Thrown  into  a folution  of  fulphurated 
hydrogene,  gas  was  difengaged  from  it,  but  in 
quantities  too  minute  to  be  examined. 

6.  When  carbonic  acid  was  thrown  into  a 
folution  of  it  in  water,  gas  was  difengaged  ; 
on  examination  it  proved  to  be  nitrous  oxide, 

7.  A concentrated  folution  of  it  kept  in 
ebullition  in  a cylinder,  confined  by  mercury, 
gave  out  a few  globules  of  gas,  which  were  too 
minute  to  be  examined,  and  probably  confiftcd 
of  common  air  previoufly  contained  in  the 
water. 

In  the  experiments  made  to  afeertain  thefe 
properties  all  the  fait  was  expended,  otherwife  I 
fhould  have  endeavoured  to  afeertain  what  quan- 
tity of  gas  would  have  been  liberated  by  heat  from 
a given  weight ; and  likewife  what  would  have 
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been  the  efFet^ls  of  admixture  of  it  with  oil. 
When  fome  of  the  mixed  fait  was  mingled  with 
oil  of  turpentine,  part  of  it  was  ditToIved_,  and 
the  fluid  became  white  ; but  no  gas  was  given 
out.  On  this  coarfe  experiment,  however,  I 
cannot  place  much  dependance.  If  the  com- 
bination of  nitrous  oxide  and  potafh  is  capable 
- of  combining  with  oil  without  decompofition, 
barytes  and  ftrontian*  will  probably  feparatc  the 
oil  from  it,  and  thus  it  may  poflibly  be  obtained 
in  a date  of  purity. 

In  a loiigh  experiment  made  on  the  conver- 
sion of  nitrous  gas  into  nitrous  oxide,  by  con- 
centrated Solution  of  Sulphite  of  potafli  with 
excefs  of  alkali,  very  little  ot  the  nitrous  oxide 
was  absorbed.  Hence  it  is  probable  that  water 

Jeflens  the  affinity  of  potaffi  for  nafeent  nitrous 
oxide. 


* Unlefs  the  fum  of  affinity  of  the  potafli,  oil,  nitrous 
oxide,  and  earths,  fhoifld  be  fuch  as  to  enable  the  nitrous 
oxide  to  combine  with  the  earth,  whilft  the  oil  and  alkali 
remained  in  combination,  &c. 
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VIII.  Combination  of  Nitrous  Oxide  with 
Soda. 

The  union  of  nitrons  oxide  with  foda  is 
elFedled  in  the  fame  manner  as  with  potafh. 
The  alkali,  mingled  by  folution  and  evaporation, 
with  either  fulphite  of  foda,  or  of  potafh,  is  ex- 
pofed  to  nitrous  gas  ; the  nitrous  oxide  is  con- 
denfed  by  it  at  the  moment  of  generation,  and 
the  combination  efFedled. 

As  far  as  I have  been  able  to  obferve,  nitrous 
oxide  is  not  ablbrbed  to  fo  great  an  extent  by 
foda,  as  potafh. 

I have  not  yet  been  able  to  obtain  the  com- 

k 

bination  of  nitrous  oxide  with  foda  in  its  pure 
Hate.  To  the  attainment  of  this  end,  difficul- 
ties identical  with  thofe  noticed  in  the  lalf  fee- 
tion  prefent  themfelvcs.  It  is  extremely  difficult 
to  procure  the  foda  perte6Ily  free  from  carbonic 
acid,  and  though  by  ufing  fulphite  of  potafh  the 
fulphate  formed  is  eafily  feparated,  yet  Hill  evapo- 
ration and  cryftalifation  will  not  difengage  the 
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ftilphitc  and  carbonate  from  the  new  com- 
pound. 

The  compound  of  foda  and  nitrous  oxide, 
mingled  with  a little  fulphite  and  carbonate  of 
foda,  was  rapidly  foluble,  both  in  warm  and 
cold  water,  without  effervefcence.  Its  folution, 
heated  to  ebullition,  gave  out  no  gas.  The 
tafte  of  the  folid  fait  was  cauftic,  and  more 
acrid  than  that  of  the  mixture  of  carbonate  and 
fulphite  of  foda.  When  caft  upon  zinc  in 
fufion,  it  burnt  with  a white  flame.  When 
heated  to  400°  or  500°,  it  gave  out  nitrous 
oxide  with  rapidity.  Nitrous  oxide  was  ex- 
pelled from  it  by  the  fulphuric,  muriatic,  and 
carbonic  acids,  1 helieve,  by  fulphurated 
hydrogene.* 

IX.  Combination  of  Nitrous  Oxide  •with 
Ammoniac. 

I attempted  to  efledt  this  combination  by 

* For  when  a little  of  the  mixed  fait  was  introduced  into 
a folution  of  fulphurated  hydrogene,  globules  of  gas  were 
given  out  during  the  folution. 
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converting  nitrous  gas  into-  nitrous  oxide,  by 
fulphite  of  ammoniac,  wetted  with  ftrong  folu- 
tion  of  cauftic  ammoniac  ; but  without  fuccefs ; 
for  the  whole  of  the  nitrous  oxide  produced 
remained  in  a free  date.  » 

When  I expofed  fulphite  of  potafli,  mingled 
by  foliition  and  evaporation  with  highly  alkaline 
carbonate  of  ammoniac, 'j-  to  nitrous  gas,  the 
diminution  was  nearly  one  fourth  more  than  if 
pure  fulphite  of  potafli  had  been  employed. 
Hence  it  appears  mofl:  likely  that  ammoniac  is 
capable  of  combination  with  nitrous  oxide  in  the 
nafeent  date. 

In  the -experiments  on  the  convertion  of  ni- 
trous gas  into  nitrous  oxide,  by  nafeent  hydro- 
gene, and  by  fulphurated  hydrogene,  Ref.  I. 
Divif  V.  probably  the  water  formed  at  the  fame 


f Carbonate  of  ammoniac  formed  at  a high  tempera- 
ture, containing  near  60  per  cent  alkali,  and  capable  of 
combining  with  fmall  quantities  of  acids  without  giving 
out  its  carbonic  acid.  Of  this  fait  a particular  account  will 
be  given  in  the  experiments  on  the  ammoniacal  falts,  which 
I have  often  mentioned  in  the  courfe  of  this  work. 
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time  with  the  ammoniac  and  nitrous  oxide,  pre- 
vented them  from  entering  into  combination  ; 
pojjihly  the  peculiar  compound  was  formed,  but 
in  quantities  fo  minute  as  not  to  be  diftinguiOied 
from  fimple  ammoniac  ;*  for  even  the  exiftence 
of  ammoniac  in  thefc  procefles,  is  but  barely 
perceptible'. 

If  it  fhould  be  proved  by  future  experiments, 
that  in  the  decompofition*  of  nitrous  gas  by 
nafeent  hydrogene,  a peculiar  compound  of 
nitrous  oxide,  water  and  ammoniac,  is  formed, 
it  will  afford  proofs  in  favor  of  the  dodfrinc 
of  predifpofing  affinity  for  then  this  decom- 

* It  may  not  be  amifs  to  mention  fome  appearances  taking 
place  in  the  decompofition  of  nitrous  gas  by  fulphurated 
hydrogene,  though  it  is  ufelefs  to  theorife  concerning  them. 
The  fulphur  depofited  is  at  firft  yellow  5 as  the  procefs  pro- 
ceeds, it  becomes  white,  and  in  forae  inftances  I have  fuf- 
pe6ted  a diminution  of  it. 


t Predifpofing  affinity,  the  exiftence  of  which  at  firft 
confideration  it  is  difficult  to  admit,  may  be  eafily  accounted 
for  by  fuppofing  the  attractions  of  the  fimple  principles  of 
compound  fubftances.  And  this  doCtrine  will  apply  in  all 
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portion  might  be  fuppofed  to  depend  upon  tju? 
difpofition  of  oxygene,  hydrogene  and  nitro- 
gene  to  afllime  the  flates  of  combination  in 
which  they  might  form  a triple  compound,  of 
water,  nitrous  oxide,  and  ammoniac. 

Nitrous  oxide  might  probably  be  made  to 
combine  with  ammoniac  by  expofing  a mixture 
of  nitrous  gas  and  aeriform  ammoniac,  to  the 
fulphites. 

It  is  probable  that  nitrous  oxide  may  be  com- 
bined with  ammoniac,  by  means  of  double 
affinity.  Perhaps  fulphate  of  ammoniac  and 
the  combination  of  potaffi  with  nitrous  oxide 
mingled  together  in  folution,  would  be  con- 
verted into  fulphate  of  potaffi  and  the  com- 
pound of  nitrous  oxide,  and  ammoniac. 

inftances  where  the  confutation  of  bodies  is  known.  Pre- 
difpofing  affinity  ought  not  to  be  confidered  as  the  affinity  of 
non-cxijting  bodies  for  each  other  j but  as  the  mutual 
affinity  of  their  fimple  principles,  difpofing  them  tp  alfume 
new  arrangements. 
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X.  Prohahilily  of  forming  Compounds  of 
d^itrous  QxiJo  cifiJ  thd  jilkcilinc  Earths. 

. T attempted  to  combine  nitrous  oxide  with 
lime  and  firontinn,  by  expofing  fulphites  of  lime 
and  llrontian  with  excefs  of  earth,  to  nitrous 
gas;  but  this  procefs  did  not  fuccced : the 
diminution  took  place  fo  flowly  as  to  deftroy  all 
hopes  of  gaining  any  refults  in  a definite  time. 
Sulphite  of  potath  is  decompofable  by  barytes, 
flrontian,  and  lime  confequently  it  was  im- 
pofiible  to  employ  this  fubhance  to  etfedt  the 
combination. 

As  the  dry  fulphures,  when  well  made,  con- 
vert nitroLisgas  into  nitrous  oxide,  it  is  probable 
that  the  union  of  the  earths  with  nafeent  nitrous 
oxide  may  be  eff'edfed  by  expofing  nitrous  gas 
to  their  fulphures,  containing  an  excefs  of 
earth. 

Perhaps  the  combination  of  nitrous  oxide  with 


* See  the  above-mentioned  elaborate  memoir  of  Four- 
croy  and  Vauquelin. 


S 
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llrontian  may  be  efFc(5led  by  introducing  the 
combination  of  potafh  and  nitrous  oxide  into 
ftrontian  lime  water. 

It  is  probable  that  nitrous  oxide  may  be  com- 
bined with  clay  and  magnefia,  by  expofing 
tbefe  bodies,  mingled  with  fulpbitc  of  potafli 
or  foda,  to  nitrous  gas. 

XI.  Additional  Ohfervatlons  on  the  combi- 
nations  of  Nitrous  Oxide  with  the  Alkalies. 

m 

A detire  to  complete  phytiological  invelliga- 
tions  relating  to  nitrous  oxide,  has  hitherto 
prevented  me  from  purfuing  to  a greater  extent, 
the  experiments  on  the  combination  of  this  fub- 
flance  with  the  alkalies,  &c.  As  foon  as  an 
opportunity  occurs,  ’ I purpofe  to  refume  the 
fubjedt. 

The  obfervations  detailed  in  the  foregoing 
fedlions  are  fufficient  to  fbow  that  nitrous  oxide 
is  capable  of  entering  into  intimate  union  with 
the  fixed  alkalies  : and  as  the  compounds 
formed  by  this  union  are  infoluble  in  alcohol. 
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decompofable  by  the  acids,  and  heat,  and  pof- 
fefled  of  peculiar  properties,  they  ought  to  be 
confidered  as  a new  clafs  of  faline  fubftances. 

If  it  is  thought  proper,  on  a farther  invefti- 
gation  of  their  properties,  to  fignify  them  by 
fpecific  names,  they  may,  according  to  the  ufu- 
ally  adopted  fafhion  of  nomenclature,  be  called 
nitroxis  : thus  the  rntroxi  of  potajh  would  (ignify 
the  fait  formed  by  the  combination  of  nitrous 
oxide  with  potafh. 

Future  experiments  muft  determine  the 
different  affinities  of  nitrous  oxide  for  the  alka- 
lies, and  alkaline  earths. 

With  regard  to  the  ufes  of  thefe  new  com- 
pounds it  is  difficult  to  form  a guefs.  When 
they  are  obtained  pure,  and  fully  faturated  with 
nitrous  oxide,  on  account  of  the  low  temperature 

at  which  their  gas  is  liberated,  they  will  proba- 

% 

bly  conftitute  detonating  compounds.  From 
their  facility  of  decompofition  by  the  weaker 
acids,  they  may  poffibly  be  ufed  medicinally,  if 
everthe  evolution  of  nitrous  oxide  in  the  ftomach 
fhould  be  found  beneficial  in  difeafes. 
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XII.  The  proper  ties  of  Nitrons  Oxide  refemMe 
thofe  of  Acids. 

If  we  were  inelined  to  generalife,  and  to 
place  nitrous  oxide  among  a known  clafs  of 
bodies,  its  properties  would  certainly  induce  us 
to  confidcr  it  as  more  analogous  to  the  acids 
than  to  any  other  fubdances  ; for  it  is  capable 
of  uniting  with  water  and  the  alkalies,  and  is 
infoluble  in  mod  of  the  acids.  It  differs,  how- 
ever, from  the  dronger  acids,  in  not  poffeding 
the  four  tade,'*  and  the  power  of  reddening 
vegetable  blues  : and  from  both  the  ftronger 
and  weaker  acids,  in  not  being  ccmbinable  when 
in  a perfe611y  free  Hate,  at  common  tcmpcra- 


* The  different  perfons  who  have  refpired  nitrous  oxide 
have,  as  will  be  feen  hereafter,  given  different  accounts  of 
the  tafte ; the  greater  number  have  called  it  fweet,  fome 
metallic.  One  of  my  friends,  in  a letter  to  me  dated  Nov. 
13,  1799}  containing  a detail  of  fome  experiments  made 
on  the  refpiration  of  nitrous  oxide,  at  Birmingham,  denotes 
the  tafte  of  it  by  the  term  fweetifti  faintly  acidulous.” 
To  me  the  tafte  both  of  the  gas  and  of  its  folution  in  water, 
has  always  appeared  faintly  fweetilli. 
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fures,  with  the  alkalies.  If  it  fliould  be  proved 
by  future  experiments,  that  condenfation  by 
cold  gave  it  the  capability  of  immediately  forming 
neutro-faline  compounds  with  the  alkalies ; it 
ought  to  be  confidercd  as  the  weakeft'ofthe 
acids.  Till  thofe  experiments  are  made,  its 
extraordinary  chemical  and  phyfiological  pro- 
perties are  futficient  to  induce  us  to  confider  it 
as  a body  fm  generis. 

It  is  a fingular  fadl  that  nitrous  gas,  which 
contains  in  its  compofition  a quantity  of  oxygene 
fo  much  greater  than  nitrous  oxide,  fhould 
neverthelefs  poflefs  no  acid  . properties.  It  is 
uncombinable  with  alkalies,  very  little  foluble 
in  water,  and  abforbable  by  the  acids. 
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DIVISION  II. 


On  the  DECOMPOSITION  of  NITROUS  OXIDE 
by  COMBUSTIBLE  BODIES.  Its  AN  ALTS  IS. 
OBSERVATIONS  on  the  different  combinations  of 
OXYGENE  and  NITROGENE. 


I.  Preliminaries. 

From  the  phaenomena  mentioned  in  Ref.  I. 
Divif  III.*  it  appears  that  the  combuftible  bodies 
burn,  in  nitrous  oxide  at  certain  temperatures. 
The  experiments  in  this  Divition  were  inflituted 
for  the  purpofe  of  invefligating  the  precife 
nature  of  thefe  combuftions,  with  a view  of 
afcertaining  exa6tly  the  compofition  of  nitrous 
oxide.  ' 

It  will  be  feen  hereafter  that  very  high  tem- 
peratures are  required  for  the  decompofition  of 


* Sedion  2. 
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nitrous  oxide,  by  moft  of  the  combuftible  bodies, 
and  that  in  this  procefs  heat  and  light  are'  pro- 
duced to  a very  great  extent.  Thefe  agents 
alone  ^are  pofTetTed  of  a confiderable  power  of 
a6lion  on  nitrous  oxide  ; of  which  it  is  neceflary 
to  give  an  account,  that  we  may  be  able  to  un- 
derftand  the  phaenomena  in  the  following 
fe6lions, 

* II.  Coiwerjion  of  Nitrous  Oxide  into  Nitrous 
Acid^  and  a Gas  analogous  to  At77iofpberic  Air, 
hy  Ignition, 

a,  * Dr.  Prieftley  aflerts,  that  nitrous  oxide 
expofed  for  a certain  time  to  the  adlion  of  the 
electric  fpark,  is  rendered  immifcible  with 
water,  and  capable  of  diminution  with  nitrous 
gas,  without  fufferingany  alteration  of  volume  ; 
and  likewife  that  the  fame  changes  are  effedled  in 
it  by  expofure  to  ignited  incombuftible  bodies.* 

The  Dutch  chemifts  ftate,  that  the  eledric 
Vol.  ii.  pag.  91. 
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fpark  pafled  through  nitrous  oxide,  occafions  a 
fmall  diminution  of  its  volume,  and  that  the 
gas  remaining  is  analogous  to  common  air.-J- 
They  conclude  that  this  change  depends  on  the 
reparation  ofits  conftituent  parts,  oxygene  and 
iiitrogene,  from  each  other. 

None  of  thefe  chemifis  have  fufpe6ted  the 
produ6tion  of  nitrous  acid  in  this  procefs. 

h.  Nitrous  oxide  undergoes  no  change 
whatever  from  the  limple  action  of  light.  1 
expofed  fome  of  it,  confined  by  mercury,  for 
many  days  to  this  agent,  often  pafling  through 
it  concentrated  rays  by  means  of  a fmall  lens. 
When  examined  it  appeared,  as  well  as  I could 
eftimate,  of  the  fame  degree  of  purity  as  at  the 
beginning  of  the  experiment. 

c.  A temperature  below  that  of  ignition 
efFe6fs  no  alteration  in  the  conftitution  of 
nitrous  oxide.  I pafTed  nitrous  oxide  from  a 

f Journal  de  Phyfique,  tom.  xlili,  part  ii. pag.  330, ‘They 
cfleded  the  fame  change  by  pafling  it  through  a heated 
tube.  Dr,  Prieftlcy  had  publiflied  an  account  of  limilar 
experiments  more  than  two  years  before. 
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retort  containing  decompofing  nitrate  of  am- 
moniac, through  a green  glafs  tube,  ftrongly 
heated  in  an  air-furnace,  but  not  fuffered  to 
undergo  ignition.  ^ The  gas,  received  in  a water 
apparatus  exhibited  the  fame  properties  as  the 
pureft  nitrous  oxide  ; fomc  of  it  abforbed  by 
water,  left  a refiduum  of  not  quite  one  thir- 
teenth. 

d.  1 he  action  of  the  eleddric  fpark  for  a 
long  while  continued,  converts  nitrous  oxide 
into  a gas  analogous  to  atmofpheric  air,  and 
nitrous  acid. 

I paired  about  150  llrong  fliocks  from  a fmall 
Leyden  phial,  through  7 ten  grain  meafures  of 
pure  nitrous  oxide.  After  this  it  filled  a fpace 
rather  lefs  than  fix  meafures  : the  me?'cury  was 
rendered  white  on  the  top,  as  if  it  had  been 
a61ed  on  by  nitric  acid.  Six  meafures  of  nitrous 
gas  mingled  with  the  rcfidual  gas  of  the  experi- 
ment, over  mercury  covered  by  a little  water, 
gave  red  fumes,  and  rapid  diminution.  In  five 
minutes  the  volume  of  the  gafes  nearly  equalled 
ten.  Thermometer  in  this  experiment  was  58\ 


Eledlric  fparks  were  palied  for  an  hour  and  half 
through  7 ten  grain  meafures  of  nitrous  oxide 
over  mercury  covered  with  a little  red  cabbage 
juice,  previoufly  faturated  with  nitrous  oxide, 
and  rendered  green  by  an  alkali.  After  the 
procefs  the  gas  filled  a fpace  equal  to  rather 
more  than  fix  meafures  and  half,  and  the  juice 
was  become  of  a pale  red.  The  gas  was  intro- 

I 

duced  into  a fmall  tube  filled  with  pure  water, 
and  agitated  ; no  abforption  was  perceptible  : 
7 meafures  of  nitrous  gas  added  to  it  gave  red 
fumes,  and  after  fix  minutes  a diminution  to 
9^  nearly.  6^  meafures  of  common  air  from 
the  garden,  with  7 of  nitrous  gas,  gave  cx- 
a6ily  9. 

In  this  experiment  it  was  evident  that  nitrous 
oxide  was  converted  into  a gas  analogous  to 
atmofpheric  air,  at  the  fame  time  that  an  acid 
was  formed.  There  could  be  little  doubt  but 
that  this  was  the  nitrous  acid.  To  afeertain  it, 
however,  with  greater  certainty,  the  electric 
fpark  was  pafTed  through  6 meafures  of  nitrous 
oxide,  over  a little  folution  of  green  fulphate  of 


( ) 

irorij  confined  by  mercury.  As  the  procefs  went 
on,  the  color  of  the  folution  became  rather 
darker.  ’ When  the  diminution  was  com- 
plete, a little  prufliate  of  potafli  was  added 
to  the  folution.  A precipitate  of  pale  blue 
prufliate  of  potafh  was  produced. 

c.  Nitrous  oxide  was  pafled  from  decompofing 
nitrate  of  ammoniac,  through  a porcelain  tube 
well  glazed  infide  and  outfide,  ftrongly  ignited 
in  an  air-furnace,  and  communicating  with  the 
. water  apparatus.  The  gas  collected  was  ren- 
dered opaque  by  denfe  red  vapor.  It  appeared 
wholly  unabforbable  by  water.  After  the  pre- 
cipitation of  its  vapor,  a candle  burnt  in  it  with 
nearly  the  fame  brilliancy  as  in  atmofpheric  air. 
20  meafures  of  it  that  had  been  agitated  in 
water  immediately  after  its  produdion.  min- 
gled with  40  meafures  of  nitrous  gas,  diminiflied 
to  about  47.5  ; whereas  20  meafures  that  had 
remained  unagitated  for  fome  time  after  their 
generation,  introduced  to  the  fame  quantity  of 
nitrous  gas,  gave  nearly  49.  20  meafures  of 

atmofpheric  air,  with  40  of  the  fame  nitrous  gas, 
were  condenfed  to  40. 
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The  water  with  which  the  gas  had  been 
in  contadl,  was  ftrongly  acid.  A little  of  it 
poured  into  a folution  of  green  fulphate  of  iron, 
and  then  mingled  with  pruflian  alkali,  produced 
a green  precipitate.  Hence  the  acid  it  con- 
tained was  evidently  nitrous. 

That  no  fource  of  error  could  have  exifled 
in  this  experiment  from  fitTure  in  the  tube,  I 
proved,  by  fending  water  through  it  whilft 
ignited,  after  the  procefs,  from  the  fame  retort 
in  which  the  nitrate  of  ammoniac  had  been 
decompofed  ; a few  globules  of  air  only  were 
produced,  not  equal  to  one  tenth  of  the  volume 
of  the  water  boiled,  and  which  were  doubtlefs 
previoufly  contained  in  it. 

' I have  repeated  this  experiment  two  or  three 
times,  with  timilar  refults ; whenever  the  air 
was  agitated  in  water  immediately  after  its  pro- 
,du6lion,  it  gave  almofi  the  fame  diminution  with 
nitrous  gas  as  common  air  ; when,  on  the  con- 
trary, it  has  been  fufFered  to  remain  for  fome  time 
in  conta6l  with  the  phlogifticated  nitrous  acid 
fufpended  in  it,  the  condenfation  has  been  lefs 
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wifh  nitrous  gas  by  five  or  fix  hundred  parts. 
Hence  I am  inclined  to  believe,  that  if  it  were 
pofiible  to  condenfe  all  the  nitrous  acid  formed, 
immediately  after  its  generation,  fo  as  to  pre- 
vent  it  from  abforbing  oxygene  from  the  per- 
manent gas,  this  gas  would  be  found  identical 
with  the  air  of  the  atmofphere. 

The  changes  effected  by  fire  on  nitrous 
oxide  are  not  analogous  to  thofe  produced  by 
it  in  other  bodies  ; for  the  power  of  this  agent 
feems  generally  uniform^  either  in  wholly  fepa- 
rating  the  conftituent  principles  of  bodies  from 
each  other,  or  in  making  them  enter  into  more 
intimate  union.* 

It  is  a fingular  phasnomenon,  that  whilfi  it 
condenfes  one  part  of  the  oxygene  and  nitrogene 
of  nitrous  oxide,  in  the  form  of  nitrous  acid  ; 

* On  the  one  hand,  it  decompofes  ammoniac  into  hydro- 
gene and  nitrogene,  whild  on  the  other,  it  converts  free 
oxygene  and'  nitrogene  into  nitrous  acid.  It  likewife  con- 
verts nitrous  gas  into  nitrous  acid  and  nitrogene.  Till 
we  are  more  accurately  acquainted  with  the  nature  of  heat, 
light,  and  ele6tricity,  we  fliall  probably  be  unable  to  ex- 
plain thefe  phaenomena. 
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it  fhoulcl  caufe  the  remainder  to  expand,  in  the 
ftate  of  atinofpheric  air.  Does  not  this  fadi 
aftbrd  an  inference  in  favor  of  the  chemical  com- 
pofition  of  atmofpheric  air  ? 

III.  Decompofitmi  of  Nitroiis  Oxide  hy 
Hydrogene,  at  the  temperature  of  Ignitiofi. 

In  the  following  experiments  on  the  decom- 

pofition  of  nitrous  oxide  by  hydrogene,  the 
/ 

gafes  were  carefully  generated  in  the  mercurial 
apparatus,  and  their  purity  afcertained  by  the 
tefls  mentioned  in  Refearch  I.  They  were 
meafured  in  fmall  tubes  graduated  to  grains, 
and  then  transferred  into  the  detonating  tube, 
which  was  eight  tenths  of  an  inch  in  diameter, 
and  graduated  to  ten  grain  meafures. 

The  fpace  occupied  by  the  gafes  being  noted 
after  the  inflammation  by  tbe  ele6Iric  fhock, 
green  muriate  of  irpn,  and  prufliate  of  potaflb, 
were  fucceflively  introduced,  to  afcertain  if  any 
nitrous  acid  had  been  formed.  The  abforption, 
if  any  took  place,  was  marked,  and  the  gafes 


( 287  ) 


transferred  into  a narrow  grain  meafure  tube, 
and  their  bulk  and  eompofition  accurately  afcer* 
tained. 

h.  The  hydrogene  employed  was  procured  from 
water  by  means  of  zinc  and  fulphuric  acid.  50 
grain  meafuresofit  firedby  the eledtricfpark,  with 
30  grain  meafures  of  oxygene  containing  one 
eleventh  nitrogene,  gave  a retidiium  of  about  4. 
Nitrous  gas  mingled  with  thofe  4,  indicated  the 
prefence  of  rather  lefs  than  1 of  unconfumed  oxy- 
gene. In  another  experiment  23  of  it,  with  20  of 

the  fame  oxygene  left  rather  more  than6retiduum. 

The  nitrous  oxide  was  apparently  pure,  for 
it  left  a remaintler  of  about  ,05  onl^',  when  ab- 
forbed  by  common  water. 

50  of  hydrogene  were  fired  with  40  of 
nitrous  oxide  ; the  concuffion  was  very  great, 
and  the  light  given  out  bright  red  ; no  percep- 
tible quantity  of  nitrous  acid  was  formed  ; the 
retidual  gas  filled  a fpace  equal  to  52.  No  part 
of  it  was  abforbable  by  water,  it  gave  no  dimi- 
nution with  nitrous  gas,  when  it  was  mingled 
with  a little  oxygene,  and  again  a<Sled  on  by  the 
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eletStric  Ipark,  an  inflammation  and  flight  dinfii- 
nution  was  produced. 

I 

d.  33  of  hydrogene  were  fired  with  35  of 
nitrous  oxide : nitrous  acid  was  produced  in 
very  minute  quantity  ; the  gas  that  remained 
was  not  ablbrbable  by  water^  and  filled  a fpacc 
equal  to  3/  grains.  Nitrous  gas  mingled  with 
thefe,  underwent  a very  flight  diminution. 

e,  46  hydrogene  were  fired  with  46  nitrous 
oxide.  The  quantity  of  nitrous  acid  formed 
was  juft  fufficient  to  tinge  the  white  pruffiate 
of  potafh.  The  gafes  filled  a fpace  equal  to  49, 
gave  no  perceptible  diminution  with  nitrous 
gaSj  and  did  not  inflame  with  oxygene. 

^ f.  40  hydrogene  were  fired  with  3Q  nitrous 
oxide  ; no  perceptible  quantity  of  nitrous  acid 
was  formed.  The  refidual  gas  filled  a fpace 
equal  to  41  ; was  unabforbable  by  water,  un- 
derwent no  diminution  when  mingled  with 
nitrous  gas  ; or  when  adled  on  by  the  eledlric 
fpark  in  conta6l  with  oxygene. 

g.  20  hydrogene  were  fired  with  64  nitrous 
oxide ; after  detonation  the  expanfion  of  the 
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gafcs  was  greater  in  this  experiment  than 
any  of  the  preceding  ones  ; denfe  white 
fumes  were  obferved  in  the  cylinder,  and 
a How  contra6tion  of  volume  took  place. 
After  a little  green  muriate  of  iron  had  been 
admitted,  the  gales  filled  a fpace  equal  to 
73  . prufiiate  of  potafh  mingled  with  the  mu- 
riate, gave  a deeper  blue  than  in  any  of  the 
preceding  experiments.  The  refidual  gas  was 
iinabforbable  by  water:  65  of  it,  mingled  with 
65  of  nitrous  gas,  diminithed  to  93  ; vvhilft  65 
of  common  air,  with  6'5  of  nitrous  gas,  gave 
84. 

h.  8 of  hydrogene  were  fired  with  54  of 
nitrous  oxide  ; the  fame  phaenomena  as  were 
ebferved  in  the  laft  experiment  took  place; 
nitrous  acid  was  formed ; after  the  abforption  of 
which  the  refidual  gas  filled  a fpace  equal  to 
55.  50  of  this,  with  an  equal  quantity  of 

nitrous  gas,  diminiflied  to  76.  In  thefe  pro- 
cefTes  the  temperatures  were  from  56®  to  610. 

Thefe  experiments  are  feledted  as  the  moft 
accurate  of  nearly  fifty,  made  on  the  inflamma- 

T 
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tion  of  different  quantities  of  nitrons  oxide  and 
hydrogene. 

As  Mr  Keir  found  muriatic  acid  in  the  fluid, 
produced  by  the  inflammation  of  oxygene  and 
hydrogene  in  clofed  veffels,  in  Dr.  Priettley’s 
experiments,  I preferved  the  refidual  gas  of 
about  3 cubic  inches  of  nitrous  oxide,  that  had 
been  detonated  at  different  times  with  lefs  than 
a cubic  inch  and  half  of  hydrogene  ; but  folu- 
tion  of  nitrate  of  filver  was  not  clouded 
when  agitated  in  this  gas,  nor  when  intro- 
duced into  the  detonating  tube  in  which  the 
inflammation  had  been  made. 

From  thefe  experiments  we  learn  that  nitrous 
oxide  is  decompofable  at  the  heat  of  ignition, 
by  hydrogene,  in  a variety  of  proportions. 

When  the  quantity  of-  hydrogene  very  little 
exceeds  that  of  the  nitrous  oxide,  both  of  the 
gafes  difappear,  water  is  produced,  no  nitrous 
acid  is  formed,  and  the  volume  of  nitrogene  evol- 
ved is  rather  greater  than  that  of  the  nitrous  ox- 
ide decompofed. 

When  the  quantity  of  hydrogene  is  lefs  than 
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that  of  the  nitrous  oxide,  water,  nitrous  acid, 
oxygenc  and  nitrogcne,  arc  generated  in  dif- 
ferent proportions;  one  part  of  the  nitrous 
oxide  is  mod  probably  wholly  decompofed  by 
the  hydrogene,  and  the  other  part  converted 
into  nitrous  acid  and  atmofpheric  air,  in  confe- 
(juence  of  the  ignition. 

From  experiments  c,  d,  and  e,  the  compoti- 
• tion  of  nitrous  oxide  may  be  deduced.  In 
experiment  d,  3Q  of  nitrous  oxide  were  decom- 
pofed by  40  of  hydrogenc,  and  converted  into 
41  of  nitrogene. 

Now  from  h it  appears  that  40  of  hydrogene 
require  for  their  condenfation  about  20.8  of 
oxygene  in  volume  ; fo  that  founding  the  efti- 
mation  upon  the  quantity  of  hydrogene  con- 
fumed,  100  parts  of  nitrous  oxide  would  con- 
fift  nearly  of  03.1  of  nitrogene,  and  30.Q  of 
oxygene.  But  4]  of  nitrogene  weigh  12.4, 
Ref.  I.  Div.  I.  Conlequently,  deducing  the  com- 
pofition  of  nitrous  oxide  from  the  quantity  of 
nitrogene  evolved,  100  parts  of  it  would  confift 
of  03.5  nitrogene,  and  30.5  oxygene. 


( m ) 


Tliefe  eftimations  are  very  little  different 
from  thofe  which  may  be  deduced  from  the 
other  cxperiiTTcnts,  and  the  coincidence  is  in 
favor  of  their  accuracy. 

From  the  following  experiment  it  appears  that 
the  temperature  required  for  the  dccompofition 
of  nitrous  oxide  by  hydrogene  muft  be  higher 

V 

than  that  which  is  neceffary  to  produce  the  in- 
flammation of  hydrogene  with  oxygene.  I in- 
troduced into  fmall  tubes  filled  with  equal  parts 
of  nitrous  oxide  and  hydrogene,  Handing  on  a 
furface  of  mercuiy,  iron  wires  Ignited  to  different 
degrees,  from  the  dull  red  to  the  vivid  white 

I 

heat.  The  gafes  were  always  inflamed  by  the 
white  and  vivid  red  heats ; but  never  by  the 
dull  red  heat,  though  the  laft  uniformly  inflamed 
mixtures  of  oxygene  and  hydrogene,  and  at- 
inofpheric  air  and  hydrogene. 

Dr.  Prieftley'*  firfl:  detonated  together  nitrous 
oxide  and  hydrogene  ; his  experiment  was 
repeated  by  the  Dutch  chemifts,  who  found 
that  when  a fmall  quantity  of  hydrogene  was 
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employed,  the  nitrous  oxide  was  partially  con- 
verted into  a gas  analogous  to  common  air. 
Their  eftimation  of  its  compofition,  which  is 
not  far  removed  from  the  truth,  was  founded 
on  this  pheenomenon.* 

IV.  Decompofilion  of  Nitrous  Oxide  hy  Phof- 
phorus. 

\ 

a.  Phofphorus  introduced  into  pure  nitrous 
oxide  at  common  temperatures,  ,is  not  at  all 
luminous.  It  is  capable  of  being  fufed,  and 
even  fublimed  in  it,  without  undergoing  acidifi- 

4 

cation,  and  without  efFedling  any  alteration  in 
its  compofition. 

About  2 grains  of  phofphorus  were  fufed,  and 
gradually  fublimed,  in  2 cubic  inches  of  pure 
nitrous  oxide,  over  mercury,  by  the  heat  of  a 


* Journal  de  Phylique,  tom.  xliii.  part  2,  pag.  331. 
They  fuppofed  it  to  confili  of  about  37,5  oxygene,  and 
62,5  nitrogene.  The  nearnefs  of  this  account  to  the  truth 
is  (ingular,  when  wc  confider  that  they  were  neither  ac- 
quainted with  the  fpecific  gravity  of  nitrous  oxide,  nor 
with  the  production  of  nitrous  acid  in  this  experiment. 
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burning* lens.  No  alteration  was  produced  in 
the  volume  of  gas,  and  a portion  of  it  abforbed 
by  water,  left  a rcfiduum  of  one  twelfth  only. 

Phofphorus  was  fublimed  in  pure  nitrous 
oxide  over  mercury,  in  a dark  room,  by  an 
iron  heated  nearly  to  ignition  ; but  no  luminous 
appearance  was  perceptible,  nor  was  any  gas 
decompofed. 

h.  Phofphorus  decompofes  nitrous  oxide  at 
the  temperature  of  ignition,  with  greater  or  lefs 
rapidity,  according  to  the  degree  of  heat.  We 
have  already  feen,  that  when  phofphorus  in  adlive 
inflammation  is  introduced  into  nitrous  oxide,  it 
burns  with  intenfely  vivid  light. 

Phofphorus  was  fublimed  by  a heated  wire  in 
ajar  filled  with  nitrous  oxide,  Ifanding  over  warm 
mercury.  In  this  ftate  of  fublimation  an  iron 
heated  dull  red  was  introduced  to  it  by  being 
rapidly  pafTed  through  the  mercury;  a light 
blue  flame  furrounded  the  wire,  and  difappeared 
as  foon  as  it  ceafed  to  be  red. 

To  phofphorus  fublimed  as  before,  in  nitrous 
oxide,  over  warm  mercury,  a thick  wire  ignited 
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io  whltenefs  was  introduced  ; a terrible  detona* 
tion  took  place,  and  the  jar  was  fhattercd  in 
pieces.  i 

By  employing  thick  conical  jars,*  containing 
only  a fmall  quantity  of  nitrous  oxide,  I efFet51ed 
the  detonation  feveral  times  with  fafety  ; but 
on  account  of  the  great  expanfion  of  the  elaftic 
products,  the  jar  was  generally  either  ralfed 
from  the  mercury,  or  portions  of  gas  were 
thrown  out  of  it.  Hence  I was  unable  to  afeer- 
tain  the  exa6t  changes  produced  by  this  mode 
of  decompofition. 

c.  As  my  firft  attempts  to  afeertain  the  confti- 
tution  of  nitrous  oxide  were  made  on  its  decom- 
pofition  by  phofphorus,  I employed  many  dif- 


* Experiments  on  the  detonation  of  nitrous  oxide  with 
phofphorus  in  this  way  require  great  attention.  The  deto- 
' nating  jar  Ihould  be  very  conical  j the  nitrous  oxide  em- 
ployed thould  never  equal  piore  than  one  eighth  of  the 
capacity  of  the  jar.  The  \yire  for  the  inflammation  muft 
be  very  thick,  and  curved  fo  as  to  be  eafily  introduced  into 
the  jar.  When  ignited,  it  muft  be  inftantaneoufly  palTed 
through  the  heated  mercury  into  the  jar. 

Perhaps  the  eleftric  fpark  might  be  advantageoiifly  ap- 
plied for  detonating  pholphoric  vapor  with  nitrous  oxide. 
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ferent  modes  of  partially  igniting  this  fubftance 
in  it  over  mercury,  fo  as  to  produce  a com- 
buftion  without  explofion.  ' 

The  firft  method  adopted  was  inflammation 
by  means  of  oxygenated  muriate  of  potafh.  A 
fmall  particle  of  oxygenated  muriate  of  potafh 
was  inferted  into  the  phofphorus  to  be  burnt. 
On  the  application  of  a wire,  moderately  hot, 
to  the  point  of  infertion,  the  fait  was  decom- 
pofed  by  the  phofphorus,  and  lufficient  fire 
generated  and  partially  applied  by  the  flight 
explofion,  to  produce  the  combuftion  of  the 
phofphorus,  without  the  previous  fublimation 
of  any  part  of  it. 

The  fecond  way  employed  was  the  ignition 
of  a part  of  the  phofphorus,  by  means  of  the 
combuftion  of  a fmall  portion  of  tinder  of  cot- 
ton,* or  paper,  in  contact  with  it,  by  the 
burning  glafs. 

The  third,  and  moft  fuccefsful  mode,  was 
by  introducing  into  the  graduated  jar  containing 

* It  will  be  feen  hereafter  that  thefe  bodies  are  eafily 
inflamed  in  nitrous  oxide. 
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the  nitrous  oxide,  the  phofphoriis  in  a fmall 
tube  containing  oxygene,  fo  balanced  as  to 
fwim  on  the  lurface  of  the  mercury,  without 
communicating  with  the  nitrous  oxide.  The 
phofphorus  was  fired  in  the  oxygene  with  an 
ignited  iron  wire,  by  which  at  the  moment  of 
combuftion,  the  tube  containing  it  was  raffed 
into  the  nitrous  oxide,  and  thus  the  inflamma- 
tion continued. 

d.  In  different  experiments,  made  with  accu- 
racy,Ifound  thatthewholeofaquantity  of  nitrous 
oxide  was  never  decompofable  by  ignited  phof- 
phorus  ; the  combuftion  always  flopped  when 
the  nitrous  oxide  remaining  was  to  the  nitro- 
gene  evolved  as  about  1 to  5 ; likewife  that  the 
volume  of  nitrogene  produced  was  rather  lefs 
than  that  of  the  nitrous  oxide  decompofed,  and 
that  this  deficiency  arofe  from  the  formation  of 
nitrous  acid  by  the  intenfe  ignition  produced 
during  the  procefs. 

Of  one  experiment  I fhall  give  a detail. 

Temperature  being  48°,  two  cubic  inches 
of  pure  nitrous  oxide,  which  had  been  generated 


( 298  ) 


over  mercury,  were  introduced  into  ajar  of  the 

capacity  of  g cubic  inches,  graduated  to  ,1  cubic 

inches,  and  much  enlarged  at  the  bafe.  A grain 

of  phofphorus  was  inferted  into  a fmall  veflel 

/ 

about  one  third  of  an  inch  long,  and  half  an 
inch  in  diameter,  containing  about  15  grain 
meafures  of  very  pure  oxygene  ; this  vetTel, 
which  fvvam  on  the  furface  of  the  mercury,  was 
carefully  introduced  into  the  jar  containing  the 
nitrous  oxide.  The  phofphorus  was  fired  by 
means  of  a heated  wire,  and  before  the  oxygene 
was  wholly  confumed,  the  vefTel  eontaining  it 
elevated  into  the  nitrous  oxide.  The  com- 
buftion  was  extremely  vivid  and  rapid.  After 
the  atmofpheric  temperature  was  reftored,  the 
gas  was  rendered  opaque  by  denfe  white  vapor. 
When  this  had  been  precipitated,  and  the  fmall 
veffel  removed  from  the  jar,  the  gas  filled  a 
fpace  nearly  equal  to  l.g  cubic  inches.  On 
introducing  to  it  a little  folution  of  green  mu- 
riate of  iron,  and  pruffiate  of  potafh,  green 

prufliate  of  iron  was  produced  : hence,  evi- 

% 

dently,  nitrous  acid  had  been  formed. 
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^ On  the  admiffion  of  pure  water,  an  ablbrp- 
tion  of  rather  more  than  ,3  took  place. 

The  l6  meafures  remaining  underwent  no 
perceptible  diminution  with  nitroua  gas  ; the 
taper  plunged  into  them  was  inftantly  extin- 
guifhed.  , 

To  afcertain  if  the  phofphoric  acid  produced 

* 

in  the  experiments  made  under  mercury  did 
not  in  fome  meafure  prevent  the  decompofition 
of  the  whole  of  the  nitrous  oxide  by  the  phof- 
phorus,  I introduced  into  a mixture  of  5 nitro- 
gene  and  1 nitrous  oxide,  ignited  phofphorus  : 
but  it  was  immediately  extiriguithed.* 

The  Dutch  Chemifls  found  that  phofphorus 
might  be  fufed  in  nitrous  oxide  without  being 
luminous:  They  aflert  that  phofphorus  in  a 

ftate  of  inflammation,  introduced  into  this  gas, 
was  imn^ediately  extinguifhed  ; though  when 
taken  out  into  the  atmofphere,  it  again  burnt 
of  its  own  accord.'}'  It  is  difflcult  to  account 
for  their  miftake. 

* Phofphorus  burnt  feebly  with  a white  flame  in  a mix- 
ture of  4 nitrogene  and  1 nitrous  oxide. 

t Journal  de  Phyfique,  xliii,  328. 
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V,  Decompofitlon  of  Nitrous  Oxide  Vy  Phof- 
phorated  Hydrogene. 

a.  It  has  been  mentioned  In  Ref.  II.  Div.  I. 
that  phofphorated  hydrogene  and  nitrous  oxide 
poflTefs  no  adlion  on  each  other,  at  atmofpheric 
temperatures. 

•Phofphorated  hydrogene  mingled  with  ni- 
trous oxide,  is  capable  of  being  inflamed  by  the 
eledtric  fpark,  or  by  ignition. 

h.  E.  1.  10  grain  meafures  of  phofphorated  hy- 
drogene, carefully  produced  by  mcansof  phofpho- 
rus  and  folution  of  cauftic  alkali,  were  mingled 
with  52  meafures  of  nitrous  oxide.  The  ele6lric 
fpark  paired  through  them,  produced  a vivid 
inflammation.  The  elaflic  products  were 
clouded  with  denfe  white  vapor,  and  after  fome 

I 

minutes  filled  a fpace  nearly  equal  to  6o.  On 
the  introdudlion  of  water,  no  abforption  took 
place.  When  43  of  nitrous  gas  were  admitted, 
the  whole  diminifhed  to  70. 

E.  2.  25  of  nitrous  oxide  were  fired  with  10 
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of  phofphoratecl  hydrogene,  by  the  electric 
fpark.  After  detonation*  they  filled  a fpace 
exadily  equal  to  25.  On  the  admilTion  of 
Ibliition  of  green  fiilphate  of  iron,  and  prulTiate 
of  potafh,  no  blue  or  green  precipitate  was  pro- 
duced. On  the  introdudlion  of  water,  no  dimi- 
nution was  perceived.  25  of  nitrous  gas  ming- 
led with  them,  gave  exadly  50. 

£.3.  10  of  nitrous  oxide,  mingled  with  20  of 
phofphorated  hydrogene,  could  not  be  inflamed. 

25  of  nitrous  oxide,  with  20  phofphorated 
hydrogene,  inflamed.  The  gas  after  detonation, 
was  rendered  opaque  by  denfe  white  vapor,  and 
filled  a fpace  nearly  equal  to  45.  No  abforption 
took  place  when  water  was  introduced.  On 
admitting  a little  oxygene  no  white  fumes,  or 
diminution,  was  perceived.  The  elcdljic  fpark 
pafied  through  the  mixture,  produced  an  ex- 
plofion,  with  great  diminution. 
c.  From  E.  l it  appears,  that  when  a fmall  quan- 
tity of  phofphorated  hydrogene  is  inflamed  with 

* In  this  experiment,  as  in  the  laft,  denfe  white  vapor 
was  produced. 
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nitrous  oxide,  both  the  phofphorus  and  hydro- 
gene are  confumed  ; whilft  the  fuperabundanf 
nitrous  oxide,  is  converted  into  nitrous  acid  and 
atmofpheric  air,  by  the  ignition  ; or  a certain 
quantity  is  partially  decompofed  into  atmofpheric 
airby  the  combination  of  a portion  of  its  oxygenc 
with  the  combuftible  gas. 

From  £.2  we  learn,  that  when  the  phofphorated 
hydrogene  and  nitrous  oxide  are  to  each  other 
as  2,5  to  JO  nearly,  they  both  difappear,  whilft 
nitrogene  is  evolved,  and  water  and  phofphoric 
aeid  produced.  Reafoning  concerning  the 
compotition  of  nitrous  oxide  from  this  experi- 
ment, we  fhould  conclude  that  it  was  compofed 
of  about  38  oxygene,  and  62  nitrogene. 

The  refult  of  £.  3 is  interefting;  we  are  taught 
from  it  that  the  affinity  of  phofphorus  for  the 
oxygene  of  nitrous  oxide  is  ftronger  than  that 
of  hydrogene,  at  the  temperature  of  ignition  ; 
fo  that  when  phofphorated  hydrogene  is  min- 
gled with  a quantity  of  nitrous  oxide,  not  con- 
taining fufficient  oxygene  to  burn  both  its  con- 
ftituent  parts,  the  phofphorus  only  is  confumed, 
whilft  the  hydrogene  is  liberated. 
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In  repeating  the  experiments  with  phofpho- 
rated  hydrogene  that  had  remained  for  fome 
hours  in  the>  mercurial  apparatus,  I did  not  gain 
exactly  the  fame  refults  ; for  a larger  quantity 
of  it  was  required  to  decompofe  the  nitrous 
oxide,  than  in  the  former  experiments ; doubt- 
lefs  from  its  having  depofited  a portion  of  its 
phofphorus.  They  confirm,  however,  the 
above  mentioned  conclufions. 

In  the  courfe  of  experimenting,  I pafled  the 
electric  fpark,  for  a quarter  of  an  hour,  through 
about  bo  ineafures  of  phofphorate'd  hydrogenc. 
It  underwent  no  alteration  of  volume.  Phof- 
phorus was  apparently  precipitated  from  it,  and 
it  had  wholly  loft  its  power  of  inflaming,  in 
conta6l  with  common  air.  ^ 

VI.  Decompojition  of  Nitrous  Oxide  hy  SuU 
phur. 

From  the  phaenomena  before  mentioned,* 
Ref.  I.  Div.  III.  S.  IT. 


« 
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relating  to  the  combuftion  of  fulphur  in  nitrous 
oxide,  it  was  evident  that  this  gas  was  only  de- 
compofable  by  it,  at  a much  higher  temperature 
than  common  air. 

I introduced  into  fulphur  in  contact;  with 
nitrous  oxide,  over  mercury  heated  to  1 12^ — 
114°,  a wire  intenfely  ignited.  It  loft  much 
of  its  heat  ip  palling  through  the  mercury,  but 
fiill  appeared  red  in  the  veftel.  The  fulphur 
rapidly  fufed,  and  fublimed  without  being  at 
all  luminous.  This  experiment  was  repeated 
five  or  fix  times,  but  in  no  inftance  could  the 
combuftion  of  fulphur,  by  means  of  the  ignited 
wire,  be  cfFedled. 

i inflamed  fulphur  in  nitrous  oxide  in  the 
fame  manner  as  phofphorus  ; namely,  by  intro- 
ducing it  into  the  fmall  velfel  filled  with  oxy- 

I 

gene,  and  igniting  it  by  means  of  the  heated 
wire.  In  thefe  experiments  the  fulphur  burnt 
with  a vivid  rofe-colored  light,  and  much  ful- 
phuric,  with  a little  fulphureous  acid,  was  formed. 

Experimenting  in  this  way  I was  never,  how- 
ever, able  to  decompofe  more  than  one  third 
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of  the  quantity  of  nitrous  oxide  employed ; 
not  only  the  nitrogene  evolved,  but  likewife  the 
fulphuric  and  fulphureoiis  acids  produced,  flop- 
ping the  combuttion. 

I found  that  tulphur  in  a llate  of  vivid  in- 
flammation, when  introduced  into  a mixture  of 
one  fourth  nitrogene,  and  three  fourths  nitrous 
oxide,  burnt  with  a flame  very  much  enlarged, 
and  of  a vivid  rote  color.  In  one  third  nitro- 
gene,  and  two  thirds  nitrous  oxide,  it  burnt 
feebly  with  a yellow  flame.  In  equal  parts  of 
nitrous  oxide  and  nitrogene,  it  was  inflantly 
extinguifhed. 

Sulphur  burnt  feebly,  with  a light  yellow' 

flame,  when  introduced  ignited  into  a mixture 

of  5 nitrous  gas,  and- 6 nitrous  oxide.  In  one 

third  nitrous  oxide,  and  two  thirds  nitrous  gas, 

it  was  inflantly  extinguifhed.  From  many 

circumftances,  I am  inclined  to  believe  that  ful- 

phur  is  incapable,  at  any  temperature,  of  flowly 

decompofing  nitrous  oxide,  fo  as  to  burn  in  it 

\ 

with  a blue  flame,  forming  fulphureoiis  acid 

alone.  It  appears  to  attract  oxygene  frotn  it 

IJ 
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only  when  inlenfely  ignited,  fo  as  to  form 
chiefly  rulphuric  acid,  and  that  with  great 
rapidity,  and  vivid  inflammation. 

VII.  Decompfjfit  'iQn  of  Nitrons  Oxide  hy  Sul- 
phurated Hydrogene. 

a.  Though  nitrous  oxide  and  fulphuratcd 
hydrogene  do  not  a6l  upon  each  other  at  com- 
mon temperatures,  yet  they  undergo  a mutual 
decompofition  when  mingled  together  in  certain 
proportions,  and  ignited  by  the  elecSlric  fpark. 
From  more  than  twenty  experiments  made 
on  the  inflammation  of  fulphurated  hydrogene 
in  nitrous  oxide,  I felecl  the  following  as  the 
moft  conclufive  and  accurate.  The  temperature 
at  which  they  w’ere  made  was  from  41°  to  4Q°. 

h.  E.  About  35  meafures  of  nitrous 
oxide  were  fired  with  10  of  fulphurated  hydro- 
gene 5 the  expanfion  during  inflammation  was 

very  great,  and  the  flame  Iky-blue.  imme- 
/ 

diately  after,  the  gafes  filled  a fpace  equal  to  * 
48  nearly.  White  fumes  were  then  formed, 
and  they  gradually  contraded  to  40,  On  the 
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adrniffion  of  a little  ftrontian  lime  water,  a flight 
abforptlon  took  plaOe,  with  white  precipitation  ; 
and  the  volume  occupied  by  the  refidual  gas 
nearly  equalled  37.  On  admitting  nitrous  gas 
to  thefe,  no  perceptible  diminution  took  place. 

E.  2.  20  fulphurated  hydrogene,  with  25 

nitrous  oxidcj  could  not  be  inflamed. 

30  nitrous  oxide,  with  22  fulphurated  hydro- 
gene, could  not  be  inflamed. 

35  nitrous  oxide,  with  20  fulphurated  hydro- 
gene, inflamed  with  vivid  blue  light,  and  great 
expanfion.  After  the  explofion,  the  gafes  filled 
exadlly  the  fame  fpace  as  before  the  experiment; 
no  white  fumes  were  perceived,  and  no  farther 
contraction  occurred.  On  the  addition  of 
llrontian  lime  water,  a copious  precipitation, 
with  diminution,  took  place  ; and  the  refidual 
gas  filled  a fpace  nearly  equal  to  35j-. 

E.  3.  47  nitrous  oxide,  and  14  fulphurated 
hydrogenej  inflamed.  After  the  explofion,  the 
gafes  filled  a fpace  nearly  equal  to  65 ; then  white 
fumes  formed,  and  they  gradually  diminifhed 
to  52,  On  the  introduction  of  nuiriate  of  ftron- 
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. tian,  a copious  white  precipitate  was  produced 
and  on  the  addition  of  water,  no  further  ab- 
forption  took  place.  To  the  rcfidual  52,  about 
20  of  nitrous  gas  were  added  ; they  filled  toge- 
ther a fpacc  equal  to  about  6/. 

c.  In  none  of  the  experiments  iiiadc  on  the 
inflammation  of  fulphurated  hydrogene  and 
nitrous  oxide,  could  I afeertain  with  certainty 
the  precipitation  of  fulphur.  In  one  or  two 
procefiTes  the  detonating  tube  was  rendered  a 
little  white  at  the  points  of  conta6f  with  the 
mercury  ; but  this  was  mofi;  probably  owing  to 
the  oxydation  of  the  mercury,  either  by  the 
heated  fulphuric  acid  formed,  or  from  nitrous 
acid  produced  by  the  ignition.  The  prefehce 

I 

of  nitrous  acid  I could  not  afeertain  in  thefe  pro- 
cefies  by  my  ufual  tefts,  becaufe  the  combuftion 
of  fulphur  over  w'hite  prufliate  of  iron,  converts 
it  into  light  green. 

When  I introduced  an  inflamed  taper  into 
about  3 parts  of  fulphurated  hydrogene,  and  2 
parts  of  nitrous  oxide,  in  which  proportions 
they  could  not  have  been  fired  by  the 
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eledric  fpark,  a blue  flame  pafled  through  them, 
and  much  flilphiir  was  depofited  on  the  Tides  of 
the  veflel.  But  this  Tulphur  mofl:  probably  owed 
its  formation  to  the  decompofltion  of  a portion  of 
Tulphurated  hydrogene  not  burnt,  by  the  ful- 
phureoLis  acid  formed  from  the  combuftion  of 
the  other  portion. 

We  may  then  conclude  with  probability,  that 
tulphurated  hydrogene  and  nitrous  oxide  will  not 
decompofe  each  other,  when  adedonby  the  elec- 
tric fpark,  unlefs  their  proportions  are  fuch  as  to 
enable  the  whole  of  the  Tulphurated  hydrogene 
to  be  decompoTed,  To  that  both  oTits  conttituents 
may  become  oxygenated,  by  attrading  oxygene 
from  the  nitrous  oxide  : likewiTe,  that  when  the 
Tulphurated'  hydrogene  is  at  its  inaximwn 
of  inflammation,  the  hydrogene  and  Tulphur 
form  with  the  whole  of  the  oxygene  of  nitrous 
oxide,  water  and  Tulphureous  acid ; where- 

as at  xi's,  mhiimiim  they  produce  water,  and 
chiefly,  wholly,  Tulphuric  acid  ; at  the 

Tame  time  that  the  nitrous  oxide  partiall}^  de- 
compoTed, is  converted  into  nitrogene,  and  a 
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gas  analogous  to  atmorpheric  air,  or  into  nitro- 
gene,  nitrous  acid,  and  atmofpheric  air.  E.  1. 

E.  3. 

By  purfuing  thofe  experiments,  and  uling  larger 
quantities  of  gas,  we  may  probably  be  able  to 
afcertain  from  them  with  accuracy,  the  com- 
polition  of  fulphuric  and  fulphureous  acids. 

I own* I was  difappointed  in  the  refults,  for  I 

expelled  to  have  been  able  to  afcertain  from 

\ 

them,  the  relative  affinities  of  fulphur,  and 
hydrogene  for  the  oxygene  of  nitrous  oxide, 
at  the  temperature  of  ignition.  I conjedured 
that  nitrous  oxide,  mingled  with  excefs  of  ful- 
phurated  hydrogene,  would  have  been  decom- 
pofed,  and  one  of  the  principles  of  it  evolved 
unaltered,  as  was  the  cafe  with  phofphorated 
hydrogene. 

- ' If  we  eflimate  the  compofition  of  nitrous 
oxide  from  the  quantity  of  nitrogene  produced  in 
E,  2,  it  is  compofed  of  about  6l  nitrogene,  and 
39  oxygene. 


I 
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VIII.  Decornpojiiion  of  Niirous  Oxtdt  hy 
Charcoal.  ' 

An  account  of  the  analyfis  of  nitrous  oxide 
by  charcoal  is  given  in  Ref.  I.  Div.  III.  I have 
lately  made  two  experiments  on  the  combuftion 
of  charcoal  in  nitrous  oxide,  in  which  every 
precaution  was  taken  to  prevent  the  exiflence  of 
fources  of  error.  Of  one  of  thefe  I lhall  give 
a detail. 

E.  Temperature  being  5 1®,  about  a grain  of 
charcoal,  which  had  been  expofed  for  fome 
hours  to  a red  heat,  was  introduced  whilft 
ignited,  under  mercury,  and'transferrcd  into  a 
graduated  jar,  containing  3 cubic  inches  of  pure 
nitrous  oxide,  {landing  over  dry  mercury. 

The  focus  of  a burning  lens  was  thrown  on 
the  charcoal ; it  intlantly  inflamed,  and  burnt 
with  great  vividnefs  for  near  a minute,  the  gas 
being  much  expanded.  The  focus  was  con- 
tinually applied  to  it  for  ten  minutes,  when  the 
procefs  appeared  at  an  end.  The  gafes,  when 
the  common  temperature  and  prefTure  were 


\ 
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reflored,  filled  a fpace  equal  to  4/2  cubic 
inches. 

On  introducing  into  them  a few  grain  mea- 
fures  of  fokition  of  green  muriate  of  iron,  for 
the  double  purpofe  of'  faturating  them  with 
moitlure,  and  afeertaining  if  any  nitrous  acid 
had  been  formed,  no  change  of  volume  took 
place ; and  prufliate  of  potafh  gave  with  the 
muriate  a white  precipitate  only. 

On  the  admiffion  of  a fmall  quantity  of  con- 
centrated folution  of  cauftic  potafh,  a diminu- 
tion of  the  gas  flowly  took  place  ; when  it  was 
complete  the  volume  equalled  about  3.05  cubic 
inches.  By  agitation  in  well  boiled  water, 
about  ,9  of  thefe  were  abforbed ; the  remainder 
appeared  to  be  pure  nitrogene. 

The  difference  between  the  eflimation  founded 
upon  the  nitrogene  evolved,  and  that  deduced 
from  the  carbonic  acid  generated  in  this  experi- 
ment, is  not  nearly  fo  great  as  in  that  Ref.  I. 
Div.  III.  Taking  about  the  mean  proportions, 
we  fhould  conclude  that  nitrous  oxide  wascom- 
pofed  of  about  38  oxygene,  and  62  nitrogene. 
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Charcoal  burnt  with  greater  vivldnefs  than  in 

I 

common  air,  in  a mixture  of  one  third  hitrogenc 
and  two  thirds  nitrous  oxide.*  In  equal  parts  of 
nitrous  oxide  and  nitrogene,  its  light  was  barely 
perceptible.  In  one  third  nitrous  oxide,  and 
two  thirds  nitrogene,  it  was  almoft  immediately 
extinguifhed. 

As  charcoal  burns  vividly  in  nitrous  gas, 
when  it  has  been  previoufly  ignited  to  white- 
nefs,  I introduced  it  into  a mixture  of  equal 

parts  of  nitrous  oxide  and  nitrous  gas  ; it  burnt 

/ 

with  a deep  and  bright  red. 

I 

\ 

IX.  Decompojition  of  Nitrous  Oxide  hy 
Hydro-carbonate. 

Nitrous  oxide,  and  hydro-carbpnatc,  potlefs 
no  action  on  each  other,  except  at  high  tem- 
peratures. When  mingled  in  certain  propor- 
tions, and  expofed  to  the  eledtric  fliock,  a new 
arrangement  of  their  principles  takes  place. 

E.  1.  Temperature  being  53o,  35  of 
pitrous  oxide,  mingled  with  15  of  hydro- 
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carbonate,  were  fired  by  the  eledlric  fpark  t 
the  inflammation  was  very  vivid,  and  the 
light  produced,  bright  red.  After  the 
explofion,  the  fpace  occupied  by  the  gafes 
equalled  about  6o.  On  the  admiffion  of  folu- 
tion  of  flrontian,  a copious  white  precipitate 
was  produced,  and  the  gas  diminifhed  by  agita- 
tion, to  rather  more  than  35'.  When  30  of 
nitrous  gas  were  added  to  thefe,  white  fumes 
appeared  and  the  whole  diminifhed  to  02. 
When  a little  muriatic  acid  was  poured  on  the 
white  precipitate  from  the  folution  of  flrontian, 
gas  was  evolved  from  it,  and  it  was  gradually 
diflblved. 

E.  2.  22  nitrous  oxide  were  inflamed  with 

20  hydro-carbonate  ; after  the  explofion,  they^ 
filled  a fpace  equal  to  45  ; when  flrontian  lime 
water  was  introduced,  white  precipitation  took 
place,  and  the  diminution  was  to  31. 

^To  thefe  31,  14  of  nitrous  oxide  were  ad- 
mitted, and  the  eledlric  fpark  pafTed  through 
them ; an  inflammation  took  place  : carbonic 
acid  was  formed,  after  the  abforption  of  \vhicb. 
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the  gas  remaining  filled  a fpace  equal  to  43,  and 
did  not  diminitli  with  nitrous  gas. 

The  hydro- carbonate  employed  in  thefe  ex- 
periments, was  procured  from  alcohol  by  means 
of  fulphuric  acid.  • In  another  fet  of  experi* 
ments  made  with  lefs  accuracy,  the  fame  general 
refults  were  obtained.  Whenever  hydro-car- 
bonate inflamed  with  nitrous  oxide,  both  its 
conftituents  were  oxygenated  ; in  all  cafes  car- 
bonic acid  was  formed,  and  in  no  inftance  free 
hydrogene  evolved,  or  charcoal  precipitated. 

In  the  decornpofition  of  nitrous  oxide  by  hy- 
dro-carbonate, the  refidual  nitrogene  is  lefs 
than  in  in  other  combuftions.  This  circum- 
flahee  I am  unable  to  explain. 

Reafoning  from  analogy,  there  can  be  little 
doubt,  but  that  when  hydro-carbonate  is  in- 
flamed with  excefs  of  nitrous  oxide,  it  will  be 
only  partially  decompounded,  or  converted  into 
nitrogene,  nitrous  acid,  and  atmofpheric  air. 

The  Dutch  Chemifts  have  aflerted,  that  char- 
coal does  not  burn  in  nitrous  oxide,  except  in 
confequence  of  the  previous  decoinpofitbn  of 


f 
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Ihe  gas  by  the  hydrogene always  contained  in  this 
fubftance ; and  likewife,  that  when  hydro-car- 
bonate and  nitrous  oxide  were  mingled  together, 
and  fired  by  the  electric  fpark,  the  hydrogene  only 
was  burnt,  whilfi  the  eharcoal  was  preeipitated. 

It  is  difficult  to  account  for  thefe  numerous 
miftakes.  Their  theory  of  the  non-refpirahility 
of  nitrous  oxide  was  founded  upon  them.  They 
fuppofed  that  the  chief  ufe  of  refpiration  was 
to  deprive  the  blood  of  its  fuperabundant  car- 
bon, by  the  combination  of  atmofpheric  oxy- 
gene  with  that  principle ; and  that  nitrous  oxide 
was  highly  fatal  to  life,  becaufe  it  was  incapable 

of  de-carbonating  the  blood*  ! ! 

\ 

X.  Comhujilon  of  Iron  in  JSitrous  Oxide. 

I introduced  into  ajar  of  the  capacity  of  20 
cubic  inches,  containing  1 1 cubic  inches  of 
nitrous  oxide,  over  mercury,  a fmall  quantity 
of  fine  iron  wire  twifted  together,  and  having 


* Journal  de  Phyfique,  xliii.  334. 
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affixed  to  it  a particle  of  cork.  On  throwing 
the  focus  of  a burnfng  glafs  on  the  cork,  it 
infiantly  inflamed,  and  the  fire  was  communi- 
cated to  the  wire,  which  burnt  with  great 
vividnefs  for  fomc  moments,  projecting  bril- 
liant white  fparks.  After  it  had  ceafed  to  burn 
the  gas  was  increafed  in  volume  rather  more 
than  three  tenths  of  an  inch.  The  nitrous  acid 
tefts  were  introduced,  but  no  acid  appeared  to 
have  been  formed.  On  expofi ng  the  gas  to 
water,  near  4,2  cubic  inches  were  abforbed  : the. 
7,1  remaining  appeared  to  be  pure  nitrogene. 

From  this  experiment  it  is  evident  that  iron 
at  the  temperature  of  ignition,  is  capable  of 
decompofing  nitrous  oxi^Je ; likcwifc  that  it  is 
incapable  of  burning  in  it  when  it  contains  more 
than  three  fifths  nitrogene. 

I attempted  to  inflame  zinc  in  nitrous  oxide, 
in  the  fame  way  as  iron  ; but  without  fuccefs. 
By  keeping  the  focus  of  a burning  glafs  upon 
fomezinc  filings,  in  a fmall  quantity  of  nitrous 
oxide,  I converted  a little  of  the  zinc  into  white 
oxide,  and  confcquently  dccompofed  a portion 
of  the  gas. 
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XI.  Comhufllon  of  Fyrophorus  in  Nitrous 
Oxide. 

« 

Pyrophorus,  which  inflames  un  nitrous  gas, 
and  atmofpheric  air,  at  or  even  below  re- 
quires for  its  combuflion  in  nitrous  oxide  a 
much  higher  temperature.  It 'will  not  burn  in 
it,  or  alter  it,  even  at  212o.  , 

I have  often  inflamed  pyrophorus  in  nitrous 
oxide  over  mercury,  by  means  of  a wire  ftrongly 
heated,  but  not  ignited,  '^rhe  light  produced 
by  the  ignition  of  pyrophorus  in  nitrous  oxide 
is  white,  like  that  produced  by  it  in  oxygene  : 
in  nitrous  gas  it  is  red. 

When  [)yrophorus  burns  out  in  nitrous  oxide, 
a little  increafe  of  the  volume  of  gas  is  produced. 

^ Strontian  lime  water  agitated  in  this  gas  becomes 
clouded ; but  the  quantity  of  carbonic  acid 
formed  is  extremely  minute.  I have  never 
madcany  delicate  experimentson  the  combuflion 
of  pyrophorus  in  nitrous  oxide. 
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XII.  Comhujlion  of  the  Taper  in  Nitrous 
Oxide, 

« 

It  has  been  noticed  by  different  experi- 
mentalifts,  that  the  taper  burns  with  a flame 
confiderably  enlarged  in  nitrous  oxide : fome- 
times  with  a vivid  light  and  crackling  noife,  as 
in  oxygene ; at  other  times  with  a white  central 
flame,  furrounded  by  a feeble  blue  one. 

My  experiments  on  the  combuftion  of  the 
taper  in  nitrous  oxide,  were  chiefly  made  with 
a view  to  afcertain  the  caufe  of  the  double 
flame. 

When  the  inflamed  taper  is  introduced  into 
pure  nitrous  oxide,  it  burns  at  firft  with  a bril- 
liant white  light,  and  fparkles  as  in  oxygene. 
As  .the  combuftion  goes  on,  the  brilliancy  of  the 
flame  diminifhes  ; it  gradually  lengthens,  and 
becomes  furrounded  with  a pale  blue  cone  of 
light,  from  the  apex  of  which  much  unburnt 
charcoal  is  thrown  off,  in  the  form  of  fmoke. 
The  flame  continues  double  to  the  end  of  the 
procefe. 
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When  the  refidual  gafes  are  examined  after 
combuftion,  much  nitrous  acid  is  found  fuf- 

t 

pended  in  them  ; and  they  are  compofed  of 
carbonic  acid,  nitrogene,  and  about  one  fourth 
of  undecompounded  nitrous  oxide. 

The  double  flame  depends  upon  the  nitrous 
acid  formed  by  the  ignition  ; for  it  can  be  pro- 
duced by  plunging  the  taper  into  common  air 
containing  nitrous  acid  vapor,  or  into  a mix- 
ture of  nitrous  oxide  and  nitrogene,  through 
which  nitrous  acid  has  been  difFufed.  It  is 
never  perceived  in  the  combuftion  of  the  taper, 
till  much  nitrous  acid  is  formed. 

In  attempting  to  refpire  fome  refldual  gas  of 
nitrous  oxide,  in  which  a taper  had  burnt  out,  I 
found  it  fo  highly  impregnated  with  nitrous  acid, 
as  to  difable  me  from  even  taking  it  into  my 
mouth. ^ 

The  taper  burns  in  a mixture  of  equal  parts 
nitrous  oxide  and  nitrogene,  at  firtl  with  a 
flame  nearly  the  fame  as  that  of  a candle  in 
common  air  ; white.  Before  its  extindlion  the 
interior  white  flame,  and  exterior  blue  flame, 
are  perceived. 
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The  taper  is  iiiftantly  extinguirhed  in  a mix- 
ture of  one  'fourth  nitrous  oxide,  and  three 
fourths  nitrogene. 

In  a mixture  of  equal  parts  nitrous  oxide  and 
nitrous  gas,  the  taper  burns  at  firtl  with  nearly 
as  much  brilliancy  as  in  pure  nitrous  oxide ; 
gradually  the  double  and  feeble  flame  is  pro- 
duced. ^ 

XIII.  On  the  Comhujiion  of  different  Com- 
pound Bodies  In  JSJl/rous  Oxide.  ^ 

I 

All  the  folid  and  fluid  compound  inflammable 
bodies  on  which  I have  experimented,  burn  in 
nitrous  oxide,  at  high  temperatures.  Wood,  cot- 
ton, and  paper,  are  eafily  inflamed  in  it  by  the 
burning  glafs.  During  their  combuftion,  ni- 
trous acid  is  always  formed,  carbonic  acid,  and 
water  produced,  and  nitrogene  evolved,  rather 
lefs  in  bulk  than  the  nitrous  oxide  decompofed. 

I have  already  mentioned  that  alcohol  and 
ether  are  foluble  in  nitrous  oxide.  When  an 
ignited  body  is  introduced  into  the  folution  of 

W 
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alcohol,  or  ether  in  nitrous  oxide,  a flight 
explofion  takes  place. 

XIV.  General  Conclnfions  relating  to  the 
Decompojitlon  of  Nitrous  Oxide^  and  to  its 
Analyfis. 

From  what  has  been  faid  in  the  preceding 
rc(^ions,  it  appears  that  the  inflammable  bodies, 

I 

in  general,  require  for  their  combiiftion  in 
nitrous  oxide,  much  higher  temperatures  than 

thofe  at  which  they  burn  in  atmofpheric  air,  or 

/ 

oxygene. 

When  intenfely  heated  they  decompofe  it, 
with  the  produdlion  of  much  heat  and  light, 
and  become  oxygenated. 

During  the  combuftion  of  folid  or  fluid  bodies, 
producing  flame,  in  nitrous  oxide,  nitrous  acid 
is  generated,  mofl:  probably  from  a new  arrange- 
ment of  principles,  analogous  to  thofe  obferved 

in  Sedl.  II,  by  the  ignition  of  that  part  of  the 

* 

gas  not  in  contadl  with  the  burning  fubftance, 
Likewife  when  nitrous  oxide  in  excefs  is  dccom- 
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pofed  by  inflammable  gafes,  nitrous  acid,  and 

» 

fometimes  a gas  analogous  to  common  air,  is 
produced,  doubtlcfs  from  the  fame  caufe. 

Pyrophorusis  the  only  body  that  inflames  in 
nitrous  oxide,  below  the  temperature  of 
ignition. 

Phofphorus  burns  in  it  with  the  blue  flame, 
probably  forming  with  its  oxygene  only  phof- 
phoreous  acid  at  the  dull  red  heat,  and  with  the 
intenfely  vivid  flame,  producing  phofphoric  acid 
at  the  white  heat. 

Hydrogene,  charcoal,  fulphur,  iron,  and  the 
^mpound  inflammable  bodies,  decompofe  it 
only  at  heats  equal  to,  or  above,  that  of  ignition  : 
probably  each  a different  temperature. 

From  the  phaenomena  in  Sedf.  V.  it  appears, 
that  at  the  temperature  of  intenfe  ignition,  phof- 
phorus  has  a flronger  affinity  for  the  oxygene 
of  nitrous  oxide  than  hydrogene  ; and  reafoning 
from  the  different  degrees  of  eombuftibility  of 
the  inflammable  bodies,  in  mixtures  of  nitrous 
oxide  and  nitrogene,  and  from  other  phaeno- 
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mena,  we  may  conclude  with  probability,  that 
at  about  the  white  heat,  the  affinity  of  the  comr 
buftible  bodies  for  oxygene  takes  place  in  the 
following  order.  Phofphorus,  hydrogene,  char- 
coal,* iron,  fulphur,  &c. 

This  order  of  attra61ion  is  very  different 
from  that  obtaining  at  the  red  heat  ; in 
which  temperature  charcoal  and  iron  have  a 
much  ftronger  affinity  for  oxygene  than  either 
phofphorus  or  hydrogene.-^ 

The  fmallefl  quantity  of  oxygene  given  in 
the  different  analyfes  of  nitrous  oxide  juft  de- 
tailed, is  thirty  five  hundred  parts  ; the  greateft 
proportion  is  thirty-nine. 

Taking  the  mean  eftimations  from  the  moft 
accurate  experiments,  we  may  conclude  that 
100  grains  of  the  known  ponderable  matter  of 


* As  is  proved  by  the  decompofition  of  os-ide  of  iron  and 
fulphnric  acid  by  charcoal,  at  that  temperature. 

f Hydrogene  at  or  about  the  red  heat,  appears  to  attrad 
oxygene  ftronger  than  phofphorus.  Sec  Dr.  Prieftley’s 
experiments,  vol.  i.  page  262. 
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nitrous  oxide,  confift  of  about  36,7  oxygene, 
and  63,3  nitrogene  ; or  taking  away  decimals, 
of  37  oxygene  to 63 nitrogene;  which  is  identital 
with  the  eftimation  given  in  Refearcb  I. 

XV.  Ohfervations  on  the  conibhiatlons  of  . 
Oxygene  and  Nitrogene, 

I 

During  the  decompofitions  of  the  combina- 
tions of  oxygene  and  nitrogene  by  combuftible  ^ 
bodies,  a confiderable  momentary  expantion  of 
the  a(5ting  fubftances,  and  the  bodies  in  conta6l 
with  them  is  generally  produced,  connected  with 
increafed  temperature ; whiltl  light  is  often 
' generated  to  a great  extent. 

Of  the  caufes  of  thefe  phaenomena  we  are  at 
prefent  ignorant.  Our  knowledge  of  them 
muft  depend  upon  the  difcovery  of  the  precife 
nature  of  heat  and  light,  and  of  the  laws  by 
which  they  are  governed.  The  application  of 
general  hypothefes  to  ifolated  fadts  can  be  of 
little  utility ; for  this  reafon  I (hall  at  prefent 
forbear  to  enter  into  any  difcuflions  concerning  ' 
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thofe  agents,  which  are  imperceptible  to  the 
fenfes,  and  known  only  by  folitary  effects. 

Analyfis  and  fynthcfis  clearly  prove  that 
oxygene  and  nitrogenc  conftitute  the  known 
ponderable  matter  of  atmofpberic  air,  nitrous 
oxide,  nitrous  gas,  and  nitric  acid. 

That  the  oxygene  and  nitrogene  of  atmof- 
pheric  air  cxift  in  chemical  union,  appears 
almoft  demonftrable  from  the  following  evi- 
dences. 

ift.  The  equable  diffufion  of  oxygene  and 
nitrogene  through  every  part  of  the  atmofphere,  ' 
which  can  hardly  be  fuppofed  to  depend  on 
any  other  caufe  than  an  affinity  between  thefe 
principles.* 

2dly.  The  difference  betw^een  the  fpecific 

* That  attradtion  muft  be  called  chemical,  which  enables 
bodies  of  different  fpecific  gavities  to  unite  in  fuch  a manner 
as  to  produce  a compound,  in  every  part  of  which  the  con- 
ftituents  are  found  in  the  fame  proportions  to  each  other. 
Atmofpheric  air,  examined  after  having  been  at  perfedt 
reft  in  doled  vcflels,  for  a great  length  of  time,  contains  in 
every  part  the. fame  proportions  of  oxygene  and  nitrogene  j 
whereas  if  no  affinity  exifted  between  thefe  principles, 
following  the  laws  of  fpecific  gravity,  they  ought  to  fepa- 
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gravity  of  atmofpheric  air,  and  a mixture  of  27 
parts  oxygenc  and  73  nitrogene,  as  found  by 
calculation  ; a difference  apparently  owing  to 
expantion  in  confequence  of  combination. 

3dly.  The  convertion  of  nitrous  oxide  into 
nitrous  acid,  and  a gas  analogous  to  common 
air,  by  ignition. 

4thly.  The  folubility  of  atmofpheric  air  un- 
decompounded in  water. 

Atmospheric  Air,  then,  may  be  confi- 
dcred  as  the  leaft  intimate  of  the  combinations  \ 

of  nitrogene  and  oxygene. 

\ 

It  is  an  elaftic  fluid,  permanent  at  all  known 
temperatures,  confifting  of  ,73  nitrogene,  and 
,27  oxygene.  It  is  decompofable  at  certain  tem- 
peratures, by  moft  of  the  bodies  poffefiing 
affinity  for  oxygene.  It  is  foluble  in  about 
thirty  times  its  bulk  of  water,  and  as  far  as  we 
are  acquainted  with  its  affinities,  incapable  of 

rate  j the  oxygene  forming  the  inferior,  the  nitrogene  the 
fuperior  ftratum. 

The  fuppofition  of  the  chemical  compofition  of  atmof- 
pheric air,  has  been  advanced  by  many  philofophers.  The 
two  firft  evidences  have  been  often  noticed. 
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combining  with  moft  of  the  fimple  and  com- 
pound fubfiances.  100  cubic  inches  of  it 
weigh  about  31  grains  at  55°  temperature,  and 
30  atmofpheric  preflu  re. 

Nitrous  Oxide  is  a gas  unalterable  in  its 
conflitution,  at  temperatures  below  ignition. 
It  is  compofed  of  oxygene  and  nitrogcnc,  exift- 
ing  perhaps  in  the  mofl  intimate  union  which 
thofe  fubftances  are  capable  of  afluming.* 
Its  properties  approach  to  thofe  of  acids.  It 
is  decompofable  by  the  combuftible  bodies  at 
very  high  temperatures,  is  foluble  in  double  its 
volume  of  water,  and  in  half  its  bulk  of  moft  of 
the  inflammable  fluids.  It  is  combinable  with 
the  alkalies,  and  capable  of  forming  with  them 
peculiar  falts.  100  grains  of  it  are  compofed 
of  about  63  nitrogene,  and  37  oxygene. 
too  cubic  inches  of  it  weigh  50  grains, 
at  55°  temperature,  and  30  atmofpheric  pref- 
fure. 

*'For  It  is  unalterable  by  thofe  bodies  which^ave  capable 
of  attrading  oxygene  from  nitrous  gas  and  nitrous  acid,  at 
common  temperatures. 


Nitrous  Gas  is  compofed  of  about  ,56 
oxygene,  and  ,44  nitrogene,  in  intimate  union. 
It  is  foluble  in  twelve  times  its  bulk  of  water, 
and  is  combinable  with  the  acids,  and  certain 
metallic  folutions ; it  is  poflefled  of  no  acid 
properties,  and  is  decompofable  by  mod  of  the 
bodies  that  attradl  oxygene  ftrongly,  at  high 
temperatures.  100  cubic  inches  of  it  weigh 
about  34  grains,  at  the  mean  temperature  and 
prefTure. 

Nitric  Acid  is  a fubftance  permanently 
aeriform  at  common  temperatures,  compofed  of 
about  1 nitrogene,  to  2,3  oxygene.  It  is  folu- 
ble to  a great  extent  in  water,  and  combinable 
with  the  alkalies,  and  nitrous  gas.  It  is  decom- 
pofable by  mod  of  the  combuftible  bodies,  at 
certain  temperatures.  100  cubic  inches  of  it 
weigh,  at  the  mean  temperature  and  prefTure, 
nearly  76  grains. 
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RESEARCH  111. 


DIVISION  I. 

EXPERIMENTS  and  OBSERVATIONS  on  the 
EFFECTS  produced  upon  ANIMALS  by  the  RES-' 
PIRATION  of  NITROUS  OXIDE. 


I.  Preliminaries. 

TPhe  term  reffirahle,  in  its  phyfiological 
application;,  has  been  differently  employed.  Some 
times  by  the  refpirability  of  a gas  has  been 
meant,  its  power  of  fupporting  life  for  a great 
length  of  time,  when  repeatedly  applied  to  the 
blood  in  the  lungs.  At  other  times  all  gafes' 
have  been  confidered  as  refpirable,  which  were 
capable  of  introduction  into  the  lungs  by  volun- 
tary efforts,  without  any  relation  to  their 
vitality. 
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In  the  laft  fenfe  the  word  refpirable  is  nioft 
' properly  employed.  In  this  Tenfe  it  is  ufed  in 
the  following  fedlions. 

Non-refpirable  gafes  are  thofe,  which  when 
applied  to  the  external  organs  of  refpiration, 
Simulate  the  mufcles  of  the  epiglottis  in  fuch  a 

I 

way  as  to  keep  it  perfectly  dole  on  the  glottis ; 
thus  preventing  the  fmalleft  particle  of  gas  from 
entering  into  the  bronchia,  in  fpite  of  voluntary 
exertions  ; fuch  are  carbonic  acid,  and  acid  gafes 
in  general.'’^ 

Of  refpirable  gafes,  or  thofe  which  are  capa- 
ble of  being  taken  into  the  lungs  by  voluntary 
efforts. 

One  only  has  the  power  of  uniformly  fup- 
porting  life  ; — atmofpheric  air.  Other  gafes, 
when  refpired,  fooner  or  later  produce  death  ; 
but  in  different  modes. 

Some,  as  nitrogene  and  hydrogene,  effed  no 
pofitive  change  in  the  venous  blood.  Animals 

* See  the  curious  experiments  of  Rofier,  Journal  de 
Phyfique,  1786,  vol.  1,  pag.4l9. 
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immerfed  in  thefe  gafes  die  of  a difeafe  pro- 
duced by  privation  of  atmofpheric  air,  analogous 
to  that  occafioned  by  their  fubmerfion  in  water^ 
or  non-refpirable  gafes. 

Others,  as  the  different  varieties  of  hydro- 
carbonate, deflroy  life  by  producing  fome  pofi- 
tive  change*  in  the  blood,  which  probably  im- 
mediately renders  it  incapable  of  fupplying 
the  nervous  and  mufcular  fibres  with  principles 
efiential  to  fenfibility  and  irritability. 

Oxygene,  which  is  capable  of  being  refpired 
for  a much  greater  length  of  time  than  any 
other  gas,  except  common  air,  finally  deftroys 
life  ; firfl  producing  changes  .in  the  blood, 
connedied  with  new  living  a61ion.'|“ 

After  experiments,  to  be  detailed  hereafter, 
made  upon  myfelf  and  others,  had  proved  that 
nitrous  oxide  was  refpirable,  and  capable  of 

* As  appears  from  the  experiments  of  Dr.  Beddoes; 
likewife  thole  of  Mr.  Watt. 

+ As  appears  from  the  experiments  of  Lavoificr  and  Dr. 
Beddoes  and  as  will  be  feen  hereafter. 
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* riipportlng  life  for  a longer  lime  than  any 
of  the  gafes,  except  atniofpheric  air  and  oxygene^ 
I was  anxious  to  afcertain  the  effedls  of  it  upon 
animals,  in  cafes  where  its  adion  could  be 
carried  to  a full  extent ; and  to  compare  the 
changes  occafioned  by  it  in  their  organs,  with 
thofe  produced  by  other  powers.  . 

II.  On  the  refpiration  of  Nitrons  Oxide  by 
warm-blooded  Animals. 

0 

The  nitrous  oxide  employed  in  the  following 
experiments,  was  procured  from  nitrate  of  am- 
moniac, and  received  in  large  jars,  filled  with 
water  previoufly  faturated  with  the  gas.  The 
animal  was  introduced  into  the  jar,  by  being 
. carried  under  the  water  ; after  its  introduction, 
the  jar  was  made  to  reft  on  a fhelf,  about  half 
an  inch  below  the  furfaceof  the  water  ; and  the 
animal  carefully  fupported,  fo  as  to  prevent 
his  mouth  from  refting  in  the  water. 

This  mode  of  experimenting,  either  under 
water  or  mercury,  is  abfolutely  neceflary,  to 


e 
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afcertain  with  accuracy  the  effedls  of  pure  gafes 
on  living  beings.  In  Tome  experiments  that  I 
made  on  the  refpiration  of  nitrous  oxide,  by 
animals  that  were  plunged  into  jars  of  it  opened 
in  the  atmofphere,  and  immediately  clofed  after 
their  introdudion,  the  unknown  quantities  of 
common  air  carried  in,  were  always  fufficient 
to  render  the  refults  perfectly  inaccurate. 

Animals  fulFer  little  or  nothing  by  being  palled 
through  water. 

That  the  phenomena  in  thefe  experiments 
might  be  more  accurately  obferved,  two  or  three 
perfons  were  always  prefent  at  the  time  of  their 
execution,  and  an  account  of  them  was  noted 
down  immediately  after. 

a.  A flout  and  healthy  young  cat,  of  four 
or  five  months  old,  was  introduced  into  a large 
jar  of  nitrous  oxide.  For  ten  or  twelve  moments 
he  remained  perfectly  quiet,  and  then  began 
to  make  violent  motions,  throwing  himfelf  round 
the  jar  in  every  direction.  In  two  minutes  he 
appeared  quite  exhautled,  and  funk  quietly  to 
the  bottom  of  the  jar.  On  applying  my  band 

X 
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to  the  thorax,  I found  that  the  heart  beat  with 
extreme  violence  ; on  feeling  about  the  neck,  1 
could  diftindtly  perceive  a hrong  and  quK'k 
pulfation  of  the  carotids.  In  about  three 
minutes  the  animal  revived,  and  panted  very 
much  ; but  iVdl  continued  to  lie  on  his  fide. 
^is  infpirations  then  became  longer  and  deeper, 
and  he  fomelitnes  uttered  very  feeble  cries.  In 
four  minutes  the  pulfations  of  the  heart  appeared 
quicker  and ‘feebler.  His  infpirations  were  at 
long  intervals,  and  very  irregular ; in  five 
minutes  the  pulfe  was  hardly  perceptible  ; he 
made  no  motions,  and  appeared  wholly  fenfelefs. 
After  five  minutes  and  quarter  he  was  taken  out, 
and  expofed  to  the"  atmofpherc  before  a warm 
fire.  In  a few  feconds  he  began  to  move,  and 
to  take  deep'  infpirations.  In  five  minutes 
he  attempted  to  rife  on  his  legs ; but  foon  fell 
again,  the  extremities  being  flightly  convulfed. 
In  eight  or  nine  minutes  he  was  able  to  walk, 
but  his  motions  were  Haggering  and  unequal, 
the  right  leg  being  convulfed,  whilfi:  the  other 
was  apparently  flifF  and  immoveable  ; in  about 
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half  an  hour  he  was  almoft  completely  recovered* 

b.  A healthy  kitten,  of  about  fix  weeks  old. 
Was  introduced  into  nitrous  oxide.  She  very 
foon  began  to  make  violent  exertions,  and  ia 
lefs  than  a minute  fell  to  the  bottom  of  the 
receiver,  as  if  apoplectic.  At  this  moment, 
applying  my  hand  to  her  fide,  I felt  the  heart 
beating  with  great  violence.  She  continued 

' gafping,  with  long  infpirations,  for  three 
minutes  and  half ; at  the  end  of  five  minntes 
and  half  fhe  was  taken  out  completely  dead. 

c.  Another  kitten  of  the  fame  bre^d  was 
introduced  into  nitrous  oxide,  the  day  after. 
She  exhibited  the  fame  phaenomena,  and  died 
in  it  in  about  five  minutes  and  half. 

d.  A fmall  dog  that  had  accidentally  met 
with  a difiocation  of  the  vertebrae  of  the  loins, 
and  was  in  great  pain,  as  manifefied  by  his 
moaning  and  whining,  was  introduced  into  a 
large  jar  of  nitrous  oxide.  He  immediately 
became  quiet,  and  lay  on  his  fide  in  the  jar, 
breathing  very  deeply.  In  four  minutes  his 
refpiration  became  noify,  and  his  eyes  fparkled 
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very  much.  I was  not  able  to  apply  my  hancF 
to  the  thorax.  In  live  minutes  he  appeared' 
fenfelefs,  and  in  feven  minutes  was  perfedlly 
■ dead. 

e,  A Itrong  rabbit,  of  ten  or  twelve  months 
old,  was  introduced  into  nitrous  oxide.  He 
immediately  began  to  ftruggle  very  much,  and 
in  a minute  fell  down  fenfelefs  : in  two  minutes 
the  legs  became  convulfed,  and  his  infpirations 
were  deep  and  noify  : in  lefs  than  live  minutes 
he  appeared  pcrfedlly  dead. 

/.  A rabbit  of  a month  old  introduced  into 
nitrous  oxide,  became  fenfelefs  in  lefs  than  a 
minute  ; the  pulfations  of  the  heart  were  very 
llrong  at  this  moment : they  gradually  became 
weaker,  and  in  three  minutes  and  half  the 
animal  was  dead. 

g.  Another  rabbit  of  the  fame  breed,  after 
being  rendered  fenfelefs  in  nitrous  oxide  in  a 
minute  and  half,  was  taken  out.  He  foon 
became  convulfed;  in  a minute  began  to  breathe  * 
quickly ; in  two  minutes  attempted  to  rife,  but 
ftaggered,  and  fell  ag^in  on  his  lide.  His  hinder 
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legs  were  paralytic  for  near  five  minutes.  In 
twenty  he  hadalmoft  recovered. 

g.  A middle  fized  guinea-pig  was  much  con- 
vulfed,  after  being  in  nitrous  oxide'for  a minute. 
In  two  minutes  and  half  he  was  fenfelefs. 
Taken  out  at  this  period,  he  remained  for  fome 
minutes  by  the  fide  of  a warm  fire,  without 
moving  ; his  fore  legs  then  became  convulfed  ; 
his  hind  legs  were  perfectly  paralytic.  In  this 
flate  he  continued,  without  attempting  to  rife 
or  move,  for  near  an  hour,  when  he  died. 

h.  A large  and  old  guinea-pig  died  in  nitrous 
oxide,  exhibiting  the  fame  phaenomena  as  the 
other  animals,  in  about  five  minutes  and  quar- 
ter. A young  one  was  killed  in  three  minutes 
and  half. 

i 

i.  A finall  guinea-pig,  after  breathing  nitrous 
oxide  for  a minute  and  half,  was  taken  out,  and 
placed  before  a warm  fire.  He  was  for  a few 
minutes  a little  convulfed  ; but  in  a quarter  of 
an  hour  got  quite  well,  and  did  not  relapfe. 

k.  A large  moufe  introduced  into  nitrous 
oxide,  was  for  a few  fcconds  very  active.  In 
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half  a minute  he  fell  down  fenfelefs ; in  a minute 
and  quarter  he  appeared  perfectly  dead. 

/.  A moufe  taken  out  of  nitrous  oxide,  after 
being  in  it  for  half  a minute,  continued  con- 
vulfed  for  fome  minutes,  but  finally  recovered. 

m.  A young  hen  was  introduced  intoavefTel 
filled  with  nitrous  oxide.  She  immediately 
began  to  ftruggle  very  much  ; fell  on  her  bread; 
in  lefs  than  half  a minute,  and  in  two  minutes 
was  quite  dead. 

w.  A goldfinch  died  in  nitrous  oxide  in 
lefs  than  a minute. 

. In  each  of  thefe  experiments  a certain  abforp- 
tion  of  the  gas  was  always  perceived,  the  water 
rifing  in  the  jar 'during  the  refpiration  of  the 
animal.  From  them  we  learn 

ift.  That  nitrous  oxide  is  deftruclive  when 
refpired  for  a certain  time  to  the  warm  blooded 
animals,  apparently  previoufly  exciting  them  to 
a great  extent. 

2dly.  That  when  its  operation  is  flopped 
before  compleat  exhauflion  is  brought  on,  the 
healthy  living  adlion  is  capable  of  being  gra- 
dually reproduced,  by  enabling  the  animal  to 
refpire  atmofpheric  air. 


/ 
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3dly.  That  exhauftion  and  death  is  produ- 
ced in  the  fmall  animals  by  nitrous  oxide  tboner 
than  in  the  larger  ones,  and  in  young  animals 
of  the  fame  fpecies,  in  a fhorter  time  than  in 
old  ones,  as  indeed  Dr.  Beddoes  had  conjei^tured 
a pnori  would  be  the  cafe. 

Moll  ot  the  animals  deftroyed  in  thefe 
experiments  were  examined  after  death  ; the 
appearanees  in  their  organs  were  peculiar.  To 
prevent  unnccetTary  repetitions,  an  account  of 
them  will  be  given  in  the  fourth  fe6tion. 

III.  EffeSls  of  the  respiration  of  Nitrous 
Oxide  upon  animals^  as  compared  with  thofe 
produced  by  their  immerfton  in  Hydrogene  and 
Water. 

Before  the  following  experiments  were  made, 

a number  of  circumflances  had  convinced  me 

* 

that  nitrous  oxide  a6ted  on  animals  by  produ- 
cing fome  pofitive  change  in  their  blood,  con- 
ne6ted  with  new  living  adtion  of  the  irritable 
and  fentitive  organs,  and  terminating  in  their 
death. 
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To  arcertain  however,  the  difference  betweea 
the  effects  of  this  gas  and  thofe  of  hydrogene 
and  non-refpirable  gafes,  I proceeded  in  the 
following  way. 

a.  Of  two  healthy  rabbits  of  about  two 
months  old,  of  the  fame  breed,  and  nearly  of 
the  fame  fize. 

One  was  introduced  into  nitrous  oxide.  In 
a half  a minute,  it  had  fallen  down  apparently 
fenfelefs.  On  applying  my  hand  to  the  thorax, 
the  action  of  the  heart  appeared  at  firfl,  very 
quick  and  ftrong,  it  gradually  became  weaker, 
and  in  two  minutes  and  half,  the  animal  was 
taken  out  quite  dead. 

The  other  was  introduced  into  ajar  of  pure 

I 

bydrogene  through  water.  He  immediately 
began  to  ftruggle  very  much,  and  in  a quarter 
of  a minute  fell  on  his  fide.  On  feeling  the 
thorax,  the  pulfations  of  the  heart  appeared  very 
quick  and  feeble,  they  gradually  diminifhed  ; 
his  breathing  became  momentarily  fhorter,  and 
in  rather  more  than  three  quarters  of  a minute, 
he  was  taken  out  dead.  Dr.  Kinglake  was 
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prefent  at  this  experiment,  and  afterwards 
diflecled  both  of  the  animals. 

h.  Of  two  fimilar  rabbits  of  the  fame  breed, 
nearly  three  months  old.  One  was  introduced  ’ 
into  nitrous  oxide,  and  after  being  rendered 
fenfelefs  by  the  refpiration  of  it  for  nearly  a 
minute'^and  half,  was  expofed  to  the  atmof- 
phere,  before  a warm  tire.  He  recovered  gra- 
dually, but  was  occationally  convulfed,  and  had 
a paralytis  of  one  of  his  hinder  legs  for  fome 
minutes  ; in  an  hour  he  was  able  to  walk.  The  ' 
other,  after  being  immerged  in  hydrogene  for 
near  half  a minute,  was  reftored  to  the  atmof- 
phere  apparently  inanimate.  In  lefs  than  a 
minute  he  began  to  breathe,  and  to  utter  a 
feeble  noife  ; in  two  minutes  was  able  to  walk, 
and  in  lefs  than  three  minutes  appeared  per'e611y 
recovered. 

h.  A kitten  of  about  two  months  old,  was 
introduced  into  a jar  of  nitrons  oxide,  at  the 
fame  time  that  another  of  the  fame  breed  was 
plunged  under  a jar  of  water.  They  both 
ftruggled  very  much.  The  animal  in  the  nitrous 
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oxide  fell  fenfelefs  before  that  under  water  had 
ceafed  to  ftruggle,  and  to  throw  out  air  from 
its  lungs.  In  two  minutes  and  three  quarters, 
the  animal  under  water  was  quite  dead : it  was 
taken  out  and  expofed  to  heat  and  air,  but  did 
not  fliew  the  flighted:  figns  oflife.  At  the  end 
of  three  minutes  and  half,  the  animal  in  nitrous 
oxide  began  to  gafp,  breathing  very  flowly ; 
at  four  minutes  and  three  quarters  it  was  yet 
alive;  at  the  end  of  five  minutes  and  quarter 
it  appeared  perfedly  dead.  It  was  taken  out, 
and  did  not  recover. 

From  thefe  experiments  it  was  evident,  that 
animals  lived  at  leaf!  twice  as  Jong  in  nitrous 
oxide  as  in  hydrogene  or  water.  Confequently 
from  this  circumflance  alone,  there  was  every 
reafon  to  fuppofe  that  their  death  in  nitrous 
oxide  could  not  depend  on  the  liinple  privation 
of  atmofpheric  air ; but  that  it  was  owing  to 
fome  peculiar  changes  efFedled  in  the  blood  by 
the  gas. 
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IV.  Of  the  changes  effeBed  hi  the  Organifa- 
i'ton  of  'uoarni-hlooded  jinunals^  by  the  refgiration 
of  Nitrous  Oxide. 

The  external  appearance  of  animals  that  have 
been  deftroyed  in  nitrous  oxide,  is  very  little 
different  from  that  of  thofe  killed  by  privation 
of  atmofpheric  air.  The  fauces  and  tongue 
appear  of  a dark  red,  and  the  eyes  are  dull,  and 
a little  protruded.  Their  internal  organs,  how- 
ever, exhibit  a very  peculiar  change.  The 
lungs  are  pale  brown  red,  and  covered  here 
and  there  with  purple  fpots  ; the  liver  is  of  a 
very  bright  red,  and  the  mufcular  fibre  in 
general  dark.  Both  the  auricles  and  ventricles 
of  the  heart  are  filled  with  blood.  T.  he  auricles 
contra6l  for  minutes  after  the  death  of  the  animal. 
The  blood  in  thedeft  ventricle,  and  the  aorta,  is  of 
a tinge  between  purple  and  red,  whilfl;  that  in 
the  right  ventricle  is  of  a dark  color,  rather  more 
purple  than  the  venous  blood.  But  tbefc  appear- 
ances, and  their  caufes,  will  be  better  underflood 
after  the  following  comparative  obfervations  are 
read. 


( 348  ) 


rt.  Of  two  fiinilar  rabbits,  about  eight  months 

old,  one  A*  was  killed  by  expofure  for  near  fix 

% 

, minutes  to  nitrous  oxide , the  other,  B,  was 
deftroyed  by  a blow  on  the  head. 

They  were  both  opened  as  fpeedily  as  poflible. 
The  lungs  of  B were  pale,  and  uniform  in 
their  appearance ; this  organ  in  A was  redder,  and 
every  where  marked  with  purple  fpots.  The 
liver  of  A was  of  a dark  and  bright  red,  that  of 
B of  a pale  red  brown.  The  diaphragm  of  B, 
when  cut,  was  ftrongly  irritable ; that  of  A 
rather  darker,  and  fcarce  at  all  contradlile. 
All  the  cavities  of  the  heart  contradled  for  more 
than  50  minutes  in  B.  The  auricles  contracted 
for  near  25  minutes  with  force  and  velocity  in  A : 
but  theventricles  were  almofl  inaClive.  The  vena 
cava,  and  the  right  auricle,  in  A,  were  filled  with 
blood,  apparently  a fhade  darker  than  in  B.  The 
blood  in  the  left  auricle, ’and  the  aorta,  appeared 
in  A of  a purple,  a fliade  brighter  than  that  of  the 
venous  blood.  In  the  left  auricle  of  B it  was  red. 

I opened  the  head  of  each,  but  not  without 
injuring  the  brains,  fo  that  I was  unable  to 
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make  any  accurate  comparifon.  The  color  of 
the  brain  in  A appeared  rather  darker  than 
in  B. 

b.  Two  rabbits,  C and  D,  were  deftroyed, 
C by  immerfion  in  nitrous  oxide,  D in  hydro- 
gene: they  were  both  diflecSled  by  Dr.  King- 
lake.  The  blood  in  the  pulmonary  vein  and 
the  left  auricle  of  C was  of  a different  tinge, 
from  that  in  D more  inclined  to  purple  red. 
The  membrane  of  the  lungs  in  C was  covered 
with  purple  fpots,  that  of  D was  pale  and 
uniform  in  its  appearance.  The  brain  in  C 
was  rather  darker  than  in  D ; but  there  was  no 
perceptible  effufion  of  blood  into  the  ventricles 
either  in  D or  C.  The  liver  in  C was  of  a 
brighter  red  than  in  health,  that  in  D rather 
paler. 

c.  In  the  laft  experiment,  the  comparative 
irritability  of  the  ventricles  and  auricles  of  the 
heart  and  the  mufcular  fibre  in  the  two  ani- 
mals, had  not  been  examined.  That  thefe 
circumftances  might  be  noticed,  two  rabbits, 
E and  F were  killed  ; E under  water  in  about 

t 
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a minute,  and  F in  nitrous  oxide  in  three 
minutes.  They  were  immediately  opened, 
and  after  a minute,  the  appearance  of  the 
heart,  and  organs  of  refpiration  obferved. 

Both  the  right  and  left  ventricles  of  the  heart 

in  F contra6led  but  very  feebly; -the  auricles 

regularly  and  quickly  contradled ; the  aorta 

appeared  perfedlly  full  of  blood.  In  E,  a teeble 

contra(5lion  of  the  left  hnus  venosus  and 

auricle  was  obferved ; the  left  ventricle  did 

not  contradl  : the  right  contradled,  but 

more  flowly  than  in  F.  In  a few  minutes, 

the  contractions  of  the  ventricles  in  F had 
$ ^ 

ceafed,  whilst  the  auricles  contracted  as 
ftrongly  and  quickly  as  before.  The  blood  in 
the  pulmonary  veins  of  F was  rather  of  a red- 
der purple  than  in  E ; the  dift'erence  of  the 
blood  in  the  vena  cava  was  hardly  perceptible, 
perhaps  it  was  a little  more  purple  in  F.  The 
membranous  fubftance  of  the  lungs  in  F was 
fpotted  with  purple  as  from  extravafated  blood, 
whilft  that  in  E was  pale.  The  brain  in  F was 
darker  than  in  E.  On  opening  the  ventricles 
no  extravafation  of  blood  was  perceptible. 
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The  auricles  of  the  heart  in  F contraded 
drongly  for  near  twenty  minutes,  and  then 
gradually  their  motion  became  lefs  fre- 
quent ; in  twenty-eight  minutes  it  had 
wholly  ceafed.  The  right  auricle  and  ventri- 
cle in  E,  occafionally  contra<^ed  for  halt  an 
hour.  The  livers  of  both  animals  were  timilar 
when  they  were  firft  opened,  of  a dark  red ; 
that  of  F preferved  its  color  for  fome  time 
when  expofed  to  the  atmofphere  ; whilft  that 
of  E almoft  immediately  became  paler  under 
the  fame  circumftances. 

The  periftaltic  motion  continued  for  nearly 
an  equal  time  in  both  animals. 

d.  The  (ternum  of  a young  rabbit  was  re- 
moved fo  that  the  heart  and  lungs  could  be 
perceived,  and  he  was  introduced  into  a veflel 
filled  with  nitrous  oxide;. the  blood  in  the 
pulmonary  veins  gradually  became  more  purple, 
and  the  heart  appeared  to  beat  quicker  than 
before,  all  the  mufcles  contradling  with 
great  force.  After  he  had  been  in  about 
a minute,  fpots  began  to  appear  on  the  lungs. 
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though  the  contra6lions  of  the  heart  became 
quicker  and  weaker ; in  three  minutes  and 
half  he  was  quite  dead  ; after  death  the  ventri- 
cles contracted  very  feebly,  though  the  con- 
tractions of  the  auricles  were  as  ftrong  almotl 
after  the  end  of  five  minutes  as  at  firfl.  This 
animal  was  patted  through  water  faturated  with 
nitrous  oxide  ; poftibly  this  fluid  had  fome 
cfFcCt  on  his  organs. 

Befides  thefe  animals,  many  others,  as 
guinea-pigs,  mice  and  birds,  were  difteCted 
after  being  deflroyed  in  nitrous  oxide  ; in  all 
of  them  the  fame  general  appearance  was 
obferved.  Their  mufcular  fibre  almoft  always 
appeared  lefs  irritable  than  that  of  animals 
deflroyed,  by  organic  laefion  of  part  of  the  ner- 
vous fyftem,  in  the  atmofphere.  The  ventricles 
of  the  heart  in  general,  contracted  feebly  and 
for  a very  fliort  time  ; whilfl  the  auricles  con- 
tinued to  aCl  for  a great  length  of  time.  The 
lungs  were  dark  in  their  appearance,  and 

always  lufFufed  here  and  there  with  purple  ; 

1 

the  blood  in  the  pulmonary  veins  when  flightly 
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obferved,  appeared  dark,  like  venous  blood,  but 
when  minutely  examined,  was  evidently  much 
more  purple.  The  blood  in  the  vena  cava, 
was  darker  than  that  in  the  pulmonary  veins. 
The  cerebrum  was  dark. 

In  a late  experiment,  I thought  I perceived 
a flight  extravafation  of  blood  in  one  of  the 
' ventricles  of  the  brain  in  a rabbit  deftroyed 
in  nitrous  oxide  ; but  as  this  appearance  had  not 
occurred  in  the  animals  I had  examined  before, 
or  in  thofe  difle6ted  by  Dr.  Kinglake,  and  Mr. 
King,  Surgeon,  I am  inclined  to  refer  it  to  an 
accidental  caufe.  At  my  requeft,  Mr.  Smith, 
Surgeon,  examined  the  brain  of  a young  rabbit 
that  had  been  killed  in  his  pfefence  in  nitrous 
oxide  ; he  was  of  opinion  that  no  effufion  of 
blood  into  the  ventricles  had  taken  place. 

In  comparing  the  external  appearance  of  the 
crural  nerves  in  two  rabbits  that  had  been  dif- 
fedled  by  Dr.  Kinglake,  having  been  deftroyed 
one  in  hydrogene,  the  other  in  nitrous  oxide, 
we  could  perceive  no  perceptible  difference. 

It  deferves  to  be  noticed,  that  whenever  the 

$ 
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gall  bladder  and  the  urinary  bladder  have  been 
examined  in  animals  deflroyed  in  nitrous  oxide, 
they  have  been  always  diftended  with  fluid  ; 
which  is  hardly  ever  the  cafe  in  animals  killed  by 
privation  of  atmofpheric  air. 

In  the  infancy  of  rny  experiments  on  the  ♦ 
a61ion  of  nitrous  oxide  upon  animals,  I thought 
that  it  rendered  the  venous  blood  lefs  coagu- 
lable;  but  this  I now  find  to  be  a miflake.  The 
blood  from  the  pulmonary  veins  of  animals  kil- 
led in  nitrous  oxide,  does  not  fenfibly  differ  in 
this  refpedl  from  the  arterial  blood  of  thofe  de- 
flroyed  in  hydrogene,  and  both  become  ver- 
milion nearly  in  the  fame  time  when  expofed  to 
the  atmofphere.  ^ 

In  dcfcribing  the  various  (hades  of  color  of 
the  blood  in  the  preceding  obfervations  on  the 
, different  difl'ecffed  animals,  the  poverty  of  the 
language  of  color,  has  obliged  me  to  adopt 
terms,  which  I fear  will  hardly  convey  to  the 
mind  of  the  reader,  diftindl  notions  of  the 
differences  obfervable  by  minute  examina- 
tion in  the  venous  and  arterial  blood  of 
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animals  that  die  of  privation  of  atmofph6ric_ 
air,  and  of  thofe  deftroyed  by  the  adlion  of 
nitrous  oxide.  This  difference  can  only  be 
obferved  in  the  veffels  by  means  of  a flrong 
light  ; it  may  however  be  cahly  noticed  in  the 
fluid  blood  by  the  introducfion  of  it  from  the 
arteries  or  veins  at  the  moment  of  their  inci- 
flon,  between  two  polifhed  furfaces  of  white 
glafs,*  fo  clofely  adapted  to  each  other,  as  to 
prevent  the  blood  from  coming  in  contadl  with 
the  atmofphere.  ' ^ 

Having  four  or  five  times  had  an  opportunity 
of  bleeding  people  in  the  arm  for  trifling  com- 
plaints, I have  always  received  the  blood  in 
phials,  filled  with  various  gafes,  in  a mode 
to  be  deferibed  hereafter.  Venous  blood 
agitated  in  nitrous  oxide,  compared  with  fimi- 
lar  blood  in  common  air,  hydrogene,  and  ni- 
trogene,  was  always  darker  and  more  purple 

% 

".The  colour  of  common  venous  blood,  examined  in 
ihis  way,  refembles  that  of  the  paint  called  by  colour-men 
red  ochre;  that  of  blood  faturated  with  nitrous  oxide,  ap- 
proaches to  the  tinge  of  lake. 
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than  the  firft,  and  much  brighter  and  more 
florid  than  the  two  lad,  which  were  not  differ- 
ent in  their  color  from  venous  blood,  received 

I 

between  two  furfaccs  of  glafs.  It  will  be  feen 
hereafter,  that  the  coagulum  of  venous  blood 
is  rendered  more  purple  when  expofed  to  ni- 
trous oxide,  whilft  the  gas  is  abforbed  ; likewifc 
that  blood  altered  by  nitrous  oxide,  is  capable 
of  being  again  rendered  vermilion,  by  expo- 
fure  to  the  air. 

The  appearances  noticed  in  the  above  men- 
tioned experiments,  in  the  lungs  of  animals 
deftroyed  in  nitrous  oxide,  arelimilar  to  thofe 
obferved  by  Dr.  Beddoes,  in  animals  that  had 
been  made  to  breathe  oxygene  for  a great 
length  of  time. 

There  were  many  reafons  for  fuppofing  that 
the  large  purple  fpots  in  the  lungs  of  animals 
deftroyed  in  nitrous  oxide,  were  owing  to  ex- 
travafation  of  venous  blood  from  the  capillary 
veflels  ; their  coats  being  broken  by  the  highly 
increafed  arterial  a61ion.  To  afeertain  whether 
thefe  phaenomena  exifted  at  a period  of  the 
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a6\ion  of  nitrous  oxide,  when  the  animal  was 
recoverable  by  expofure  to  the  atinofphere, 

I introduced  a rabbit  of  fix  months  old,  into 
a veffel  of  nitrous  oxide,  and  after  a minute, 
when  it  had  fallen  down  apparently  apoplectic, 
plunged  him  wholly  underwater ; he  immediately 
began  to  llruggle,  and  what  furprifed  me  very 
much,  died  in  lefs  than  a minute  after  lubmer- 
fion.  On  opening  the  thorax,  the  blood  in  the 
pulmonary  veins  was  nearly  of  the  color  of  that 
in  animals  that  have  been  fiinply  drowned. 
The  lungs  were  here  and  there,  marked  with  a 
few  points  ; but  there  were  no  large  purple 
fpots,  as  in  animals  that  have  been  wholly 
deftroyed  in  nitrous  oxide  : the  right  fide  of 
the  heart  only  contraCled.  In  this  experiment, 
the  excitement  from  the  aCiion  of  the  gas  was 

probably  carried  to  fuch  an  extent,  as  to  pro- 

« 

duce  indirect  debility.  There  are  reafons  for 
fuppofing,  that  animals  after  having  been  ex- 
cited to  but  a fmall  extent  by  the  refpiration  of 
nitrous  oxide,  will  live  under  water  for^a  greater 
length  of  time,  than  animals  previoufiy  made  to 
breathe  common  air. 
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V,  Of  the  refpiratlon  of  mixtures  of  Nitrous 
Oxide,  and  other  gafes,  by  warm-blooded  Animals^ 

a.  A rabbit  of  near  two  months  old,  was 
introduced  into  a mixture  of  equal  parts  hydro- 
gene  and  nitrous  oxide  through  water.  He 
immediately  began  to  ftrugglc  ; in  a minute 
fell  on  his  fide  ; in  three  minutes  gafped,  and 
made  long  infpirations  ; and  in  four  minutes 
<ind  half,  was  dead.  On  difieiSlion,  he  exhibited 
the  fame  appearances  as  animals  deftroyed  in 
nitrous  oxide. 

h.  A large  and  ftrong  moufe  was  introduced 

into  a mixture  of  three  parts  hydrogene  to  one 

*• 

part  nitrous  oxide.  He  immediately  began  to 
ftruggle  very  much,  in  half  a minute,  became 
convulfed,  and  in  about  a minute,  was  quite 
dead. 

c.  Into  a mixture  of  one  oxygene,  and  three 
nitrous  oxide,  a fmall  guinea-pig  was  introdu- 
ced. He  immediately  began  to  firuggle,  and 
in  tw’o  minutes  .repoTed  on  his  fide,  breathing 
very  deeply.  He  made  afterwards  no  violent 
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mufcular  motion  ; but  lived  quietly  ^ for  near 
fourteen  minutes  ; at  the  end  of  which  time, 
his  legs  were  much  convulfed.  He  was  taken 
out,  and  recovered. 

d.  A moufe  lived  apparently  without  fuffer- 
ing,  for  near  ten  minutes,  in  a mixture  of  1 
atmofpheric  air,  and  3 nitrous  oxide,  at  the  end 
of  eleven  minutes  he  began  to  ftruggle,  and  in 
thirteen  minutes  became  much  convulfed. 

A 

e.  A cat  of  three  months  old,  lived  for  feven- 
teen  minutes,  in  a very  large  quantity  of  a mix- 
ture of  1 atmofpheric  air,  and  12  nitrous  oxide. 
On  her  firft  introduction  fhe  was  very  much 
agitated  and  convulfed,  in  a minute  and  half 
file  fell  down  as  if  apopledic,  and  continued 
breathing  very  deeply  during  the  lemainder 
of  the  time,  fometimes  uttering  very  feeble 
cries.  hen  taken  out,  fhe  ap|)eared  almoft 
inanimate,  but  on  being  laid  before  the  fiie, 
gradually  began  to  breathe  and  move;  being 
for  fome  time,  like  mod  of  the  animals  that  have 
recovered  after  breathing  nitrous  oxide,  con- 

/ 

' yulfed  on  one  fide,  and  paralytic  the  other. 
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f,  A goldfinch  lived  for  near  five  minutes  in 
a mixture  of  equal  parts  nitrous  oxide  and  oxy- 
gene,  without  apparently  fuffering.  Taken 
out,  he  appeared  faint  and  languid,'  but  finally 
recovered. 

VI.  Recapitulation  of  fa6ls  relating  to  the 
refpiration  of  Nitrous  Oxide,  hy  warm-blooded 
Animals. 

1.  Warm-blooded  animals  die  fn  nitrous 
oxide  infinitely  fooner  than  in  common  air  or 
oxygene  ; but  not  nearly  in  fo  fliort  a time  as 
in  gafes  incapable  of  efFe^Hng  pofitive  changes 
in  the  venous  blood,  or  in  non-refpirable 
gafes. 

\ 

2.  The  larger  animals  live  longer  in  nitrous 
oxide  than  the  fmaller  ones,  and  young  animals 


* Small  birds  fuffer  much  from  cold  when  introduced 
into  gafes  through  water.  In  this  experiment,  the  gold-  ' 
finch  was  immediately  inferted  into  a large  mouthed 
phial,  filled  with  the  gafes,  and  opened  in  the  atmof- 
phere. 
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die  in  it  fooncr  than  old  ones  of  the  fame 
fpecies. 

3.  When  animals,  after  breathing  nitrons 
oxide,  are  removed  from  it  before  compleat 

i 

exhauftion  has  taken  place,  they  are  capable  of 
being  reftored  to  health  under  the  action  of 
atmofpheric  air. 

4.  Peculiar  changes  are  efFedted  in  the  organs 
of  animals  by  the  refpiration  of  nitrous  oxide. 
In  animals  deftroyed  by  it,  the  arterial  blood 
is  purple  red,  the  lungs  are  covered  with  purple 
•ipots,  both  the  h611ow  and  compact  mufcles/ 
are  apparently  very  inirritable,  and  the  brain  is 
dark  colored. 

5. '  Animals  are  dedroyed  by  the  refpiration 
of  mixtures  of  nitrous  oxide  and  hydrogene 
nearly  in  the  fame  time  as  by  pure  nitrous  ox- 
ide ; they  are  capable  of  living  for  a great  lengthy 

of  time  in  nitrons  oxide  mingled  with  very  mi- 
^ • 

nute  quantities  of  oxygene  or  common  air. 

Thefe  fa6ts  will  be  rea.foned  upon  in  the  next 
divifion. 
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VII.  Of  the  refpiration  of  Nitrous  Oxide  by 
amphibious  Animals. 

As  from  the  foregoing  experiments,  it  ap- 
peared that  the  nitrous  oxide  deftroyed  warm- 
blooded animals  by  increafing  the  living  adlion 
of  their  organs  to  fiich  an  extent,  as  finally  to 
exhauft  their  irritability  and  fenfibility  ; it  was 
reafonable  to  conjecture  that  the  cold-blooded 
animals,  pofTefTed  of  voluntary  power  over  ref- 

piration,  would  fo  regulate  the  quantity  of 

> 

nitrous  oxide  applied  to  the  blood  in  their  lungs 
as  to  bear  its  aClion  for  a great  length  of  time. 
This  conjecture  was  put  to  the  teft  of  experi- 
ment ; the  following  faCts  will  prove  its  error. 

a.  OF  two  middle-fized  water-lizards,  one  was 
introduced  into  a fmall  jar  filled  with  nitrous 
oxide,  over  moift  mercury,  by  being  paffed 
through  the  mercury  ; the  other  was  mad^  to 
breathe  hydrogene,  by  being  carried  into  it  in 
the  fame  manner. 

The  lizard  in  nitrous  oxide,  in  two  or  three 
minutes,  began  to  make  violent  motions,  ap- 
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pcarcd  very  uneafy,  and  rolled  about  the  jar  in 
every  diredion,  fometimes  attempting  to  climb 
to  the  top  of  it.  The  animal  in  hydrogene  was 
all  this  time  very  quiet,  and  crawled  about  the 
veflcl  without  being  apparently  much  affected. 
At  the  end  of  twelve  minutes,  the  lizard  in 
nitrous  oxide  was  lying  on  his  back  feemingly 
dead ; but  on  agitating  the  jar  he  moved  a little  ; 
at  the  end  of  fifteen  minutes  he  did  not  move 
on  agitation,  and  his  paws  were  reftingon  hisbelly. 
Pie  was  now  taken  out  fiiff  and  apparently  life- 
lefs,  but  after  being  expoled  to  the  atmofphcrc 
for  three  or  four  minutes,  took  an  infpira- 
tion,  and  moved  his  head  a little ; he  then 
raifed  the  end  of  his  tail,  though  the  middle  of 
it  was  ftill  ftifF  and  did  not  bend  when  touched. 
His  four  legs  remained  clofc  to  his  tide,  and 
were  apparently  ufclcfs  ; but  on  pricking  them 
with  the  point  of  a lancet,  they  became  con- 
vulfed.  After  being  introduced  into  (hallow 
water,  be  was  able  to  crawl  in  a quarter  or 
an  hour,  though  his  motions  were  very  irre- 
gular. In  an  hour  he  was  quite  well.  The 
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animal  in  hydrogene  appeared  to  have  fuffered 
very  little  in  three  quarters  of  an  hour,  and 
had  raifed  himfelf  againfl:  the  fide  of  the  jar. . 
At  the  end  of  an  hour  he  was  taken  out,  and 
very  foon  recovered. 

h.  Some  hours  after,  the  fame  lizards  were 
again  experimented  upon.  That  which  had 
been  inferted  into  hydrogene  in  the  laft 
experiment,  being  now  inferted  into  nitrous 
oxide. 

This  lizard  was  apparently  Hfelefs  in  fourteen 
minutes,  having  tumbled  and  writhed  himfelf 
very  much  during  the  firft  ten  minutes.  Taken 
out  after  being  in  twenty-five  minutes,  he  did  not 
recover.  The  other  lizard  lived  in  hydro- 
gene for  near  an  hour  and  quarter,  taken  out 
after  an  hour  and  twenty  minutes,  he  was  dead. 

Thefe  animals  were  both  opened,  but  the 
vifcera  of  the  nitrous  oxide  lizard  were  fo  much 
injured  by  fhe  knife,  that  no  accurate  compa- 
rifon  of  them  with  thofe  of  the  pther  could  be 
'made,  I thought  that  the  lungs  appeared  rather 
redder. 
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c.  Of  two  fimilar  l^rge  water-lizards,  one 
was  introduced  into  a vellcl  Handing  over  mer- 
cury, wholly  filled  with  water  that  had  been 
long  boiled  and  fufFered  to  cool  under  mercury. 

The  animal  very  often  rofe  to  the  top  of  the 
jar  as,  if  in  fearch  of  air,  during  the  firft  half 
hour  ; but  fhevved  no  other  ligns  of  uneafinefs. 
At  the  end  of  three  quarters  of  an  hour,  he 
became  very  weak,  and  appeared  fcarcely  able 
to  fwim  in  the  water.  Taken  out  at  the  end 
of  fifty  minutes,  he  recovered. 

The  other  was  inferted  into  nitrous  oxide. 
After  much  Hruggling,  he  became  fenfelefs 
in  about  fifteen  minutes,  and  lay  on  his  back. 
Taken  out  at  the  end  of  twenty  minutes,  he 
remained  for  a long  time  motiohlefs  and  HifF, 
but  in  a quarter  of  an  1iour,  began  to  move 
Ibme  of  his  limbs. 

From  thefe  experiments,  we  may  conclude, 
that  water-lizards,  and  moft  probably  the  other 
amphibious  animals,  die  in  nitrous  oxide  in  a 
much  fhortcr  time  than  in  hydrogene  or  pure 
water ; confequently  their  death  in  it  cannot 
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depcndon  the  (imple  privation  of  atmofpheric  air. 

At  the  feafon  of  the  year  in  which  this  in- 
veftigation  was  carried  on,  I was  unable  to 
procure  fro^s  or  toads.  This  I regret  very  much. 

Suppofing  that  cold-blooded  animals  die 
in  nitrous  oxide  from  pofitive  changes  ef- 
fecSted  in  their  blood  by  the  gas,  it  would  be 
extremely  interefting  to  notice  the  apparent  al- 
terations taking  place  in  their  organs  of  refpira- 
tion  and  circulation  during  its  adlion,  which 
could  eatily  be  done,  the  membranous  fubftance 
of  their  lungs  being  tranfparent.  The  increale  or 
diminution  of  the  irritability  of  their  mufcular 
fibre,  might  be  determined  by  comparative  gal- 
vanic experiments. 

VIII.  EffeBs  of  folution  of  - nitrous  oxide  in 
^(joater  on  Fifhes. 

a.  A fmall  flounder  was  introduced  into  a 
veflTel  filled  with  folution  of  nitrous  oxide  in 
water  over  mercury.  He  remained  at  reft  for 
ten  minutes  and  then  beean  to  move  about  the 
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jar  in  different  diredtions.  In  a half  an  hour  he 
was  apparently  dying,  lying  on  his  fide  in  the 
water.  He  was  now  taken  out,  and  introduced 
into  a veflel  filled  with  water  faturated  with 
common  air,  he  very  foon  recovered. 

h.  Of  two  large  thornbacks,*  equally  brifk 
and  lively.  One,  A,  was  introduced  into  a jar 
containing  nearly  3 cubic  inches  of  water, 
faturated  with  nitrous  oxide,  and  which  pre- 
vious to  its  impregnation  had  been  long  boiled  ; 
the  other,  B,  was  introduced  into  an  equal 
quantity  of  water  which  had  been  deprived  of 
air  by  diflillation  Uirough  mercury. 

A,  appeared  very  quiet  for  two  or  three 
minutes,  and  then  began  to  move  up  and  down 
in  the  jar,  as  if  agitated.  In  eight  minutes  his 
motions  became  very  irregular,  and  he  darted 
obliquely  from  one  fide  of  the  jar  to  the  other. 

* I ufe  the  popular  name.  This  fifh  is  very  common  in 
every  part  of  England  j it  is  nearly  of  the  fame  fize  and 
color  as  the  minnow,  and  is  diftinguiflied  from  it  by  two 
fmall  bony  excrefences  at  the  origin  of  the  belly.  It  is 
extremely  fufceptible. 
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In  twelve  minutes,  he  became  ftill,  and  moved 
his  gills  very  flowly.  In  fifteen  minutes  he 
appeared  dead.  After  fixteen  minutes  he  was 
taken  out,  but  fhewed  no  figns  of  life. 

B was  very  quiet  for  four  minutes  and  half. 
He  then  began  to  move  about  the  jar.  In 
feven  minutes  he  had  fallen  on  his  back,  but 
ftill  continued  to  move  his  gills.  In  eleven 
minutes  he  was  motionlcfs ; taken  out  after 
thirteen  minutes,  he  did  not  recover. 

c.  Of  two  thornbacks,  one,  C was  introduced 
into  about  an  ounce  of  boiled  water  in  contadl 
with  hydrogene,  ftanding  over  mercury.  The 
other,  D,  was  introduced  into  well  boiled  wa- 
ter faturated  with  nitrous  oxide,  and  ftanding 
in  contact  with  it  over  mercury.  C lived  near 
thirteen  minutes,  and  died  without  being  pre- 
vioufly  much  agitated.  D was  apparently 
motionlefs,  after  having  the  fame  aife<5tions  as 
A in  the  laft  experiment,  in  fixteen  minutes. 
At  the  end  of  this  time  he  was  taken  out  and 
introduced  into  common  water.  He  foon  began 
to  move  his  gills,  and  in  lefs  than  a quarter  of 
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an  hour  was  fo  far  recovered  as  to  be  able  Id 
fwim. 

The  laft  experiment  was  repeated  on  two 
finaller  thornbacks  ; that  in  the  aqueous  iblution 
of  nitrous  oxide  lived  near  feventeen  minutes, 

' that  in  the  water  in  conta6l  with  hydrogene, 
about  fifteen  and  half. 

■ The  experiments  in  Ref.  I.  Div.  3,  prove 
the  difficulty,  and  indeed  almoft  irnpoffibility  of 
driving  from  water  by  boiling,  the  whole  of  the 
atmofpheric  air  held  in  folution  by  it ; they 
likewife  fhow  that  nitrous  oxide  by  its  firong 
affinity  for  w'ater,  is  capable  of  expelling  air  from 
that  fluid  after  no  more  can  be  procured  from  it 
by  ebullition. 

Hence,  if  water  faturated  with  nitrous  oxide 
had  no  pofitive  efFe6fs  upon  fiffies  ; they  ought 
to  die  in  it  much  fooner  than  in  water  deprived 
of  air  by  ebullition.  From  their  living  in  it  rather 
longer;*  we  may  conclude,  that  they  are  de- 
ftroyed  not  by  privation  of  atmofpheric  air,  but 


* A priori  I expefted  that  fifties,  like  amphibious  ani- 
mals would  have  been  very  quickly  deftroyed  by  the  adtioa 
t)f  nitrous  oxide. 
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from  fome  pofitive  change  etFec^ecl  in  their 
blood  by  the  gas. 

A long  while  ago,  from  obferving  that  the 
gills  of  fifli  became  rather  of  a lighter  red  du- 
ring their  death,  in  the  atmofphere  ; I con- 
jectured that  the  difeafe  of  which  they  died, 
was  probably  hyperoxygenation  of  the  blood 
connected  with  highly  increafcd  animal  heat. 
For  not  only  is  oxygene  prefented  to  their 
blood  in  much  larger  quantities  in  atmofphe- 
ric  air  than  in  its  aqueous  folution  ; but  like- 
wife,  to  ufe  common  language,  in  a ftate  in 
which  it  contains  much  more  latent  heat. 
Without  however  laying  any  ft  refs  on  this 
fuppofition,  I had  the  curiofity  to  try  whether 
thornbacks  w'ould  live  longed  in  atmofpheric 
air  or  nitrous  oxide.  In  one  experiment,  they 
appeared  to  die  in  them  nearly  in  the  fame 
time.  In  another,  the  fifh  in  nitrous  oxide  lived 
nearly  half  as  long  again  as  that  in  atmofpheric  air. 

XI.  Effe^s  of  Nitrous  Oxide  on  Injedls. 
The  winged  infeCls  furniflied  wdth  breathing 
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holes,  become  motionlefs  in  nitrous  oxicl6  very 
tpecdily  ; being  however  pofTefTed  of  a certain 
voluntary  power  over  refpiration,  they  fometimes 
recover,  after  having  been  expofed  to  it  for  fbine 
minutes,  under  the  action  of  atmofpheric  air. 

A butterfly  was  introduced  into  a frnall  jar, 
filled  with  pure  nitrous  oxide,  over  mercury, 
lie  flruggled  a little  during  the  firfl  two  or 
three  feconds  ; in  about  feven  fcconds,  his  legs 
became  convulfed,  and  his  wings  were  wrapt 
round  his  body  ; in  about  half  a minute  he 
was  fenfelefs  ; taken  out  after  fix  minutes,  he 
did  not  recover.  / 

Another  butterfly  introduced  into  hydrogene, 
became  convulfed  in  about  a quarter  of  a minute, 
was  fenfelefs  in  twenty  feconds,  and  taken  out 
after  five  minutes,  did  not  revive. 

A large  drone,  alter  being  in  nitrous  oxide 
for  a minute  and  a quarter,  was  taken  out  fenfe- 
lefs. After  being  for  fomc  time  expofed  to  the 
atmofpherc,  he  began  to  move,  and  at  lafl  rofe 
on  his  wings.  For  foine  time,  however,  he  was 
unable  to  fly  in  a flraight  line  ; and  often  after 
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defcnbing  circles  in  the  air,  fell  to  the  ground 
as  if  giddy.  ' 

A large  fly,  became  motionlefs  in  nitrous 
oxide  after  being  convulfed,  in  about  half  a mi- 
nute. Another  was  rendered  fenfelefs  in  hydro- 
gene, in  Icfs  than  a quarter  of  a minute. 

I "■ 

A fly  introduced  into  hydrocarbonate,  dropt 
immediately  fenfelefs  ; taken  out  after  about  a 
quarter  of  a minute,  he  recovered  ; but  like  the 
fly  that  had  lived  after  expofure  to  nitrous 
oxide,  was  for  fome  time  vertiginous. 

Flies  live  much  longer  under  water,  alco- 
hol, or  oil,  than'  in  non-refpirable  gafes,  or 
gafes  incapdble  of  fupporting  life.  A certain 
quantity  of  air  always  continues  attached  in  the 
fluid  to  the  fine  hairs  furrounding  their  breathing 
holes,  fuflicient  to  fupport  life  for  a fliort  time. 

Snails  and  earth-worms,  live  in  nitrous  oxide 
a long  while , they  die  in  it  however,  much 
fooner  than  in  water  or  hydrogene ; probably 
from  the  fame  caufes  as  the  amphibious  animals. 


DIVISION  II. 


Of  the  CHANGES  effeHed  in  NITROUS  OXIDE, 
and  other  GASES,  by  the  RESPIRATION  of 
ANIMALS. 


I.  Preliminaries, 


AS  foon  as  I had  difcovered  that  nitrous  oxide 
was  refpirable,  and  pofleflbd  of  extraordinary 
powers  of  action  on  living  beings,  I was  anxious 
to  be  acquainted  with  the  changes  effe^led  in 
it  by  the  venous  blood.  To  inveftigate,  thefe 
changes,  appeared  at  firft  a fimple  problem ; 
I foon  however  found  that  it  involved  much 
preliminary  knowledge  of  the  chemical  proper- 
ties and  affinities  of  nitrous  oxide.  After  I had 
afeertained  by  experiments  detailed  in  the  pre- 
ceding Refearches,  the  compofition  of  this  gas 
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its  combinations,  and  the  phyfical  changes 
eflfe^led  by  it  in  living  beings,  I began  rny  en- 
quiry relating  to  the  mode  of  its  operation. 

Finding  that  the  refidnal  gas  of  nitrous  oxide 
after  it  had  been  breathed  for  fornc  time  in  filk 
bags,  was  chiefly  nitrogene,  I at  firfl  conjec- 
tured that  nitrous  oxide  was  decompofcd  in 
refpiration  in  the  fame  manner  as  atmofpheric 
air,  and  its  oxygene  only  combined  with  the 
venous  blood  ; the  following  experiments  foon 
however  eonvinced  me  of  my  error. 

II.  Ahjorption  of  Nitrous  Oxide  hy  venous 
yiood.  Changes  effected  in  the  blood  hy  dif- 
ferent Gafes. 


a.  Though  the  laws  of  the  coagulability  of 
the  blood  are  unknown,  yet  we  are  certain 
that  at  the  moment  of  coagulation,  a per- 
fectly new  arrangement  of  its  prineiples  takes 
place ; confequcntly,  their  powers  of  combina- 
tion mull  be  newly  modified.  The  affinities  of 
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living  blood  can  only  be  aTcertalned  during  its 
circulation  in  the  veflels  of  animals.  At  the 
moment  of  effulion  from  thofe  veflels,  it  begins 
to  pafs  through  a feries  of  changes,  which 
flrft  produce  coagulation,  and  finally  its  corn- 
pleat  decompofition. 

Confequently,  the  action  of  fluid  blood  upon 
gafes  out  of  the  veflels,  will  be  more  analogous 
to  that  of  circulating  blood  in  proportion  as  it  is 
more  fpeedily  placed  in  contact  with  them. 

h.  To  afeertain  the  changes  effected  in  ni 
trous  oxide  by  fluid  venous  blood. 

Ajar,  fix  inches  long  and  half  an  inch  wide, 
graduated  to  ,05  cubic  inches,  having  a tight 
ftopper  adapted  to  it,  was  filled  with  nitrogene, 
which  is  a gas  incapable  of  combining  with,  and 
poflefling  no  power  of  a61ion  upon  venous  blood. 
A large  orifice  was  made  in  the  vein  of  a tole- 
rably healthy  man,  and  the  flopper  removed 
from  the  jar,  which  was  brought  in  contact  with 
the  arm  fo  as  to  receive  the  blood,  and  prefled 
clofe  againft  the  Ikin,  in  fuch  a w'ay  as  to  leave  an 
orifice  juft  fuflicient  for  the  efcape  of  the  nitro- 
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gene,  as  theblood  flowed  in.  When  the  jarwas  full, 
it  was  clofed,  and  carried  to  the  pneumatic 
apparatus,  the  mercury  of  which  had  been  pre- 
vioufly  a little^warmed.  A fmall  quantity  of 
the  blood  was  transferred  into  another  jar  to 
make  room  for  the  gas.  The  remaining  quantity 
equalled  exadly  two  cubic  inches  ; to  this  was 
introduced  as  fpeedily  as  poffible,  eleven  mea- 
fures  equal  to  ,55  cubic  inches  of  nitrous  oxide, 
which  left  a refiduum  of  ~ only,  when  abforb- 
ed  by  boiled  water,  and  was  confequently,  per- 
fe6lly  pure.  On  agitation,  a rapid  diminution 
of  the  gas  took  place. 

In  the  mafs  of  blood  which  was  opaque, 
but  little  change  of  color  could  be  perceived  ; but 
that  portion  of  it  diffufed  over  the  fldes  of  the 
jar,  was  evidently  of  a brighter  purple  than  the 
venous  blood. 

It  was  agitated  for  two  or  three  minutes,  and 
then  fuficred  to  refl ; in  eight  minutes  it  had 
wholly  coagulated ; a fmall  quantity  of  fe- 
rum  had  feparated,  and  was  diffufed  over  the 
coagulum.  This  coagulum  was  dark ; but 
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evidently  of  a more  purple  tinge  than  that  of 
venous  blood  ; no  gas  had  apparently  been  libe- 
rated during  its  formation. 

The  nitrous  oxide  jemaining,  was  not  quite 
equal  to  feven  meafures ; hence,  at  leaft  four 
meafures  of  it  had  been  abforbcd. 

To  afcertain  the  nature  of  the  refiduum,  it 
was  neceflary  to  transfer  it  into  another  veflel , 
but  this  I found  very  difficult  to  accompliffi,  on 
account  of  the  coagulated  blood.  By  piercing 
through  the  coagulum  and  removing  part 
of  it  by  means  of  curved  iron  forceps,  I 
at  laft,  contrived  to  introduce  about  4^  mea- 
fures of  the  gas  into  a fmall  cylinder,  gra- 
duated to  ,25  cubic  inches,  in  which  it  occu- 
pied of  courfe,  nearly  9 meafures  ; when  a lit- 
tle folution  of  ftrontian  was  admitted  to  thefe, 
it  became  very  flightly  clouded  ; but  the  abforp- 
tion  that  took  place  did  not  more  than  equal 
half  its  bulk.  Confequently,  the  quantity  of 
carbonic  acid  evolved  from  the  blood,  or  formed, 
muft  have  been  extremely  minute. 

On  the  introdu61ion  of  pure  water,  a rapid 
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abforption  of  the  gas  took  place,  and  after  agi- 
tation, not  quite  3 meafur^s  remained.  Thcfe 
did  not  perceptibly  diminifh  with  nitrous  gas  ; 
their  quantity  was  too  fmall  to  be  examined  by 
any  other  teft  ; but  there  is  reafon  to  fuppofe 
that  they  were  chiefly  compofed  of  nitrogene. 

From  this  experiment,  it  appeared  that  ni- 
trous oxide  is  abforbed  when  placed  in  contact 
with  venous  blood  ; at  the  flime  time,  that  a 
very  minute  quantity  of  carbonic  acid  and 
probably  nitrogene  is  produced. 

c.  In  another  fimilar  experiment  when  nearly 
half  a cubic  inch  of  nitrous  oxide  was  abforbed 
by  about  a cubic  inch  and  three  quarters  of 
fluid  blood,  the  refidual  gas  did  not  equal  more 
than  “,  the  quantity  abforbed  being  taken  as 
unity.  This  fa6l  induced  me  to  fuppofe  that 
the  abforption  of  nitrous  oxide  by  venous  blood, 
was  owing  to  a Ample  folution  of  the  gas  in  that 
fluid,  analogous  to  its  folution  in  water  or  alcohol. 

To  afeertain  if  nitrous  oxide  could  be  ex- 
pelled from  blood  impregnated  with  it,  by 
heat ; I introduced  to  2 cubic  inches  of  fluid 
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blood  taken  from  the  medial  vein,  about  ,6 
cubic  inches  of  nitrous  oxide.  After  agitation, 
in  feven  minutes  nearly  ,4  were  abforbed.  In 
ten  minutes,  after  the  blood  had  completely 
coagulated,  the  cylinder  containing  it,  was 
transferred  in  contadt  with  mercury,  into  a vellel 
of  folution  of  fait  in  water  ; this  folution  was 
heated  and  made  to  boil.  During  its  ebullition, 
the  whole  of  the  blood  became  cither  white  or 

4 

pale  brown,  and  formed  a folid  coherent 
mats  ; whilfi:  fmall  globules  of  gas  were  given 
out  from  it.  In  a few  minutes,  about  ,25  of 
gas  had  colledlcd.  After  the  vetTcl  had  cooled, 
I attempted  to  transfer  this  gas  into  a fmall 
graduated  jar  in  the  mercurial  apparatus,  but 
in  vain  ; the  mafs  in  the  jar  was  fo  folid  and 
tough,  that  I could  not  remove  it.  By  tranA 
fcrring  it  to  the  water  apparatus,  I fucceeded  in 
difplacing  enough  of  the  coagulum  to  fuffcr 
the  water  to  come  in  contact  with  the  gas  ; an 
abforption  of  nearly  half  of  it  took  place  ; hence, 
/ conjedure^  that  nitrous  oxide  had  been  given 
out  by  the  impregnated  blood. 
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d.  Some  frefli  dark  coagulum  of  venous 
blood,  was  expofed  to  nitrous  oxide.  A very 
flight  alteration  of  color  took  place  at  the  fur- 
face  of  the  blood,  perceptible  only  in  a flrong 
light,  and  a minute  quantity  of  gas  was  ab- 
forbed.  A taper  burnt  in  the  remaining  gas 
as  brilliantly  as  before,  hence,  it  had  apparently 
fufFered  no  alteration. 

e.  To  compare  the  phyfical  changes  efFedled 

in  the  venous  blood  by  nitrous  oxide,  with  thofe 
produced  by  other  gafes,  I made  the  follow- 
ing experiments. — I filled  a large  phial,  con- 
taing  near  14  cubic  inches,  with  blood  from 
the  vein  of  the  arm  of  a man,  and  immediately 
transferred  it  to  the  mercurial  apparatus.  Dif- 
ferent portions  of  it  were  thrown  into  fmall 
graduated  cylinders,  filled  with  the  following 
gafes : nitrogene,  nitrous  gas,  common  air, 

oxygene,  nitrous  oxide,  carbonic  acid,  and 
hydrocarbonate. 

The  blood  in  each  of  them  was  fuccefTively 
agitated  till  it  began  to  coagulate  ; and  making 
allowances  for  the  different  periods  of  agitation. 


t 
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there  was  no  marked  difference  in  the  times  of 
coagulation. 

The  color  of  the  coagulum  in  every  part  of 
the  cylinder,  containing  nitrogene,  was  the 
fame  very  dark  red.  When  it  was  agitated  fo 
as  to  tinge  the  Tides  of  the  jar,  it  appeared 
exactly  of  the  eulor  of  ^venous  blood  received 
between  two  furfaces  of  glafs  ; no  perceptible 
abforption  of  the  gas  had  taken  place. 

The  blood  in  nitrous  gas  was  dark,  and  much 
more  purple  on  the  top  than  that  in  nitrogene. 
When  agitated  fo  as  to  adhere  to  the  jar  as  a 
thin  furface,  this  purple  was  evidently  deep 
' and  bright.  An  abforption  of  rather  more 
than  of  the  volume  of  gas  had  taken  place. 

The  blood  in  oxygene  and  atmofpheric  air, 
were  of  a much  brighter  tinge  than  that  in  any 
of  the  other  gales.  On  the  top,  the  color  was 
vermilion,  but  no  perceptible  abforption  had 
taken  place. 

The  coagulum  in  nitrous  oxide,  when  exa- 
mined in  the  mafs  was  dark,  and  hardly  diftin- 
guifhable  in  its  color  from  venous  blood  ; but 
when  minutely  noticed  at  the  furface  where  it  was 
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' covered  with  fcrum,  and  in  its  diffufion  over 
the  (ides  of  the  jar,  it  appeared  of  a fine  pur- 
ple red,  a tinge  brighter  than  the  blood  in  nitrous 
gas.  An  abforption  had  taken  place  in  this 
cylinder,  more  confiderable  than  in  any  of  the 
others. 

In  carbonic  acid,  the  coagidum  was  of  a 
brown  red,  much  darker  than  the  venous  blood, 
and  a flight  diminution  of  gas  had  taken  place. 

In  the  hydrocarbonate,*  the  blood  was  red, 
' a fhade  darker  than  the  oxygenated  blood,  and 
a very  flight  diminution  of  the  gas-f-  was  percep- 
tible. 

/.  To  human  blood  that  had  been  fatura- 
ted  with  nitrous  oxido  whilft  warm  and  con- 
flantly  agitated  for  four  or  five  minutes,  to 
prevent  itsmniform  coagulation,  oxygene  was 
introduced  ; the  red  purple  on  the  furface  of  it. 


* The  hydrocarbonate  employed,  was  procured  from 
alcohol,  by  means  of  fulphuric  acid.  This  gas  contains 
more  carbon,  than  hydrocarbonate  from  water  and  charcoal. 

f The  curious  fa6t  of  the  reddening  of  venous  blood  by 
hydrocarbonate,  was  difeovered  by  Dr.  Beddoes. 
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immediately  changed  to  vermilion  ; and  on 
agitation,  this  color  was  diffufed  through  it. 
On  comparing  the  tinge  with  that  of  oxygena- 
ted blood,  no  perceptible  difference  could  be 
obferved.  No  change  of  volume  of  the  oxy- 
gene  introduced,  had  taken  place  ; and  confe- 
quently,  no  nitrous  oxide  had  been  evolved 
from  the  blood. 

Blood,  impregnated  with  nitrous  gas,  was 
expofed  to  oxygene ; but  after  agitation  in  it 
for  many  minutes,  no  change  of  its  dark  purple 
tinge  could  be  obferved,  though  a flight  dimi- 
nution of  the  oxygene  appeared  to  take  place. 

Blood  that  had  been  rendered  vermilion 
in  every  part  by  long  agitation  in  atinofpheric 
air,  the  coagulum  of  which  was  broken  and 
diffufed  with  the coagulable  lymph  through  the 
lerum,  was  expofed  to  nitrous  oxide  ; for  fome 
minutes  no  perceptible  change  of  color  took, 
place';  but  by  agitation  for  two  or  three  hours,  . 
it  evidently  affumed  a purple  tinge,  whiltl  a 
a flight  abforption  of  gas  took  place.  It  never 
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however,  became  nearly  fo  dark  as  venoo? 
blood  that  had  been  expofed  to  nitrous  oxide. 

t.  Blood,  oxygenated  in  the  fame  manner 
as  in  the  laft  experiment,  the  coagulum  of 
which  had  been  broken,  was  expofed  to  nitrous 
gas.  The  furface  of  it  immediately  became 
purple,  and  by  agitation  for  a few  minutes,  this 
color  was  diffufed  through  it.  A flight  dimi- 
nution of  the  gas  was  obferved.  On  comparing 
the  tinge  with  that  of  venous  blood  that  had 
been  previoufly  expofed  to  nitrous  gas,  there 
was  no  perceptible  difference. 

k.  Blood  expofed  to  oxygenated  muriatic  acid 
is  wholly  altered  in  its  conftitution  and  phyfical 
properties,  as  has  been  often  noticed ; the 
coagulum  becomes  black  in  fome  parts,  and 
brown  and  white  in  others.  Venous  blood,  after 
agitation  in  hydrogene  or  nitrogene,  oxyge- 
nates when  expofed  to  the  atmofphere  in  the 
fame  manner  as  fimple  venous  blood.  I had 
the  curiolity  to  try  whether  venous  blood 
expofed  to  hydrogene,  would  retain  its  power 
of  being  oxygenated  longer  than  blood 


faturated  with  nitrous  oxide  : for  this  purpofe 
feme  fimilar  black  coagulura  was  agitated  for 
fometimein  two  phials,  onefilled  with  hydrogene, 
the  other  with  nitrous  oxide.  They  were  then 
• lufFered  to  red  for  three  days  at  a temperature 
from  about  to  63«.  After  being  opened,  no 
ofFenfivc  fmell  was  perceived  in  either  of  them, 
the  blood  in  hydrogene  vvas  rather  darker  than 
at  the  time  of  their  expofure,  whilft  that  in 
nitrous  oxide  vvas  of  a brighter  purple.  On 
being  agitated  for  fome  time  in  the  atmofphere, 
the  blood  in  nitrous  oxide  became  red,  but  not 
of  fo  bright  a tinge  as  oxygenated  venous 
blood.  The  color  of  the  blood  in  hydrogene 
did  not  at  all  alter. 

/.  To  afeertain  whether  impregnation  with 
nitrous  oxide  accelerated  or  retarded  the  pulre- 
fadtion  of  the  blood  ; I expofed  venous  blood  in 
four  phials,  the  firft  filled  with  hydrocarbonatc, 
t'he  fecond  with  hydrogene  j the  third  with  atmof- 
pheric  air,  and  the  fourth  with  nitrous  oxide. 
JExamined  after  a fortnight,  the  blood  in  hydro- 
gene and  common  air  were  both  black,  and  flunk 
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very  much  ; that  in  hydrocarbon afc  was  red^ 
and  perfe(5lly  fweet;  that  in  nitrous  oxide  appear- 
ed purple  and  had  no  difagreeable  fmell. 

In  a fecond  experiment,  when  blood  was 
expofed  for  three  weeks  to  hydrocarbonate  and 
nitrous  oxide,  that  in  nitrous  oxide  was  darker 
than  before  and  flunk  a little ; that  in  hydro- 
carbonate was  flill  perfectly  fweet.  The  power 
of  hydrocarbonate  to  prevent  the  putrefaeSlien 
of  animal  matters,  was  long  ago  noticed  by 
Mr.  Watt. 

\ 

. m.  Having  accidentally  cut  one  of  my  fingers 
fo  as  to  lay  bare  a little  mufcular  fibre,  I intro- 
duced it  whilft  bleeding  into  a bottle  of  nitrous 
oxide  ; the  blood  that  trickled  from  the  wound 
evidently  became  much  more  purple ; but  the 
pain  was  neither  alleviated  or  increafed.  When 
however,  the  finger  was  taken  out  of  the  nitrous 
oxide  and  expofed  to  the  atmofphere,  the  wound 
flnarted  more  than  it  had  done  before.  After  it 
had  ceafed  to  bleed,  I inferted  it  through  wa- 
ter into  a veflel  of  nitrous  gas  ; but  it  did  not 
become  more  painful  than  before. 
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From  all  thefe  obfervations,  we  may  conclude, 

ift.  That  when  nitrous  oxide  is  agitated  in 
fluid  venous  blood,  a certain  portion  of  the  gas 
is  abforbed  ; whilft  the  color  of  the  blood  ' 
changes  from  dark  red  to  red  purple. 

2dly.  That  during  the  abforption  of  nitrous 
oxide  by  the  venous  blood,  minute  portions  of 
nitrogene  and  carbonie  aeid  are  produced,  either 
by  evolution  from  the  blood,  or  from  a decom- 
pofition  of  part  of  the  nitrous  oxide. 

3dly.  That  venous  blood  impregnated  with 
nitrous  oxide  is  capable'  of  oxygenation  ; and 
vice  verfa ; that  oxygenated  blood  may  be  com- 
bined with  nitrous  oxide. 

When  blood  feparated  into  coagulum  and 
ferum,  is  expofed  to  nitrous  oxide,  it  is  moft 
probable  that  the  gas  is  chiefly  abforbed  by  the 
ferum.  That  nitrous  oxide  however  is  capable 
of  ailing  upon  the  coagulum,  is  evident  from 
d.  In  the  fluid  blood,  as  we  fhall  fee  hereafter, 
nitrous  oxide  is  abforbed  by  the  attra6lions  of 
V the  whole  compound. 
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III.  Of  the  changes  ejfeBed  in  Nitrous  Oxide  • 
hy  Refpiration. 

' To  afcertain  whether  the  changes  efFedled  in 
nitrous  oxide  by  the  circulating  blood  a6ling 
through  the  moift  coats  of  the  pulmonary  veins 
of  living  animals,  were  highly  analogous  to 
thofe  produced  in  it  by  fluid  venous  blood 
removed  from  the  veflels,  I found  extremely 
difficult. 

I have  before  obferved,  that  when  animals 
arc  made  to  refpire  nitrous  oxide,  a certain  ab- 
forption  of  the  gas  always  takes  place  ; but  the 
fmaller  animals,  the  only  ones  that  can  be 
experimented  upon  in  the  mercurial  apparatus, 
die  in  nitrous  oxide  fo  fpeedily  and  occafion  fo 
Aight  a diminution  of  gas,  that  I judged  it 
ufelefs  to  attempt  to  analife  the  refiduum  of 
their  refpiration,  which  fupports  flame  as  well 
as  pure  nitrous  oxide,  and  is  chiefly  abforba- 
ble  by  water. 

In  the  infancy  of  my  refearches,  I often 
refpired  nitrous  oxide  in  a large  glafs  bell,  fur- 
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niflied  with  a breathing  tube  and  ftopcock,  and 
poifed  in  water  faturated  with  the  gas. 

In  two  or  three  experiments  in  which  thenof- 
trils  being  clofed  after  the  exhauftion  of  the 
lungs,  the  gas  was  infpired  from  the  bell  and 
refpired  into  it,  a conliderable  diminution  was 
perceived,  and  by  the  teft  of  lime  water  fomc 
carbonic  acid  appeared  to  have  been  formed ; 
but  on  account  of  the  abforption  of  this  carbo- 
nic acid  by  the  impregnated  water,  and  the 
liberation  of  nitrous  oxide  from  it,  it  was  im- 
polTible  to  determine  with  the  leaf!;  accuracy, 
the  quantities  of  prodiK^ts  after  relpiration. 

About  this  time  likewife,  I often  examined 
the  refiduum  of  nitrous  oxide,  after  it  had  been 
refpired  in  filk  bags.  In  thefe  experiments 
when  the  gas  had  been  breathed  for  along  time, 
a conliderable  diminution  of  it  was  oblerved, 
and  the  remainder  extinguifhed  flame  and  gave 
a very  flight  diminution  with  nitrous  gas.  But 
the  great  quantity  of  this  remainder  as  well  as 
other  phaenomena,  convinced  me  that  though 
tne  oiled  filk  was  apparently  air  tight  when 
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dry,  under  flight  pre(rure,,yet  during  thea^lion 
of  refpiration,  the  moift  and  warm  gas  expired, 
penetrated  through  it,  whilft  common  air  en- 
tered through  the  wetted  furface. 

To  afcertain  accurately,  the  changes  efFedled 
in  nitrous  oxide  by  refpiration,  I was  obliged  to 
make  ufe  of  the  large  mercurial  airholder  men- 
tioned in  Refearch.L  of  the  capacity  of  200 
cubic  inches.  The  upper  cylinder  of  it  was 
accurately  balanced  fo  as  to  be  conftantly  un- 
der the  prefTure  of  the  atmofphere.  To  an 
aperture  in  it,  a flop  cock  having  a very  large 
orifice  was  adapted,  curved  and  flattened  at  its 
upper  extremity,  fo  as  to  form  an  air-tight 
mouth-piece. 

By  accurately  clofing  the  nofe,  and  bringing 
the  lips  tight  on  the  mouth -piece,  after  a few 
trials  I was  able  to  breathe  oxygene  or  com- 
mon air  in  this  machine  for  two  minutes  or  two 
minutes  and  half,  without  any  other  uneaty 
feeling  than  that  produced  by  the  inclination  of 
the  neck  and  cheft  towards  the  cylinder.  The 
power  of  uniformly  exhaufting  the  lungs  and 
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fauces  to  the  fame  extent,  I did  not  acquire  till 
after  many  experiments.  At  laft,  by  preferving 
exa6lly  the  fame  pofture  after  exhauftion  of  the 
lungs  before  the  infpiration  of  the  gas  to  be  ex- 
perimented upon,  and  during  its  compleat  expi- 
ration, I found  that  I could  always  retain  nearly 
the  fame  quantity  of  gas  in  the  bronchial  veflels 
and  fauces  ; the  difference  in  the  volume  expi- 
red at  different  times,  never  amounting  to  a 
cubic  inch  and  half.’ 

By  connedting  the  conducing  pipe  of  the 
mercurial  airholder,  during  the  refpiration  of 
the  gas,  with  a fmall  trough  of  mercury  by 
means  of  a curved  tube,  it  became  a perfedl 
and  excellent  breathing  machine.  For  by  ex- 
erting a certain  preffure  on  the  airholding  cylin- 
der, it  was  eal}'  to  throw  a quantity  of  gas 
after  every  infpiration  or  expiration,  into 
tubes  filled  with  mercury  fianding  in  the  trough. 
In  thefe  tubes  it  could  be  accurately  analifed, 
and  thus  the  changes  taking  place  at  different 
periods  of  the  procefs  afeertained. 

Whenever  I breathed  pure  nitrous  oxide  in  the 
mercurial  airholder,  after  a compleat  voluntary  ex- 
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hauftion  ofmy  lungs,  the  plealurable  delirium  was 
very  rapidly  produced,  and  being  obliged  to  (loop 
on  the  cylinder,  the  determination  of  blood  to 
my  head  from  the  increafed  arterial  action  in 
lefs  than  a minute  became  fo  great,  as  often  to 
deprive  me  of  voluntary  power  over  the  mufcles 
of  the  mouth.  Hence,  I could  never  rely  on 
the  accuracy  of  any  experiment,  in  which  the 
gas  had  been  refpired  for  more  than  three 
quarters  of  a minute. 

I was  able  to  refpire  the  gas  with  great  accu- 
racy for  more  than  half  a minute ; it  at  firff, 

« 

rather  increafing  than  diminifhing  the  power  of 
volition  ; but  even  in  this  fhort  time,  very  ftrong 
fenfations  W'ere  always  produced,  with  fenfe  of 
fulnefs  about  the  head,  fomewhat  alarming  ; a 
feeling  which  hardly  ever  occurs  to  me  when  the 
gas  is  breathed  in  the  natural  poflure. 

Jn  all  the  numerous  experiments  that  I made 
on  the  refpiration  of  nitrous  oxide  in  this  way, 
a very  conliderable  diminution  of  gas  always 
took  place  ; and  the  diminution  was  generally 
apparently  greater  to  the  eye  during  the  firft 
four  or  five  infpirations. 
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The  refidiial  gas  of  an  experiment  was  always 
examined  in  the  following  manner.  After  being 
transferred  through  mercury  into  a graduated 
cylinder,  a fmall  <juantity  of  concentrated  folu- 
tion  of  cauftic  potafh  was  introduced  to  it,  and 
fufFered  to  remain  in  contadl  with  it  for  fome 
hours;  the  diminution  was  then  noted,  and  the 
quantity  of  gas  abforbed  by  the  potafh,  judged 
to  be  carbonic  acid.  To  the  remainder,  twice 
its  bulk  of  pure  water  was  admitted.  After 

I 

agitation  and  reft  for  four  or  five  hours,  the 
abforption  by  this  was  noticed,  and  the  gas  ab- 
forbed conftdered  as  nitrous  oxide.  The  refi- 
dual  unabforbable  gas  was  mingled  over  water 
with  twice  its  bulk  of  nitrous  gas  ; and  by  this 
means,  its  compofttion,  whether  it  confifted 
wholly  of  nitrogene,  or  of  nitrogene  mingled 
with  fmall  quantities  of  oxygene,  afcertained. 

From  a number  of  experiments  made  at 
different  times  on  the  rcfpiration  of  nitrous 
oxide,  I feled  the  following  as  the  moft  accu- 
rate. 
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E.  1.  At  temperature  54°,  I breathed  102 
cubic  inches  of  nitrous' oxide,  which  "contained 
near  — common  air,  for  about  half  a minute, 
feven  infpirations  and  feven  expirations  being 
made.  After  every  expiration,  an  evident  dimi- 
nution of  gas  was  perceived  ; and  when  the  laft 
full  expiration  was  made,  it  filled  a fpace  equal 
. to  62  cubic  inches. 

Thefe  62  cubic  inches  analifed,  were  found 
to  confift  of 

• Carbonic  acid  . . 3,2 

\ 

Nitrous  oxide  . . 29,0 

Oxygen  e ....  4,1 

Nitrogene  ....  25,7 

62,0 

Hence,  accounting  for  the  two  cubic  inches  of 
common  air  previoufly  mingled  with  the  nitrous 
oxide,  71  cubic  inches  had  difappeared  in  this 
experiment. 

In  the  laft  refpirations,  the  quantity  of  gas 
was  fo  much  diminiftied,  as  to  prevent  the  full 
expanfion  of  the  lungs  ; and  hence  the  appa- 


( 395  ) 


rent  diminution  was  very  much  lefs  after  the 
firft  four  infpirations. 

E.  2.  At  temperature  47°,  I breathed  182 
cubic  inches  of  nitrous  oxide,  mingled  with  2j 
cubic  inches  of  atmofpheric  air,  which  previoufly 
exifted  in  the  airholder,  for  near  40  feconds ; 
having  in  this  time  made  8 refpirations.  The 
diminution  after  the  firft  full  infpiration,  ap- 
peared to  a by-ftander  nearly  uniform.  When 
the  laft  compleat  expiration  was  made,  the  gas 
filled  a fpace  equal  to  128  cubic  inches,  the 
common  temperature  being  reftored.  Thefe 
128  cubic  inches  analifed,  were  found  to  con- 
ftft  of 

Carbonic  acid  ....  5,25 

Nitrous  oxide  ....  88,75 

Oxygene  5,00 

Nitrogene  29,00 

Confequently,  in  this  experiment,  Q3,25  cubic 
inches  of  nitrous  oxide  had  difappeared. 

In  each  of  thefe  experiments,  the  cylinder 
was  covered  with  condenfed  watry  vapor  ex- 
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a(Ttly  in  the  lame  manner  as  if  common  air  had 
been  breathed  in  it.  It  ought  to  be  oblerved 
that,  E.  ] . was  ^ made  in  the  morning,  four 
hours  and  half  after  a moderate  ; 

whereas,  E.  *2.  was  made  bnt  an  hour  and  quar- 
ter after  a plentiful  dinner ; at  which  near  three- 
fourths  of  a pint  of  table-beer  had  been  drank. 

From  thefe  experiments  we  learn,  that  nitrous 
oxide  is  rapidly  abforbcd  by  the  venous  blood, 
through  the  moift  coats  of  the  pulmonary  veins. 
But  as  after  a compleat  voluntary  exhauflion 
of  the  lungs,  much  retidual  air  muft  remain  in 
the  bronchial  vefTels  and  fauces,  as  appears  from 
their  Incapability  of  compleatly  collapling,  it  is 
evident  that  the  gas  expired  after  every  infpira- 
tion  of  nitrous  oxide  mull  be  mingled  with  differ- 
ent quantities  of  the  relidual  gas  of  the  lungs  ;* 
whilft  after  a complete  expiration,  much  of  the 
unabforbed  nitrous  oxide  mull  remain  as  refidual 
gas  in  the  lungs.  Now  when  a complete  expi- 

* By  lungs,  I mean  in  this  place,  all  the  internal  organs 
of  refpiration. 
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ration  is  made  after  the  breathing  of  atmofpheric 
air,  it  is  evident  that  the  refidual  gas  of  the 

4 

lungs  contids  of  nitrogene,*  mingled  with  fmall 
portions  of  oxygene  and  carbonic  acid.  And 
thefe  arc  the  only  produdls  found  after  the  ref- 
piration  of  nitrous  oxide. 

To  afeertain  whether  thefe  products  were 
partially  produced,  during  the  procefs  of  refpi- 
ration,  as  I was  inclined  to  believe  from  the 
experiments  in  the  lad;  fe<51ion,  or  whether  they 
were  wholly  the  reddual  gales  of  the  lungs,  I 
found  extremely  difficult. 

I at  drd  thought  of  breathing  nitrous  oxide 
immediately  after  my  lungs  had  beeti.  filled  with 
oxygene ; and  to  compare  the  produces  remain- 
ing after  the"  full  expiration,  with  thofc  pro- 
duced after  a full  expiration  of  pure  oxygene  ; 
but  on  the  fuppodtion  that  oxygene  and  nitrous 
oxide,  when  applied  together  to  the  venous 
blood,  mud  effect  changes  in  it  different  from  • 

* Becaufe  thefe  products  are  formed  during  the  refpira- 
lion  eff  common  air. 
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either  of  them  feparately,  the  idea  was  relin- 
quiflied. 

I attempted  to  infpire  nitrous  oxide,  after  hav- 
ing made  two  infpirations  and  a complete  expi- 
ration of  hydrogene  ; but  in  this  experiment 
the  efFe(5ls  of  the  hydrogene  were  fo  debilitating, 
and  the  confequent  ftimulation  by  the  nitrous 
oxide  fo  great,  as  to  deprive  me  of  fenfe. 
After  the  firft  three  infpirations,  I loft  all  power 
of  ftanding,  and  fell  on  my  back,  carrying 
in  my  lips  the  mouth-piece  feparated  from  the 
cylinder,  to  the  great  alarm  of  Mr.  Patrick  Dwyer, 
who  was  noting  the  periods  of  infpiration. 

Though  experiments  on  fucceflive  infpira- 
tions of  pure  nitrous  oxide  might  go  far  to 
determine  whether  or  no  any  nitrogene,  car- 
bonic acid  and  oxygene  were  produ6ls  of 
refpiration,  yet  I diftindtly  faw  that  it  was 
impoflible  in  this  way  to  afcertain  their 
quantities,  fuppofing  them  produced,  un- 
lefs  I could  firft  determine  the  capacity  of  my 
lungs;  and  the  different  proportions  of  the 
gafes  remaining  in  the  bronchial  veflels  after  a 
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compleat  expiration,  when  atmofphcric  air  had 
been  rcfpired.  • 

In  fome  experiments  (that  I made  on  the  ref- 
piration  of  hydrogene,  with  a view  to  determine 
whether  carbonic  acid  was  produced  by  the 
combination  of  carbon  loofely  combined  in 
the  venous  blood,  with  the  oxygene  refpired,  or 
whether  it  was  (imply  given  out  as  excreinenti- 
tious  by  this  blood)  I found,  without  however 
being  able  to  folve  the  problem  I had  propofed 
to  myfelf,  that  in  the  refpiration  of  pure  hydro- 
gene, little  or  no  alteration  of  volume  took 
place  ; and  that  the  refidual  gas  was  mingled 
with  fome  nitrogene,  and  a little  oxygene  and 
carbonic  acid. 

From  the  comparifon  of  thcfe  fa^is  with  thofe 
noticed  in  the  laft  fe61ion  and  in  R.  III.  Div.  I. 
there  was  every  reafon  to  fuppofe  that  hydro- 
gene w'as  not  abforbed  or  altered  when  refpired  ; 
but  only  mingled  with  the  refidual  gafes  of  the 
lungs.  Hence,  by  making  a full  expiration  of 
atmofphcric  air,  and  afterwards  taking  fix  or 
feven  refpirations  ofhydrogenc  in  the  mercurial 
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airholder,  and  then  making  a compleal  expira- 
tion, I conjcdlured  that  the  relidual  gas  and 
the  hydrogene  would  be  To  mingled,  as  that 
nearly  the  fame  proportions  fhould  remain  in  the 
bronchial  veflels,  as  in  the  airholder.  By  afcer- 
taining  thefe  proportions  and  calculating  from 
them,  I hoped  to  be  able  to  afcertain  with 
tolerable  exa6lnefs,  the  capacity  of  my  fauces 
and  bronchia,  as  well  as  the  compofition  of  the 
gas  remaining  in  them,  after  a complete  expira- 
tion of  common  air. 

IV.  Refpiration  of  Hydrogene. 

The  hydrogene  that  I employed,  was  procu- 
red from  the  decompofition  of  water  by  means 
of  clean  iron  filings  and  diluted  fulphuric  and 
muriatic  acids.  It  was  breathed  in  the  fame 
manner  as  nitrous  oxide,  in  the  large  mercurial 
airholder. 

After  a compleat  voluntary  exhauflion  of 
my  lungs  in  the  ufual  pofture,  I found  great 
difficulty  in  breathing  hydrogene  for  fo  long 
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as  half  a minute,  fo  as  to  make  a compleat 
expiration  of  it.  It  produced  uneafy  .feelings 
in  the  cheft,  momentary  lofs  of  mufcular  pow- 
er^ and  fornetimes  a tranhent  giddinefs. 

In  fome  of  the  experiments  that  I made  ; on 
account  of  the  giddinefs,  the  refults  were  ren- 
dered inconclulivc,  by  my  removing  my  mouth 
from  the  mouth-piece  after  expiration,  before 
the  afliftant  could  turn  the  flopcock. 

The  purity  of  the  hydrogene  was  afcertained 
immediately  before  the  experiment  by  the  teft 
of  nitrous  gas,  and  by  detonation  with  oxygene 
or  atmofpheric  air  ; generally  1 2 meafures  of 
atmofpheric  air  were  fired  with  4 of  the  hydro- 
gene, and  if  the  diminution  was  to  ten  or  a little 
more,  the  gas  was  judged  to  be  pure. 

After  the  experiment,  when  the  compleat 
expiration  had  been  made  and  the  common 
temperature  reftored  ; the  volume  of  the  gas 
was  noticed,  and  then  a fmall  quantity  of  it 
thrown  into  the  mercurial  apparatus  by  means 
of  the  condu(5ling  tube,  to  be  examined.  The 
carbonic  acid  was  feparated  by  from  it  by  means 

B b 
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of  folution  of  potafh  or  flrontian ; the  quantity  of 
oxygene  it  contained,  was  afcertained  by  means 
, of  nitrous  gas  of  known  coinpofition  ; the 
fuperabundant  nitrous  gas  was  abforbed  by 
folution  of  muriate  of  iron  ; and  the  proportions 
of  hydrogene  and  nitrogene  in  the  remaining 

4 

gas,  difcovered  by  inflammation  with  atmof- 
pheric  air  or  oxygene  in  the  detonating  tube 
by  the  ele6tric  fpark. 

a.  The  two  following  experiments  made  upon 
quantities  of  hydrogene,  equal  to  thofe  of  the  ni- 
trous oxide  refpired  in  the  experiments  in  the  laft 
fc(5lion,  are  given  as  the  moll  accurate  of  five. 

E.  1.  I refpired  at  59°  102  cubic  inches  of 
hydrogene  apparently  pure,  for  rather  lefs  than 
half  a minute,  making  in  this  time  feven  quick 
refpirations. 

After  the  complete  expiration,  when  the 
common  temperature  was  reftored,  the  gas 
occupied  a fpace  equal  to  103  cubic  inches 
nearly.  Thefe  analifed  were  found  to  confift 
of 
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Carbonic  acid  . . 

4,0 

Oxygene  

3,7 

Nitrogen  e .... 

17,3 

Hydrogene  .... 

78,0 

103,0 


Now  as  in  this  experiment,  the  gas  was  increafed 
in  bulk  only  a cubic  inch  ; fuppoting  that  after 
the  compleat  expiration  the  gas  in  the  lungs, 
bronchia  and  fauces  was  of  nearly  limilar  com- 
pofition  with  that  in  the  airholder,  and  that  no 
hydrogene  had  been  abforbed  by  the  blood,  it 
would  follow  that  24  cubic  inches  of  hydrogene 
remained  in  the  internal  organs  of  refpiration, 
and  confequently,  by  the  rule  of  proportion, 
about  7,8  of  the  mixed  refidual  gas  of  the  com- 
mon air.  And  then  the  whole  quantity  of  reti- 
dual  gas  of  the  lungs,  fuppoting  the  temperature 
59°,  would  have  been  31,8  cubic  inches  ; but  as 
its  temperature  was  nearly  that  of  the  internal 
parts  of  the  body,  98°,  it  muft  have  filled  a 
greater  fpace ; calculating  from  the  experiments 
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of  Guyton  and  Vcrnois,*  about  v37,5f  cubic 
inches. 

From  the  increafe  of  volume,  it  would  appear 
that  a minute  quantity  of  gas  had  been  gene- 
rated during  the  refpiration,  and  this  was,  as 
we  fhall  fee  hereafter,  mofl  probably  carbonic 
acid.§  Likewife  there  is  reafon  to  fiippofe,  that 
a little  of  the  retidual  oxygene  mufl  have  been 
abforbed.  Making  allowances  for  thofe  circum- 
ftances,  it  would  follow,  that  the  37,5  cubic 
inches  of  gas  remaining  in  my  lungs,  after  a 
compleat  expiration  of  atmofpheric  air  at  animal 
heat  98°,  equal  to  31,8  cubic  inches  at  5Q^, 
were  compofed  of 

Nitrogene  ....  21,g 

Carbonic  acid  . . 4, 9 

Oxygene  ....  5,0 

31,8 

* Annates  de  Chlmie,  vol.  1,  page  279> 

This  is  only  an  imperfeft  approximation  j the  ratio 
of  the  increafe  of  expanfibility  of^afes  to  the  increafe  of 
temperature,  has  not  yet  been  afcertained.  It  is  probable 
that  the  expanfibility  of  gafes  is  altered  by  their  mixture. 

§ For  there  is  no  reafon  to  fuppofe  the  produftion  of  nitrogene. 
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E.  2.  I refpired  for  near  a half  a minute  in 
the  mercurial  airholder  at  182  cubic  in- 

ches of  hydrogene ; having  made  during  this 
time,  fix  long  infpirations.  After  the  laft  ex- 
piration, the  gas  filled  a fpace  nearly  equal  to 
1 84  cubic  inches,  and  analifed,  was  found  to  . 
confifl;  of 

Carbonic  acid  ....  4,8 


Oxygene  4,6 

Nitrogene  21,0 

Hydrogene 153,6 


184. 

Now  in  this  experiment,  reafoning  in  the  fame 
manner  as  before,  28,4  cubic  inches  of  hydro- 
gene mufi;  have  remained  in  the  lungs,  and 
likewife  5,5  of  the  atmofpheric  refidual  gas. 
Confequently,  the  whole  refidual  gas  was  nearly 
equal  to  34  cubic  inches  at  6 1 0,  which  at  gs° 
would  become  about  40,4  cubic  inches.  And 
reafoning  as  before,  it  would  appear  from  this 
experiment,  that  the  quantity  of  gas  remaining 
in  my  lungs  after  a compleat  voluntary  refpira- 
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tion,  equalled  at  98,  about  40  cubic  inches, 
and  at  6l°,  34  nearly  : making  the  neceflary 
corre^lions ; that  after  common  air  had  been 

9 

breathed,  thefe  34  cubic  inches  confided  of 
Carbonic  acid  ....  4,1 

Oxygene .5,3 

Nitrogene  24,4 

h.  It  would  have  been  poflible  to  prove  the  truth 
of  the  poftulate  on  which  the  experiments  were 
founded,  by  refpiring  common  air  or  oxygene 
after  the  compleat  expiration  of  the  hydrogene, 
^ for  the  fame  time  as  the  hydrogene  was  ref- 
pired  and  in  equal  quantities. 

. For  if  portions  of  hydrogene  were  found  in 
the  airholder  equal  to  thofe  of  the  refidual  gafes 
in  the  two  experiments,  it  would  prove  that  a 
uniform  mixture  of  refidual  gas  with  the  gas 
infpired,  was  produced  by  the  refpiration.  That 
this  mixture  mufl;  have  taken  place,  appeared, 
however,  fo  evident  from  analogous  fa6ls,  that 
I judged  the  experimental  proof  unneceftary. 

Indeed,  as  ihoft  gafes,  though  of  different  fpe- 
cific  gravities,  when  brought  in  contadl  with  each 
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other,  alTume  fome  fort  of  union,  it  is  more 
than  probable,  that  gas  infpired  into  the  lungs, 
from  being  placed  in  contact  with  the  refidiial 
gas  on  fuch  an  extenfive  furface,  muft  inftantly 
mingle  with  it.  Hence,  poffibly  one  deep  in- 
fpiration  and  compleat  expiration  of  the  whole 
of  a quantity  of  hydrogene,  will  be  fufficient  to 
determine  the  capacity  of  the  lungs  after  com- 
pleat voluntary  exhauflion,  and  the  nature  of 
the  refidual  air. 

That  two  infpirations  are  fufficient,  appears 
probable  from  the  following  experiment. 

E.  3.  After  a compleat  voluntary  expiration 
of  common  air,  I made  two  deep  infpirations  of 
141  cubic  inches  of  hydrogene.  After  the 
compleat  expiration,  they  filled  a fpace  equal 
to  rather  more  than  142  cubic  inches,  and 
analifecl,  were  found  to  confift;  of 


Carbonic  acid  . . . . 

Oxygene  

Nitrogene  ' 

Hydrogene 


‘115,6 


142. 
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]J^ow  calculating  on  the  exhaufted  capacity  of 
my  lungs  from  this  experiment,  fuppofing  uni- 
form mixture,  they  would  ‘contain  after  expi- 
ration of  common  air,  about  30,7  cubic  inches 
• at  58°,  equal  to  36  at  98°,  compofed  of  about 
Nitrogene  ....  20, 9 
Oxygene  ....  5,8 

Carbonic  acid  . . 4,0 

30,7 

One  (liould  fuppofe  a priori  that  in  this  experi- 
ment much  lefs  of  the  refidual  oxygene  of  the 
lungs  muft  have  been  abforbed,  than  in  Expts. 
1 and  2 ; yet  there  is  no  very  marked  difference 
in  the  portions  evolved.  That  a tolerably  accu- 
rate mixture  took  place,  appears  from  the  quan- 
tity of  nitrogene.  The  fmaller  quantity  of 
carbonic  acid  is  an  evidence  in  favour  of  its 
evolution  from  the  venous  blood. 

' c.  It  is  reafonable  to  fuppofe  that  the  preflure 
upon  the  refidual  gas  of  the  exhaufted  lungs, 
muft  be  nearly  equal  to  that  of  the  atmofphere. 
But  as  aqueous  vapour  is  perpetually  given  out 
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by  the  exhalents,  and  perhaps  evolved  from-the 
moift  coats  of  the  pulmonary  veflels,  it  is  likely 
that  the  refidual  gas  is  not  only  fully  faturated 
with  moifture  at  98°,  but  likewife  impregnated 
with  uncombined  vapor  ; and  hence  its  volume 
enlarged  beyond  the  incirement  of  expanfion 
of  temperature. 

Confidering  all  thefe  circumftances,  and  cal- 
culating from  the  mean  of  the  three  experi- 
ments on  the  compofition  of  the  refidual  gas, 
I concluded, 

ift.  That  the  exhaufted  capacity  of  my  lungs 
was  equal  to  about  41  cubic  inches. 

2dly.  That  the  gas  contained  in  my  bron- 
chial vefiels  and  fauces,  after  a compleat  refpi- 
ration  of  atmofpheric  air,  was  equal  to  about 
32  cubic  inches,  its  temperature  being  reduced 
to  55°. 

3dly.  That  thefe  32  cubic  inches  were  com- 
pofed  of  about 

Nitrogene  . . 23,0 

Carbonic  acid  . . 4,1 
Oxygene  ...  4,9 
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d.  In  many  experiments  made  in  the  mercurial 

airholdcr  on  the  capacity  of  my  lungs  under 

different  circumftances,  I found  that  I threw 

out  of  my  lungs  by  a full  forced  expiration  at 

temperatures  from  58°  to  62° 

‘ cub.  in.  cub.-in. 

Afterafullvoluntaryinfpiration^fromlSQ  to  I9I 
After  a natural  infpiration^  from  ..  78  to  79 
After  a natural  expiration,  from  . . 67  to  68 

So  that  making  the  corrections  for  temperature, 
it  would  appear,  that  my  lungs  in  a flat^ of  volun- 
tary infpiration,  contained  about  254  cubic  in- 
ches ; in  a date  of  natural  infpiration  about  135  ; 
in  a (late  of  natural  expiration,  about  118;  and 
in  a date  of  forced  expiration  41.* 

As  the  exhauded  capacity  as  well  as  imple- 
ted  capacity  of  the  internal  organs  of  refpiration 
mud  be  different  in  different  individuals,  ac- 
cording as  the  forms  and  dze  of  their  thorax. 


* This  capacity  is  raoft  probably  below  the  medium,  ray 
cheft  is  narrow,  meafuring  in  circumference,  but  2Q  inches, 
and  my  neck  rather  long  and  {lender. 
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fauces,  and  bronchia  are  different,  it  would  be 
almoft  ufelefs  to  endeavour  to  afcertain  a fland- 
ard  capacity.  It  is  however  probable,  that  a 
ratio  exifts  between  the  quantities  of  air  infpi- 
red  in  the  natural  and  forced  infpiration,  thofe 
expired  in  the  natural  and  forced  expiration, 
and  the  whole  capacity  of  the  kings.  If  this 
ratio  were  afcertained,  a tingle  experiment 
on  the  natural  infpiration  and  expiration  of 

common  air,  would  enable  us  to  afcertain  the 

% 

quantity  of  retidual  gas  in  the  lungs  of  any 
individual  after  a compleat  foreed  expiration.* 


V.  Additional  ohfervations  and  experiments 
on  the  Refpiration  of  Nitrous  Oxide. 

a.  Having  thus  afcertained  the  capacity  of  my 
lungs,  and  the  competition  of  the  retidual  gas 
of  expiration,  I proceeded  to  reafon  concerning 

t 

* Dr.  Goodwyn  in  his  excellent  work  on  the  connexion 
of  life  with  refpiration,  has  detailed  foine  experiments  on 
the  capacity  of  the  lungs  after  natural  expiration.  He 
makes  the  medium  capacity  about  109  cubic  inches,  which 
agrees  very  well  with  my  elUmation. — page  27. 
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the  experiments  in  fe^lion  III,  on  the  refpiration 
of  nitrous  oxide. 

In  Exp.  I.  nearly  100  cubic  inches  of  nitrous 
oxide,  making  the  corredlions  on  account  of 
the  common  air,  were  refpired  for  half  a minute. 
In  this  time,  they  were  reduced  to  62  cubic  in- 
ches, which  confided  of  3,2  carbonic  acid,  2Q 
nitrous  oxide,  4,1  oxygene,  and  25,7  nitrogene. 

But,  as  appears  from  the  lafi;  fecdion,  there 
exifted  in  the  lungs  before  the  infpiration  of  the 
nitrous  oxide,  about  32  cubic  inches  of  gas, 
confiding  of  23  nitrogene,  4,J  carbonic  acid, 
and  4,9  oxygene,  temperature  being  reduced  to 
59®.  This  gas  mud  have  been  perfectly  ming- 
led with  the  nitrous  oxide  during  the  experi- 
ment ; and  confequently,  the  refidual  gas  in  the 
lungs  after  the  experiment,  was  of  the  fame 
compofition  as  that  in  the  airholder. 

Suppofing  it  as  before,  to  be  about  32  cubic 
inches  : from  the  rule  of  proportion,  they  will 
be  compofed  of 

Nitrous  oxide  . . 14,7 

Nitrogene 13,3 
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Carbonic  acid  . . 1,9 

Oxygene  2,1 


And  the  whole  quantity  of  gas  in  the  lungs  and 
the  airholder,  fuppofing  the  temperature  59^^, 
will  equal  94  cubic  inches,  which  are  compofed 


of 

Nitrous  oxide  . . 43,7 

Nitrogene 39,0 

Carbonic  acid  . . 5,  2 

Oxygene  6,  1 

94 


But  before  the  experiment,  the  gas  in  the  lungs 
and  airholder  equalled  134  cubic  inches,  and 
thefe,  reckoning  for  the  common  air,  were 
compofed  of 

Nitrous  oxide  . . 100 
Nitrogene,  ....  24,3 

Carbonic  acid  . .'  4,1 

Oxygene  ....  5,6 

Hence,  it  appears,  that  56,3  cubic  inches  of 
nitrous  oxide  were  abforbed  in  this  experiment, 
and  13,7  of  nitrogene  produced,  either  by  evo- 
lution from  the  blood,  or  decompofition  of  the 
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.nitrous  oxide.  The  quantities  of  carbonic  acid 
and  oxygene  approach  fo  near  to  thofe  exifling 
after  the  refpiration  of  hydr^gene,  that  there  is 
every  reafon  to  believe  that  no  portion  of  them 
was  produced  in  confequence  of  the  abforption, 
or  decompofttion  of  the  nitrous  oxide. 

h.  In  Exp.2j  calculating  in  the  fame  manner, 
before  the  firft  infpiration,  a quantity  of  gas 
equal  to  2l6,5  cubic  inches  at  47°,  exifted  in 
the  lungs  and  airholder,  and  thefe  21 6, 5 cubic 
inches  were  compofed  of 


Nitrous  oxide,  .... 

182,0 

Nitrogene  

24,9 

Carbonic  acid  .... 

4,1 

Oxygene  

5,5 

216,5 

After  the  compleat  expiration, 

l6o  cubic  in- 

ches  remained  in  the  lungs  and  airholder,  which 

was  compofed  of 

Nitrous  oxide  . . 

110,6 

Nitrogene  

36,3 

Carbonic  acid  .... 

6,8 

Oxygene  

6,3 

Hence,  it  appears,  that  71,4  cubic  inches  of, 
nitrous  oxide  were  abforbed  in  this  experiment, 

I 

and  about  12  of  nitrogene  produced.  The 
quantity  of  carbonic  acid  and  oxygene  is  rather 
greater  than  that  which  exifted  in  the  experi- 
ments on  hydrogene. 

c.  From  thefe  eftimations,  I learned  that  a 
fmall  quantity  of  nitrogene  was  produced  during 
the  abforption  of  nitrous  oxide  in  refpiration. 
It  remained  to  determine,  whether  this  nitro- 
gene owed  its  produdlion  to  evolution  from  the 
blood,  or  to  the  decompofition  of  a portion  of 
the  nitrous  oxide. 

Analogical  evidences  were  not  in  favour  of  the 
hypothefis  of  decompofition.  It  'was  difficult  to 
fuppofe  that  a body  requiring  the  temperature  of 
ignition  for  its  decompofition  by  the  moft  inflam- 
mable bodies,  fhould  be  partially  abforbed  and 
partially  decompounded  at  98°,  by  a fluid  ap- 
parently pofTefTed  of  uniform  attradlions. 

It  was  more  eafy  to  believe,  that  from  the 
immenfe  quantity  of  nitrogene  taken  into  the 
blood  in  nitrous  oxide  ; the  fyftem  toon  became 


I 
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overcharged  with  this  principle,  which  not  being' 
wholly  expended  in  new  combinations  during 
living  adlion,  was  liberated  in  the  aeriform  ftate 
by  the  exhalents,  or  through  the  moift  coats  of 
the  veins. 

Now  if  the  laft  rationale  were  true,  it  would 
follow,  that  the  quantity  of  nitrogene  produced 
in  refpiration,  ought  to  be  increafed  in  propor-* 
tion  as  a greater  quantity  of  nitrous  oxide 
I entered  into  combination  with  the  blood. 

d.  To  afcertain  whether  this  was  the  cafe,  I 
made  after  full  voluntary  exhauftion  of  my 
" lungs,  one  full  voluntary  infpiration  and  expi- 
ration of  108  cubic  inches  of  nitrous  oxide. 

i 

After  this,  it  filled  a Ipace  nearly  equal  to  99 
cubic  inches.  The  quantities  of  carbonic  acid 
and  oxygene  in  thefe  were  not  determined ; but 
by  the  telt  of  abforption  by  water,  they  appeared 
to  contain  only  18  nitrogene;  which  is  very 
little  more  than  thould  \ave  been  given  from 
the  refidual  gas  of  the  lungs. 

In  a fecond  experiment,  I made  two  refpira- 
tions  of  108  cubic  inches  of  nitrous  oi  de 


i 


nearly  pure.  The  diminution  was  to  Q5.  On 
analyfing  thefc  g5,  I found  to  my  great  furprife, 

t 

that  they  contained  only;  1 7 nitrogene.  Hence, 

1 could  not  l)Lit  rufpcct  fomc  fource  of  error  in 
the  procefs. 

I now  introduced  intp  a flrong  new  filk 
bag,  the  fidcs  of  which  were  in  perfe61  contadf, 
about  8 quarts  of  nitrous  oxide.  From  the 
mode  ot  introdu6tion,  this  nitrous  oxide  mufi: 
have  been  mingled  with  a little  common  air, 
not  however  fufficient  to  difturb  the  refults. 

I then  adapted  a cork  cemented  to  a long 
curved  tube  to  my  right  nodril  ; the  tube  was 
made  to  communicate  with  the  water  apparatus; 
and  the  left  noftril  being  accurately  clofed,  and 

f 

the  mouth-piece  of  the  filk  bag  tightly  adapted 
to  the  lips,  I made  a full  expiration  of  the  com- 
mon air  of  rny  lungs,  infpired  nitrous  oxide  from  i 
the  bag,  and  by  carefully  clofing  thfe  mouth- 
piece with  my  tongue,  expired  it  through 
the  curved  tube  into  the  water  apparatus.  In 
this  way,  I made  nine  refpirations  of  nitrous 
oxide.  The  expired  gas  of  the  firft  refpiration 
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was  not  preferved  ; but  part  of  the  gas  of  the 
fecond,  third,  fifth,  fevcnth  and  ninth,  were 
caught  in  feperate  gra/Juated  cylinders.  The 
fecond,  analifed  by  abforption,  confided  of 
about  29  abforbable  gas,  which  inuft  have  been 
chiefly  nitrous  oxide  and  17  unabforbable  gas, 
which  muft  have  been  chiefly  nitrogene;  and  the 
third  of  2'2  abforbable  gas,  and  8 unabforbable. 
The  fifth  was  compofed  of  ‘27  to  6 ; the  feventh 
of  23  to  7,  and  the  ninth  of  2()  to  11. 

e.  Though  the  refults  of  thefe  experiments 
were  not  fo  conclufive  as  could  be  wiflied  ; yet, 
comparing  them  vviththofe  of  the  experiments  in 
iedlion  III.  it  feemed  reafonable  to  conclude, 
that  the  prodiudion  of  nitrogene  was  increafed, 
in  proportion  as  the  blood  became  more  fully 
impregnated  with  nitrous  oxide. 

From  this  conclufion,  compared  with  the  phas- 
nomenon  noticed  in  fedtion  2,  and  in  Div.  I. 
fedlion  4,  I am  induced  to  believe  that  the  pro- 
du6lion  of  nitrogene  during  the  refpiration  of 
nitrous  oxide,  is  not  owing  to  the  decompofi- 
tion  - of  part  of  the  nitrous  oxide, ' in  the 
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aeriform  fiatc  Immediately  by  the  attradllon  of 
the  red  particles  of  venous  blood  for  its  oxygene  ; 
but  that  it  is  rather  owing  to  a new  arrangement 
produced  in  the  principles  of  the  impregnated 
blood,  during  circulation  ; from  which,  becoming 
fuperfaturated  with  nitrogene,  it  gives  it  out 
through  the  rnoift  coats  of  the  veffels. 

For  if  any  portion  of  nitrous  oxide  were  de- 
compofed  immediately  by  the  red  particles  of 
the  blood,  one  fliould  conje6lure,  that  the  quan- 
tity of  nitrogene  produced,  ought  to  be  greater 
during  the  firft  infpirations,  before  thefe  particles 
became  fully  combined  with  condenfed  oxygene. 

If  on  the  contrary,  the  whole  of  the  nitrogene 
and  oxygene  of  the  nitrous  oxide  were  both 
combined  with  the  blood,  and  carried  through  the 
pulmonary  veins  and  left  chamber  of  the  heart  to 
the  arteries  ; then,  fuppofing  the  oxygene  chiefly  • 
expended  in  living  adlion,  whilfl  the  nitrogene 
was  only  partially  confumed  in  new  combina- 
tions, it  would  follow,  that  the  venous  blood  of 
animals  made  to  breathe  nitrous  oxide,  hyper- 
faturated  with  nitrogene,  mufl  be  different  from 
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C'f  “'’non  venous  blood  ; and  this  we  have  rea- 
’iOii  to  believe  from  the  phaenomena  in  Div.  I, 
fe6lion  4,  is  a6iually  the  cafe. 

f.  Befides  the  nitrogene  generated  during 
the  refpiration  of  nitrous  oxide,  we  have  noticed 
the  evolution  of  other  produ61s,  carbonic  acid,* 
and  water. 

Now  as  nearly  equal  quantities  of  carbonic 
acid  are  produced,  whether  hydrogene  or  ni- 
trous oxide  is  refpired,  provided  the  procefs  is 
carried  on  for  the  fame  time  ; there  is  every 
reafon  to  believe,  as  we  have  faid  before,  that  no 
part  of  the  carbonic  acid  produced,  is  generated 
from  the  immediate  dccompofition  of  nitrous 
oxide  by  carbon  exifling  in  the  blood. 

Confequently,  in  thefc  experiments,  it  mult 
be  either  evolved  from  the  venous  blood  ; or 
formed,  by  the  flow  combination  of  the  oxygene 
of  the  relidual  air  of  refpiration  with  the  char- 
coal of  the  blood. 


* The  oxygene  as  we  have  before  noticed,  moft  proba- 
bly wholly  exifled  in  the  refidual  gas. 
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But  if  it  was  produced  by  the  decompotition 
of  refidual  atmofpheric  air,  it  would  follow, 
that  its  volume  muft  be  much  lefs  than  that  of 
the  oxygene  of  the  refidual  air,  which  had. 
difappeared  ; for  fome  of  this  oxygene  muft 
have  been  abforbed  by  the  blood,  and  during 
the  converfion  of  oxygene  into  carbonic  acid  by 
'charcoal,  a flight  diminution  of  volume  is  pro- 
duced, > 

In  the  experiments  when  nitrous  oxide  and 
hydrogene  were  refpired  for  about  half  a minute, 
the  medium  quantity  ot  carbonic  acid  produced, 
was  5,6  cubic  inches  nearly, 

Now  we  will  afilime,  that  the  quantity  of 
carbonic  acid  produced,  is  in  the  ratio  of, the 
oxygene  diminifhed  ; and  there  is  every  reafon 
to  believe,  that  in  the  expiration  of  atmofphe- 
ric  air,  the  expired  air  and  the  refidual  air  are 
nearly  of  the  fame  compofition. 

Hence,  no  more  carbonic  acid  can  remain 
in  the  lungs  or  be  produced  from  the  refidual 
gas  after  the  compleat  expiration  of  common 
air,  than  that  which  can  be  generated  from  a 
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Volume  of  atmofpheric  air  equal  to  the  refidual 
gas  of  the  lungs. 

The  refidual  gas  of  the  lungs,  after  compleat 
‘expiration,  equals  at  55o,  32  cubic  inches,  and 
32  cubic  inches  of  common  air  contain  S.d 
cubic  inches  of  oxygene. 

But  in  the  experiments  on  the  refpiration  of 
hydrogene,  not  only  5.6  cubic  inches  of  car- 
bonic acid  were  produced,  but  more  than  4 of 
refidual  oxygene  remained  unabforbed. 

Hence  it  appears  impoffible  that  all  the  car- 
bonic acid  evolved  from  the  lungs  during  the 
refpiration  of  nitrous  oxide  or  hydrogene  could 
have  been  produced  by  the  combination  of  char- 
coal in  the  venous  blood  with  refidual  atmof- 
pherlc  oxygene  : there  is  confequently  every 
reafon  to  believe  that  it  is  wholly  or  partially  li- 
berated from  the  venous  blood  through  the  moifr 
coats  of  the  veflcls. 

The  water  carried  out  of  the  lungs  in  fo- 

lution  by  the  expired  gas  of  nitrous  oxide,  could 
/ 

neither  have  been  wholly  or  partially  formed 
^ by  the  decompofition  of  nitrous  oxide.  The 
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coats  of  the  vefiels  in  the  lungs,  and  indeed  in 
the  whole  internal  furface  of  the  body,  are 
always  covered  with  moifture,  and  the  folution 
of  part  of  this  moifture  by  the  infpired  heated 
gas,  and  its  depofition  by  the  expired  gas,  are 
fufficient  caufes  for  the  appearance  of  the 
phaenomenon. 

There  are  no  reafons  for  fuppofing  that  any 
of  the  reftdual  atmofpheric  oxygene  is  imme- 
diately combined  with  fixed  or  nafeent  hydro- 
gene, or  hydrocarbonate,  in  the  venous  blood  at 
98°,  by  flow  combuftion,  and  confequently 
none  for  fuppofing  that  water  is  immediately 
formed  in  refpiration. 

The  evolution  of  water  from  the  veflels  in 
the  lungs,  is  almoft  certain  from  numerous 
analogies. 

h.  As  from  the  experiments  in  feeftion  II.'  it 
appeared  that  nitrous  oxide  was  capable  of  being 
combined  with  oxygenated  blood,  and  vice  verfa, 
blood  impregnated  with  nitrous  oxide  capable 
of  oxygenation  ; I was  curious  to  afeertain  what 
changes  would  be  efFe6led  in  nitrous  oxide  when 
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it  was  refpired,  mingled  with  atmorphe^ 
ric  air  or  oxygene.  For  this  piirpofe,  with-r 
out  making  a very  delicate  experiment,  I breath- 
ed in  the  large  mercurial  airholder  about  1 12 
cuKic  inches  of  nitrous  oxide,  mingled  with 
44  of  common  air,  for  near  half  a minute,  in 
the  ufual  mode.  The  gas,  after  expiration,  fil- 
led a fpace  nearly  equal  to  11 9.  I did  not 
exadlly  afeertain  the  compofition  of  the  refidual 
gas ; it  fupported  fiame  rather  better  than  com- 
mon air,  and  after  the  nitrous  oxide  was  ab- 
forbed,  gave  much  lefs  diminution  with  nitrous 
gas  than  atmofpheric  air. 

i.  I breathed  a mixture  of  four  quarts  of 
nitrous  oxide  with  three  quarts  of  hydrogene, 
in  a dry  lilk  bag,  for  near  a minute  ; an  evir 
dent  diminution  was  produced  ; but  on  account 
of  the  mode  of  experimenting  it  was  impofiible 
to  determine  the  quantity  of  nitrous  oxide  ab- 
forbed,  or  the  exa<5l  nature  of  the  produdts. 
When  a taper  was  introduced  into  a little  ofyhe 
refidual  gas,  it  inflamed  with  a very  feeble  ex- 
plofion.  Now  a mixture  of  4 parts  nitrous  oxr 
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•icle  and  3 hyclrogene,  detonates  when  inflanaed 
with  very  great  violence, 

k.  Nitrous  oxide  can  be  refpired  without 
danger  by  the  human  animal  for  a much  longer 
time  than  that  required  for  the  death  of  the 
fmaller  quadrupeds  in  it. 

I have  breathed  it  two  or  three  times  in  a 
confiderable  flate  of  purity,  in  a dry  filk  bag, 
for  four  minutes  and  quarter  and  four  minutes 
and  half ; fome  difeafed  individuals  have  refpi- 
red it  for  upwards  of  five  minutes. 

In  the  infancy  of  my  experiments,  from  gene- 
ral appearances,  I thought  that  the  proportion  of 
nitrous  oxide  abforbed  in  refpiration  was  greater 
in  the  firftinfpirations  thanthelaft;  but  thisihave 
fince  found  to  be  a miflake.  In  Ihelad  refpirations 

I 

the  apparent  abforptioh  is  indeed  lefs  ; but  this  is 
on  account  of  the  increafed  evolution  of  nitro- 
gene  from  the  blood.  When  nitrous  oxide  is 
refpired  for  a long  time,  the  laft  infpirations  are 
always  fuller  and  quicker  than  the  fird  ; but 
the  confumption  by  the  fame  individual  is  nearly 
in  the  ratio  of  the  time  of  refpiration.  Three 
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quarts  i.  c.  about  174  cubic  inches,  are  con  fumed 
fo  as  to  be  unfit  for  refpiration,  by  an  healthy 
individual  with  lungs  of  moderate  capacity,  in 
about  a minute  and  quarter  ; fix  quarts,  or  348 
cubic  inches,  lafi  generally  for  two  minutes  and 
half  or  two  minutes  and  three  quarters  ; eight 
quarts,  or  464  cubic  inches,  for  more  than 
three  minutes  and  half;  and  twelve,  or  696 
cubic  inches,  for  nearly  five. 

The  quantities  of  nitrous  oxide  abforbed  by 
the  fame  individual,  will,  as  there  is  every  rea- 
fon  to  fuppofe,  be  different  under  different 
circumftances,  and  will  probably  be  governed 
in  fome  meafure  by  the  ftate  of  the  health.  It 
is  reafonable  to  fuppofe,  that  the  velocity  of  the 
circulation  mufi:  have  a confiderable  influence 
on  the  abforption  of  nitrous  oxide  ; probably  in 
proportion  as  it  is  greater  a larger  quantity  of 
gas  will  be  confumed  in  equal  times. 

I am  inclined  from  two  or  three  experiments, 
to  believe  that  nitrous  oxide  is  abforbed  more 
rapidly  after  hearty  meals  or  during  flimulation 
from  wine  or  fpirits,  than  at  other  times.  As . 
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its  abforption  appears  to  depend  on  a fimple 
folutlon  in  the  venous  blood  ; probably  diminu- 
tion of  temperature  will  increafe  its  capability 
of  being  abforbed. 

/.  The  quantities  of  nitrous  oxide  abforbed  by 
different  individuals,  will  probably  be  governed 
in  fome  meafure  by  the  fize  of  their  lungs  and 
the  furface  of  the  blood  veffcls,  all  other  cir- 
cumftances  being  the  fame. 

From  the  obfervations  that  I have  been  able 
to  make  on  the  abforption  of  nitrous  oxide,  as 
compared  with  the  capacity  of  the  lungs,  the 
range  of  the  confumption  of  different  individu- 
als does  not  extend  to  more  than  a pint,  or  30 
cubic  inches  at  the  maximum  dofe. 

We  may  therefore  conclude,  that  the  medium 
confumption  of  nitrous  oxide  by  the  refpiration 
of  different  individuals,  is  not  far  from  two 
cubic  inches,  or  about  a grain  every  fccond, 
or  120  cubic  inches,  or  6o  grains  every  minute. 

rn.  When  nitrous  oxide  is  breathed  in  tight 
filk  bags,  towards  the  end  of  the  experiment  as 
the  internal  furface  becomes  moiftj  as  I have 
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before  mentioned,  a certain  quantity  of  com- 
mon air  penetrates  through  it  and  becomes 
mixed  with  the  refidual  gas  of  the  experiment  ; 
but  this  quantity  is  always  too  fmall  to  deftroy 
any  of  the  effeds  of  the  nitrous  oxide.  The 
refidual  gas  of  the  common  air,  the  nitrogene 
and  carbonic  acid  produced  in  the  procefs,  and 
the  refiduum  of  the  admitted  atmofpheric  air, 
hardly  ever  amount  after  the  experiment,  to 
one  half  of  the  volume  of  the  nitrous  oxide 
abforbed.  There  is  confequently,  a perfe(fl 
propriety  in  fucceflively  infpiring  and  expiring 
the  whole  of  a given  quantity  of  nitrous  oxide, 
till  it  is  nearly  confumed.  In  the  refpiration  of 
nitrous  oxide  as  the  gas  is  abforbed  and  not  de- 
compofed,  little  will  be  gained  in  effect,  by  per- 
petually infpiringn  and  expiring  new  portions, 
whilft  an  immenfe  quantity  of  gas  will  be  idly 
wafted,  and  this  circiimftance,  conftdering 
the  expence  of  the  fubfiance,  is  of  importance, 
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VI.  On  the  refpiration  of  Atrnojpheric  Air. 

Having  thus  afcertained  the  abrorption  of 
nitrous  oxide  in  refpiration,  and  the  evolution 
of  nitrogene  and  carbonic  acid  from  the  lungs 
during  its  abforption  : contidering  atmofpheric 
air  as  a compound  in  which  principles  identi- 
cal with  thofe  in  nitrous  oxide  exiftcd,  though 
in  different  quantities  and  loofer  combination, 
I was  anxious  to  compare  the  changes  effeifted 
in  this  gas  by  refpiration,  with  thofe  produced 
in  nitrous  oxide  and  oxygene ; particularly  as 
they  are  conneded  with  the  health  and  life  of 
animals. 

The  ingenious  experiments  of  Lavoifier  and 
Goodvvyn,  prove  the  confumption  of  oxygene 
in  refpiration,  and  the  produeSlion  of  carbonic 
acid.  From  many  experiments  on  the  refpira- 
tion  of  common  air,  Dr.  Priedley  fufpedfed  that 
a certain  portion  of  nitrogene,  as  well  as  oxygene, 
was  abforbed  by  the  venous  blood. 
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h.  In  the  following  experiments  on  the  refpi- 
ration  of  atmofpheric  air  in  the  mercurial  air- 
holder  ; the  compofition  of  the  gas  before  infpi- 
ration  and  after  expiration,  was  afcertained  in 
the  following  manner. 

Forty  mcafures  of  it  were  agitated  over  mercury 
in  folution  of  caufiic  potatTi,and  fuffered  to  remain 
in  contadl  with  it  for  two  or  three  hours.  The 
diminution  was  noted,  and  the  gas  abforbed 
judged  to  be  carbonic  acid.  Twenty  meafures 
of  the  gas,  freed  from  carbonic  acid,  were  ming- 
led with  thirty  of  nitrous  gas,  in  a tube  of  ,5 
inches  diameter;  they  were  not  agitated,*  but 
fuffered  to  reft  for  an  hour  or  an  hour  and  half, 
when  the  volume  occupied  by  them  was  noticed : 
and  50  — m the  volume  occupied,  divided 
• by  3 conftdered  as  the  oxygene  x,  and  20  — x 
conftdered  as  the  nitrogene. 


* When  they  are  agitated,  a greater  proportion  of  nitrous 
gas  is  abforbed,  cpndenfed  in  the  nitric  acid  by  the  water ; 
and  to  find  the  oxygene,  50  — m 50  — m 


X 


3,4- 


or 


3,5 
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c.  To  afcertain  the  changes  efFeded  in  at- 
mofpheric  air  by  tingle  infpirations, 

I made,  after  a compleat  voluntary  exha utlion  of 
my  lungs,  at  temperature  6 1®,  one  infpiration  and 
expiration  of  141  cubic  inches  of  atmofpheric 
air.  After  expiration,  they  filled  a fpace  equal 
to  13Q  cubic  inches  nearly.  Thefe  13Q  cubic 
inches  analifed  were  found  to  contid  of 

Nitrogene  ....  iOl 
Oxygene  ....  32 

Carbonic  acid  . . 6 

The  141  cubic  inches  before  infpiration, 
were  coinpofed  of  103  nitrogene,  1 carbonic 
acid  and  37  oxygene.  The  time  taken  to  per- 
form the  infpiration  and  full  expiration,  was 
nearly  a quarter  of  a minute. 

I repeated  this  experiment  feven  or  eight 
times,  and  the  quantity  of  oxygene  abforbed 
was  generally  from  5 to  6 cubic  inches,  the 
carbonic  acid  formed  from  5 to  5,5,  and  the 
quantity  of  nitrogene  apparently  diminithed  by 
from  1 to  3 cubic  inches. 
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E’.  2.  I made,  after  a voluntary  expiration  of 
common  air,  one  infpiration  and  fall  expiration 
of  100  cubic  inches  of  atmofpheric  air.  It  was 
dimlnifhed  nearly  to  Q8|  or  gg  cubic  inches,* 
and  analifed,  \vas  found  to  confift  of 
Nitrogenc  ..  7t,7 

Oxygene  ....  22.5 

Carbonic  acid  . . 4,5 

This  experiment  I likewife  repeated  four  or  five 
times,  with  very  little  difference  ofrelult,  and 
there  always  Teemed  to  be  a Tmall  diminution  of 
nitrogene.  I made  no  corredfions  on  account 
of  the  refidual  air  of  the  lungs  in  thefe  pro- 
ceflcs,  becaufe  there  was  every  reafon  to  fup- 
pofe  that  it  was  always  of  fimilar  compofition. 

c.  Before  I could  afeertain  whether  fimilai* 
changes  were  effedied  in  atmofpheric  air,  by 
natural  infpirations  as  by  forced  ones,  I was 
obliged  to  pracTtife  refpiration  in  the  mercurial 
airholder,  by  fuffering  the  condudling  tube  to 
communicate  with  the  atmofphcre  till  I had 
attained  the  power  of  breathing  in  it  naturally, 
without  labor  or  attention  ; T then  found  by  a 
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number  of  experiments,  that  I took  into  my 
lungs  at  every  natural  infpiration,  about  13  cu- 
bic inches  of  air,  and  that  I threw  out  of  my 
lungs  at  every  expiration,*  rather  lefs  than  this 
(|iiantity  ; about  cubic  inches. 

The  mean  compofition  of  the  13  cubic  inches 

I 

of  air  infpired,  was 

cub.  in. 

Nitrogene  . . g,5 

Oxygene  . . . 3,4 
Carbonic  acid  0,1 

1 hat  ot  the  12,7  of  air  expired 

Nitrogene  . . 9,3 

Oxygene  . . 2,2 

Carbonic  acid  1,2 

Thcfe  rcfults  I gained  from  more  than  20  ex- 
periments, fo  that  I could  not  poflibly  entertain 
any  doubt  of  this  accuracy. 

I found,  by  making  a perfon  obferve  my  ref- 
pirations  when  I was  inattentive  to  the  procefs, 

* The  diminution  of  air  by  tingle  infplrations,  was 
particularly  noticed  by  Dr.  Goodwyn. 
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that  I made  about  26  oi*  27  natural  inlpirations 
in  a minute.  So  that  calculating  from  the 
above  edimations,  it  would  follow,  that  31.() 
cubic  inches  of  oxygene  were  confiimed,  and 
5,2  inches  of  nitrogene  loft  in  refpiration  every 
minute,  whilft  26,6  cubic  inches  of  carbonic 
acid  were  produced. 

To  colledt  the  products  of  a great  number  of 
natural  expirations  fo  as  to  afeertain  whether 
their  compofttion  correfponded  with  the  above 
accounts,  I proceeded  in  the  following  manner. 

I faftened  my  lips  tight  on  the  mouth-piece 
of  the  exhaufted  airholder,  and  fuffering  my 
noftrils  to  remain  open,  infpired  naturally 
through  them,  throwing  the  expired  air  through 
my  mouth  into  the  airholder. 

In  many  experiments,.!  found  that  in  about 
a half  a minute,  I made  in  this  way  14  or  15  ' 
expirations.  The  mean  quantity  of  air  collected 
was  171  cubic  inches,  and  confifted  of 

cub.  in. 

j Nitrogene  . . 128 

Oxygene  . . 29 

Carbonic  acid  ..  14 
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Comparing  thefe  refults  with  the  former  ones, 
we  find  the  mean  quantities  of  air  refpired  in 
equal  terms  rather  lefs  ; but  the  proportions  of 
carbonic  acid,  nitrogene  and  oxygene  in  the 
refpired  air,  nearly  identical. 

To  afcertain  the  changes  efFeded  in  a 
given  quantity  ot  atmofpheric  air  by  continued 
refpirations,  I breathed  after  a compleat  expi- 
ration, at  temperature  630,  161  cubic  inches  of 
air  for  near  a minute,  making  in  this  time,  19 
deep  infpirations.  After  the  compleat  expira- 
tion, which  was  very  carefully  made,  the  gas 
filled  a fpace  nearly  equal  to  152  cubic  inches, 
fo  that  g cubic  inches  of  gas  had  difappeared. 


The  152  cubic  inches  analifed,  were  found 
to  confift  of 


cub. in. 

Nitrogene  ..  111,6 
Oxygene  . . 23, 

Carbonic  acid,  17,4 


The  161  cubic  inches  before  infpiration,  werg 
compofed  of 


( 436  ) 


L 

cub.  in. 

• Nitrogene  . . 1 1 7*0 

Oxygene  . . 42,4 

, Carbonic  acid  ],6 

But  the  relidual  gas  in  thfe  lungs  before  the 
experiment,  was  of  different  compofition  from 
that  remaining  in  the  lungs  after  the  expe- 
riment, Making  corre6fions  on  account  of 
this  circumftance,  as  in  fedfion  IV.  it  appears 
that  about  5,1  of  nitrogene  were  abforbed  in 
refpiration,  23,9  oxygene  confumed,  and 
12  of  carbonic  acid  produced. 

I repeated  this  experiment  three  times : in 
each  experiment  the  diminution  after  refpiration, 
was  nearly  the  fame ; and  the  refidual  gas 
making  the  neceflary  allowances,  of  fimilar 
compofition.  So  that  fuppofing  the  exUlencc 
of  no  fource  of  error  in  the  experiments  from 
which  the  quantity  and  compofition  of  the  refi- 
dual gas  of  the  lungs  were  eftimated  in  fedlion 
IV.  the  abforption  of  nitrogene  by  the  venous 
blood,  appears  almoft  demonfirated. 


f 


f 
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f.  To^conipare  the  changes  efFedled  in  at- 
mofpheric  air  by  refpiration  of  the  fmaller 
quadrupeds,  with  thofe  in  the  experiments  juft 
detailed,  I introduced  into  a jar  of  the  capacity 
of  20  cubic  inches  filled  with  mercury  in  the 
mercurial  (rough,  15  cubic  inches  of  atmofphe- 
ric  air  which  had  been  deprived  of  its  carbonic 
acid  by  long  expofure,  to  folution  of  potafh. 

Temperature  being  64°,  a healthy  fmall 
moufe  was  quickly  pafted  under  the  mercury 
into  the  jar,  and  fuffered  to  reft  on  a very  thin 
bit  of  cheefe,  which  vvas  admitted  immodiately 
after. 

He  continued  for  near  40  minutes  without 
apparently  fufFering,  occafionally  raifing  him- 
fe!t  on  his  hind  legs.  At  the  end  of  50  minutes, 
he  vvas  lying  on  his  fide,  and  in  55  minutes 
vvas  apparently  dying.  He  was  now  carefully 
taken  out  through  the  mercury  by  the  tall,  and 
expofed  before  the  fire,  where  he  toon  recovered. 
After  the  cheefe  had  been  carefully  removed, 
the  gas  in  the  jar  filled  a fpace  nearly  equal  to 
14  cubic  inches;  fo  that  a diminution  of  a 
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cubic  inch  had  taken  place.  Thefe  14  cubic 
inches  analifed,  were  found  to  confift  of 


cub. in. 

Carbonic  acid  . . 

2,0 

Oxygene  .... 

1,4 

Nitrogene 

10,6 

The  15  cubic  inches  before  the  experiment, 
confifted  of 

cub. in. 

Oxygene  . . 4 

Nitrogene  . . 11 

Hence  it  appeared,  that  2,6  cubic  inches  of 
oxygene  had  been  confumed,  2 cubic  inches 
of  carbonic  acid  produced,  and  about  0,4  of 
nitrogene  loft. 

The  relation  between  the  quantities  of  oxy- 
gene confumed  in  this  experiment,  and  the 
carbonic  acid  produced,  are  nearly  the  fame  as 
that  of  thofe  in  the  experiments  juft  detailed  ; 
but  the  quantity  of  nitrogene  loft  is  much 
fmaller. 


VII.  Refpiralion  of  Oxy^ene, 


The  gafes  before  and  after  refpiration,  were 
analifed  in  thefe  experiments  in  the  manner 

1 

defcribed  in  the  lafi;  fedtion,  except  that  3 of 
nitrous  gas  were  always  employed  to  one  of 
oxygene. 

E.  I.  At  temperature  53°,  after  a full  forced 
refpiration,  I refpired  in  the  mercurial  airholder, 
tor  half  a minute,  102  cubic  inches  of  oxygene, 
making  fev’^en  very  long  and  deep  infpirations. 
After  the  compleat  expiration,  the  gafe^  filled 
a fpace  equal  to  Q3  cubic  inches ; thefe  Q3 
cubic  inches  analifed,  were  found  to  confift  of 

eub. in. 

Carbonic  acid  . . 5,9 

Nitrogene  ....  33,8 
Oxygene 53,3 


The  102  cubic  inches  before  the  experiment, 
were  compofed  of 

cub.  In. 

Oxygene  . . 78 

Nitrogene  . . 2 4 
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The  reficlual  gas  in  the  lungs  before  the  expe- 
riment, was  32  cubic  inches,  and  compofed  of 
about  23  nitrogcne,  4,1  carbonic  acid,  and  4,9 
oxygene,  Se6lion  IV.  The  refidual  gas  after 
expiration,  was  compofed  of  18,2  oxygene, 
2 carbonic  acid,  and  11,8  nitrogene. 

Hence  the  whole  of  the  gas  in  the  lungs  and 
airholder  before  infpiration,  was  134  cubic 

inches,  compofed  of 

cub. in.  \ 

Oxygene  . . 82,9 

Nitrogene  . . 4/,0 

V 

Carbonic  acid  . . 4,1 

I 

And  after  refpiration,  125  cubic  inches,  con- 
lifting  of 

cub.  in. 

Oxygene  ....  71,5 

, Nitrogene  ....  45,6 

Carbonic  acid  . . 7»9 

So  that  comparing  the  quantities,  it  appears, 
that  11,4  of  oxygene  and  1,4  of  nitrogene, 
were  confumed  in  this  experiment,  and  3,8  of 
carbonic  acid  produced. 


I 
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I was  much  fiirprifed  at  the  fmall  quantity  of 
oxygene  that  had  been  conlumed  in  this  expe- 
riment. This  quantity  was  lefs  than  that  ex- 
pended during  the  refpiration  of  atmofpheric 
air  for  half  a minute  : the  portion  of  carbonic 
acid  evolved  was  likewife  fmaller.  I could 
dete6\  no  fource  of  inaccuracy,  and  it  was  diffi- 
cult to  fuppofe  that  the  greater  depth  and 
fulnefs  of  the  infpirations  could  make  any 
difference.  , 

E.  2.  I now  refpired  at  the  fame  tempera- 
ture, after  a full  expiration,  162  cubic  inches 
of  gas,  cornpofed  of  133  oxygene  and  29  nitro- 
gene  for  two  minutes,  imitating  as  much  as 
poffible,  the  natural  refpiration.  After  the  ex- 
periment, they  filled  a fpace  equal  to  123  cubic 
inches.  And  when  the  analyfis  and  calcula- 
tions had  been  made  as  in  the  laft  experiment, 
it  appeared  that  5/  cubic  inches  of  oxygene, 
and  2 of  nitrogene  had  been  abforbed,  whilll 
21  cubic  inches  of'carbooic  acid  had  been 
formed. 

Now  from  the  etlimations  in  the  laft  fedUon, 


V. 
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it  appears  that  63  cubic  Inches  of  oxygcne  are- 
confumed,  and  about  52  cubic  inches  of  car- 
bonicacid  producedevery  two  minutes  duringthe 
natural  refpiration  of  common  air.  So  that 
fuppofing  the  experiment  accurate,  6 cubic 
inches  of  oxygene  lefs  are  abforbed,  and  30 
cubic  inches  lefs  of  carbonic  acid  produced 
every  min  ute,  when  oxygene  nearly  pure  is 
refpired,  than  when  atmofpheric  air  is  refpired. 

Both  thefe  experiments  were  made  in  the 
morning,  at  a time  when  I was  in  perfect  health  ; 
fo  that  there  could  be  apparently  no  fource  of 
error  from  accidental  circumftances. 

The  uncommon  and  unexpe(5led  nature  of  the 
refults,  made  me  however,  very  fceptical  con- 
cerning them  ; and  before  I would  draw  any 
inferences,  I refolved  to  afeertain  the  compara- 
tive confumption  of  atmofpheric  air  and  oxy- 
gene by  the  fmaller  quadrupeds,  for  which  pur- 
pofe,  I made  the  following  experiment. 

E.  3.  Of  two  ftrong  and  healthy  fmall  mice, 
apparently  of  the  fame  breed,  and  exadlly 
fimilar.’ 


I 
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One  was  introduced  into  a jar  containing  10 
cubic  inches  and  half  of  oxygene,  and  3 cubic 
inches  of  nitrogene^  and  made  to  reft  on  a bit 

I 

of  cheefe. 

The  other  was  introduced  into  a jar  contain- 
ing fifteen  cubic  inches  and  half  of  atmofpheric 
air,  and  made  to  reft  in  the  fame  manner  on 
cheefe. 

t 

The  moufe  in  oxygene  began  apparently  to 
fufFer  in  about  half  an  hour,  and  occafionally 
panted  very  much  ; in  about  an  hour  he  lay 
down  on  his  fide  as  if  dying.  The  jars  were 
often  agitated,  that  the  gafes  might  be  well 
mingled. 

The  moufe  in  atmofpheric  air  became  very 
feeble  in  40  minutes,  and  at  the  end  of  50  mi- 
nutes was  taken  out  through  the  mercury  alive, 
but  unable  to  ftand. 

The  moufe  in  oxygene  was  taken  out  in  the 
fame  manner  after  an  hour  and  quarter,  alive, 
but  motionlefs,  and  breathing  very  deeply. 

The  gas  in  the  jars  was  examined.  That  in 
the  oxygene  jar  filled  a fpace  exadly  equal  to 
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12j7  cubic  inches,  and  analifed,  was  found  to 
contift  of  ], 7 carbonic  acid,  2,6  of  nitrogene, 
and  8,4  of  oxygene.  So  that  abfolutely,  2,1 
cubic  inches  of  oxygene  and  ,4  of  nitrogene  had 
been  confumed,  and  1,7  of  carbonic  acid  pro- 
duced. 

The  gas  in  the  atmofpheric  air  jar  was  diini- 
nitlied  nearly  to  14,4,  and  confifted  of  2,1  car- 
bonic acid,  1,4  oxygene;  and  10,9  nitrogene. 
So  that  2,7  of  oxygene  and  ,5  of  nitrogene,  had 
been  confumed  by  the  moufc  ; and  2,1  of  car- 
bonic acid  produced. 

Hence  it  appears,  that  the  moufe  in  atmof- 
pheric  air  confumed  nearly  one-third  more  oxy- 
gene and  produced  nearly  one-fourth  more 
carbonic  acid  in  refpiration  in  55  minutes,  than 
the  other  in  an  hour  and  quarter  in  oxygene. 
And  if  we  confider  the  perpetual  diminution  of 
the  oxygene  of  the  atmofpheric  air ; from  which 
at  laft  it  became  almoft  incapable  of  fupporting 
the  life  of  the  animal  ; we  may  conclude,  that 
the  quantity  of  oxygene  confumed  by  it,  had 
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the  air  been'  perpetually  renovated,  would  have 
been  much  more  confiderable. 

I defign  very  fliortly,  to  repeat  thefe  experi- 
ments,- and  to  make  others  on  the  comparative 
confumption  of  oxygene  and  atmofphcric  air, 
by  the  larger  quadrupeds.  Whatever  may  be 
the  refults,  1 hope  to  be  able  to  afcertain  from 
them,  why  pure  oxygene  is  incapable  of  fup- 
porting  life. 

\II1.  Obfervations  on  the  changes  effe^e^ 
in  the  blood,  by  atmoj^heric  air  and  oxygene. 

From  the  experiments  of  Mr.  Cigna  and  Dr. 
Prieftley,*  it  appears  that  the  coagulum  of  the 

I 

venous  blood  becomes  florid  at  its  furface  wl>en 
expofed  to  the  atmofphere,  though  covered  and 
defended  from  the  immediate  contadt  of  air  by 
a very  thick  ftratum  of  ferum. 

* Dr.  PrielUey  found  that  it  likewife  became  florid  at 
the  furface  when  covered  by  milk  ; but  that  it  underwent 
little  or  no  alteration  of  color  under  water  aud  moft  other 
fluids.— Vol.  3.  p.  3/2. 
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Hence  it  is  evident,  that  ferum  ife  capable  of 
difiblving  either  the  whole  compound  atmofphe- 
rlc  air,  or  the  oxygene  of  it. 

Suppofing  what  indeed  is  moll  probable  from 
numerous  analogies,  that  it  difiblves  the  whole 
compound  ; it  would  follow,  that  the  coloring 
of  the  coagulum  of  blood  under  ferum,  depended 
upon  thp  dccompolition  of  the  atmofpheric  air 
condenfed  in  the  ferum,  the  oxygene-j-  of  it 
combining  with  the  red  particles,  and  the  nitro- 
gene  cither  remaining  dilTolved  in  the  fluid,  or 
being  liberated  through  it  into  the  atmofphere. 

Now  the  circulating  blood  conlifls  of  red  par- 
ticles, floating  in  and  difFufed  through  ferum 
and  coagulable  lymph. 

■f  There  are  many  analogous  dccompofitions.  Dr.  Prieftley 
noticed  (and  I have  often  made  the  obfervation)  that  green 
oxide  of  iron,  or  the  precipitate  from  pale  green  fulphate 
of  iron  by  cauftic  alkali,  became  red  at  the  furface,  when 
covered  by  a thick  ftratum  of  water.  In  my  experiments  on 
the  green  muriate  and  fulphate  of  iron,  I obferved  that  part 
of  fome  dark  oxide  of  iron  which  was  at  the  bottom  of  a 
trough  of  water  Q inches  deep,  became  red  at  the  furface 
nearly  in  the  fame  time  as  another  portion  of  the  fame  preci- 
pitation that  was  expofed  to  the  atmofphere.  This  oxyge- 
nation muft  depend  upon  the  dccompolition  of  atmofpheric 
air  conftantly  diflblved  by  the  water. 
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In  natural  refpiration,  the  red  particles  are  ren- 
<lered  of  a brighter  tinge  during  the  paflage  of 
the  blood  through  the  pulmonary  veins.  And 
as  we  have  feen  in  the  lafi:  fe.6tions,  during  ref- 
pi  ration  atmofpheric  air  is  decompofed  ; all  the 
oxygene  of  it  con  fumed,  apparently  a fmall 
portion  of  the  nitrogene  lod,  and  a confiderable 
quantity  of  carbonic  acid  produced. 

It  feems  therefore  reafonable  tofuppofe,  that 
the  whole  compound  atnjofpheric  air  palling  , 
through  the  moift  coats  of  the  veticls  is  firft 
ditiblved  by  the  ferum  ofthe  venous  blood,  and  in 
its  condenfed  hate,  decompofed  by  the  affinity 
of  the  red  particles  for  its  oxvgene  ; the  greater 
part  of  the  nitrogene  being  liberated  unaltered  ; 
but  a minute  portion  of  it  j)ofIibly  remaining 
condenfed  in  the  ferum  and  coagulable  lymph, 
and  pafling  with  them  into  the  left  chamber  of 
the  heart. 

From  the  experiments  on  the  refpiration  of 
nitrous  oxide  and  hydrogene,  it  appears  that  a 
certain  portion  of  the  carbonic  acid  produced  in 
refpiration,  is  evolved  from  the  venous  blood  ; 
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but  as  a much  greater  quantity  is  generated 
during  the  refpiration  of  common  air  and  oxy- 
gene,  than  during  that  of  hydrogene  in  equal 
times,  it  is  not  impoflible  but  that  Tome  portion  of 
it  may  be  formed  by  the  combination  of  charcoal 
in  the  red  particles  with  the  oxygene  dilTblved 
in  the  ferum  ; but  this  can  only  be  determined 
by  farther  experiments. 

Suppofing  that  no  part  of  the  water  evolved 
in  folution  by  the  expired  gas  of  common  air  is 
formed  in^mcdiately  in  refpiration,  it  will  follow 
f'  ■ that  .a^tVery  confiderable  quantity  of  oxygene 
mud  be  confiantly  comh'nied  with  the  red  par- 
ticles, even  allowing  the  confumption  of  a 
certain  portion  of  it  to  form  carbonic  acid  ; for 
the  carbonic  acid  evolved,  rarely  amounts  to 
more  than  three-fourths  of  the  volume  of  the 
oxygene  con  fumed. 

Perhaps  the  ferum  of  the  blood  is  capable  of 
ditlblving  a larger  quantity  of  atmofpheric  air 
than  of  pure  oxygene.  On  this  fuppofition,  it 
wpuld  be  eafy  to  explain  the  fmaller  confumption 
of  oxygene  in  the  experiments  in  the  laft  fe^ion. 
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IX.  Obfervations  on  the  reff  iration  of  Nitrous 

Oxide, 

The  experiments  in  the  tirft  Divilion  of  this 
Refcarchj  prove  that  nitrous  oxide  when  refpired 
by  animals,  produces  peculiar  changes  in  their 
. blood  and  in  their  organs,  firft  connedled  with 
increafed  living  a61ion  ; but  terminating  in 
death. 

From  the  experiments  in  this  Divilion,  it 
appears,  that  nitrous  oxide  is  rapidly  abforbed 
by  the  circulating  venous  blood,  and  of  courlb 
its  condenfed  oxygeneand  nitrogene  dillributed 
in  the  blood  over  the  whole  of  the  fyltem. 

Concerning  the  changes  effected  in  the  prin- 
ciples of  the  impregnated  blood  during  circula- 
tion and  its  action  upon  the  nervous  and  mufcular 
fibre  ; it  is  ufelcfs  to  rcafon  iji  the  prefent  ftate 
of  our  knowledge. 

It  would  be  eafy  to  form  theories  referring 
the  adlion  of  blood  impregnated  with  nitrous 
oxide,  to  its  power  of  fupplyinglhe  nervous  and 
mufcular  fibre  with  fuch  proportions  of  conden- 

F.  e 
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led  nitrogene,  oxygeiie  and  light  or  etherial 

Iluid,  as  enabled  them  more  rapidly  to  pafs 

through  thofe  changes  which  conftitute  their 

life:  but  fuch  theories  would  be  only  colle(51  ions 

of  terms  derived  from  known  phaenomena  and 

» 

applied  by  loofe  analogies  of  language  to  un- 
known things. 

We  are  unacquainted  with  the  compolition 
of  dead  organifed  matter  ; and  new  inftruments 
of  experiment  and  new  modes  of  refearch  muft 
be  found,  before  we  can  afcertain  even  our 
capabilities  of  difcovering  the  laws  of  life. 
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RESEARCH  IV.  . 


/ 

RELATING  TO  , j 

THE  EFFECTS 

PRODUCED  BY  THE 

Respiration  of  nitrous  oxide. 


DIVISION  I. 

HiSTORTt  of  the  DISCOVERT. — Effects  produced 
the  RESPIRATION  of  diferent  GASES. 

A.  SHORT  time  after  I began  the  ftudy  of 
Chemiflry,  in  March  1798,  my  attention  was 
directed  to  the  dephlogifticatcd  nitrous  gas  of 
Prieftley,  by  Dr.  Mitchill’s  Theory  of  Contagion.* 
The  fallacy  of  this  Theory  was  toon  demon- 
flrated,  by  a few  coarfe  experiments  made  on 
fmail  quantities  of  the  gas  procured  from  zinc 

■*  Dr.  Mitclnll  attempted  to  prove  from  fome  phaenome- 
na  conneded  with  contagious  difeafes';  that  dephlogifticated 
nitrous  gas  which  he  called  oxide  of  fepton,  was  the  prin- 
ciple of  contagion,  and  capable  of  producing  the  moft  terri- 
ble effeaswhen  refpired  by  animals  in  the  minuteft  quantities 
or  even  when  applied  to  the  Ikin  or  mufcular  fibre. 
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and  diluted  nitrous  acid.  Wounds  were  expo- 
fed  to  its  action,  the  bodies  of  animals  were 
immerfed  in  it  without  injury  ; and  I breathed 
it  mingled  in  fmall  quantities  with  common  air, 
without  remarkable  efFedls.  An  inability  to 
procure  it  in  fufficient  quantities,  prevented  me 
at  this  time,  from  purfuing  the  experiments  to 
any  greater  extent.  I communicated  an  ac- 
count of  them  to  Dr.  Beddoes. 

In  1799,  my  fituation  in  the  Medical  Pneu- 
matic Inftitution,  made  it  my  duty  to  invefti- 
gate  the  phyfiological  efFedls  of  the  aeriform 
fluids,  the  properties  of  which  prefented  a 

I 

chance  of  ufeful  agency.  At  this  period  I re- 
commenced the  inveftigation, 

A confiderable  time  elapfed  before  I was 
able  to  procure  the  gas  in  a ftate  of  purity,  and 
my  firft  experiments  were  made  on  the  mixtures 
of  nitrous  oxide,  nitrogene  and  nitrous  gas, 
which  are  produced  during  metallic  folutious. 

In  the  beginning  of  March,  I prepared  a large 
quantity  of  impure  nitrous  oxide  (irom  the  ni- 
trous folution  of  zinc.  Of  this  I often  breathed 
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tbe  quantities  of  a quart  and  two  quarts  gene- 
rally mingled  with  more  than  equal  parts  of 
oxygene  or  common  air.  In  the  moft  decifive 
of  thofe  trials,  its  efFedls  appeared  to  be  depref- 
fing,  and  I imagined  that  it  produced  a ten- 
dency to  fainting : the  pulfe  was  certainly 
rendered  flower  under  its  operation. 

At  this  time,  Mr.  Southey  refpired  it  in  an 
highly  diluted  date  ; it  occafioned  a flight  degree 
of.giddincfs,  and  confiderably  diminifhed  the 
quicknefs  of  his  pulfe. 

' Mr.  C.  Coates  likevvife  refpired  it  highly  dilu- 
ted, with  fimilar  efFeefls. 

In  April,  I obtained  nitrous  oxide  in  a ftate 
of  purity,  and  afeertained  many  of  its  chemical 
properties.  Refledlions  upon  thefe  properties 
and  upon  the  former  trials,  made  me  refolve  to 
endeavour  to  infpirc  it  in  its  pure  form,  for  I 
faw  no  other  way  in  which  its  refpirability,  Or 
powers  could  be  determined.* 

* 1 did  not  attempt  to  experiment  upon  animals,  bccaufe 
they  die  nearly  in  equal  times  in  non-relpirablc  gafes,  and 
gafes  incapable  of  fupporting  life  and  polTefled  of  no 
action  on  the  venous  blood. 
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I was  aware  of  the  danger  of  this  expcrimew,- 
It  certainly  would  never  have  been  made  if  the 
hypothetis  of  Dr.  Mitchill  had  in  the  leafl  influ- 
enced my  mind.  I thought  that  the*  efi’ci5ts 
might  be  pofliblydeprefling  and  painful,  but  there 
were  many  reafons  which  induced  me  to  believe^ 
that  a Angle  infpiration  of  a gas  apparently 
pofTefling  no  immediate  adion  on  the  irritable 
fibre,  could  neither  deftroy  or  materially  injure 
the  powers  of  life. 

On  April  1 1th,  I made  the  firfl;  infpiration  of 
pure  nitrous  oxide ; it  pafled  through  the 
bronchia  without  ftimulating  the  glottis,  and 
produced  no  uneafy  feeling  in  the  lungs. 

The  refult  of  this  experiment,  proved  that 
the  gas  was  refpirable,  and  induced  me  to  be- 
lieve that  a farther  trial  of  its  efFedls  might  be 
made  without  danger. 

On  April  l6th,  Dr.  Kinglake  being  accidentally 
prefent,  I breathed  three  quarts  of  nitrous  ox- 
ide from  and  into  a filk  bag  for  more  than  half 
a minute,  without  previoufly  clofing  my  nofe  or 
exhaufting  my  lungs. 
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The  firft  infplrations  occafioned  a flight  degree 
of  giddincfs.  This  was  fucccedcd  by  an  un- 
common fenfe  of  fulnefs  of  the  head,  accom- 
panied with  lofs  ofdiflindt  fenfation  and  volun- 
tary power,  a feeling  analogous  to  that  produced 
in  the  firft  ftage  of  intoxication  ; but  unattended 
by  pleafurable  fenfation.  Dr.  Kinglake,  who  felt 
my  pulfe,  informed  me  that  it  was  rendered 
quicker  and  fuller. 

This  trial  did  not  fatisfy  me  with  regard 

to  its  powders ; comparing  it  with  the  former 

ones  I was  unable  to  determine  whether  the  ' 

% 

0])eration  was  ftimulant  or  deprefiing. 

I communicated  the  refult  to  Dr.  Beddoes, 
and  on  April  the  17th,  he  was  prefent,  when 
the  following  experiment  was  made. 

Having  previoufly  clofcd  my  noftrils  and 
exhaufted  my  lungs,  I breathed  four  quarts  of 
nitrous  oxide  from  and  into  a filk  bag.  The 
firtl  feelings  w'ere  timilar  to  thofe  produced  in 
the  lall  experiment ; but  in  lefs  than  half  a 
minute,  the  refpiration  being  continued,  they 
dimini fhed  gradually,  and  were  fucceeded  by  a 
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lenfation  analogous  to  gentle  pretTureon  all  the 
mufcles,  attended  by  an  highly  pleafurable 
thrillirig,  particularly  in  the  cheft  and  the  ex- 
tremities. The  objects  around  me  became 
dazzling  and  my  hearing  more  acute.  Towards 
the  lad;  infpirations,  the  thrilling  increated, 
the  fenfe  of  mufcular  power  became  greater, 
and  at  lad  an  irrefiftible  propenfity  to  action  was 
indulged  in ; I recolledl  but  indiftindlly  what 
followed  ; I know  that  my  motions  were  vari- 
ous and  violent. 

Thefe  efFeids  very  foon  ceafed  after  refpiration. 
In  ten  minutes,  I had  recovered  my  natural  ttate 
of  mind.  The  thrilling  in  the  extremities, 

9 

continued  longer  than  the  other  fenfations.* 

This  experiment  was  made  in  the  morning; 
no  languor  or  exbauftion  was  confequent,  my 
feelings  throughout  the  day  were  as  ufual, 
and  I pafled  the  night  in  undidurbed  repofe. 

* Dr.  Beddoes  has  given  feme  account  of  this  experiment, 
in  his  Notice  of  fome  obfervations  made  at  the  Medical 
Pneumatic  Inftitution.  It  was  noticed  in  Mr.  Nicholfon’s 
Phil.  Journal  for  May  1799. 
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The  next  morning  the  recolle6lions  of  the 
efFedts  of  the  gas  were  very  indiftindt,'  and  had 
not  remarks  written  immediately  after  the  expe- 
riment recalled  them  to  my  mind,  I flionld 

have  even  doubted  of  their  reality.  I was  wil- 

% 

ling  indeed  to  attribute  fomc  of  the  ftrong  emo- 
tion to  the  enthuhafm,  which  I fuppotcd  rnuft 
have  been  necelTarily  connc6led  with  the  per- 
ception of  agreeable  feelings,  when  I was  pre- 
pared to  experience  painful  lenfations.  Two 
experiments  however,  made  in  the  couiTe  of 
this  day,  with  feeptifm,  convinced  me  that  the 
efFedls  were  folely  owing  to  the  fpecific  opera- 
tion of  the  gas. 

In  each  of  them  I breathed  five  quarts  of 
nitrous  oxide  for  rather  a longer  time  than 
before.  The  fenfations  produced  were  limilar, 
perhaps  not  quite  fo  pleafurable  ; the  mufcular 
motions  were  much  Icfs  violent. 

Having  thus  afeertained  the  powers  of  the 
gas,  I made  many  experiments  to  afeertain  the 
length  of  time  for  which  it  might  be  breathed 
with  fafety,  its  cflc(fls  on  the  piilfc,  and  ‘its 
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general  eftet^ls  on  the  health  when  often  ref- 
pired. 

I found  that  I could  breathe  nine  quarts  of 
nitrous  oxide  .for  three  minutes,  and  twelve 
quarts  for  rather  more  than  four.  I could  . 
never  breathe  it  in  any  quantity,  fo  long  as  five 
minutes.  Whenever  its  operation  was  carried 
to  the  higheft  extent,  the  pleafurahlc  thrilling 
at  its  height  about  the  middle  of  the  experiment, 
gradually  diminitbed,  the  fenfe  of  prefTure  on 
the  mufcles  was  loft ; imprelftons  ceafed  to  be 
perceived ; vivid  ideas  pafled  rapidly  through 
th^.  mind,  and  voluntary  power  was  altogether 
deftroyed,  fo  that  the  mouth-piece  generally 
dropt  from  my  unclofed  lips. 

Whenever  the  gas  was  in  a high  ftate  of  pu- 
rity, it  tafted  diftincftly  fweet  to  the  tongue  and 
palate,  and  had  an  agreeable  odor.  I often 
thought  that  it  produced  a feeling  fomewhat 
analogous  to  tafte,  in  its  application  to  my  lungs. 

In  one  or  two  experiments,  I perceived  a diftin^l 
fenfe  of  warmth  in  my  cheft. 

I never  felt  from  it  any  thing  like  oppreflivc 
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refpiration  : my  infpirations  became  deep  ia 
proportion  as  I breathed  it  longer ; but  this 
phaenomenon  arol'e  from  increafed  energy  of  the 
mufcles  of  refpiration,  and  from  a defire  of  in- 
creafing  the  pleafurable  feelings.’ 

Generally  when  I breathed  from  fix  to  feven 
quarts,  mufcular  motions  were  produced  to  a 
certain  extent  ; fometimes  I manifefied  rny 
pleafure  by  damping  or  laughing  only  ; at  other 
times,  by  dancing  round  the  room  and  vocife-- 
rating. 

After  the  refpiration  of  fmall  doles,  the 
exhilaration  generally  lafied  for  five  or  fix 
minutes  only.  In  one  or  two  experiments 
when  ten  quarts  had  been  breathed  for  near  four 
minutes,  an  exhiliration  and  a fenfe  of  flight 
Intoxication  laded  for  two  or  three  hours. 

On  May  3d.  To  afeertain  whether  the  gas 
would  accelerate  or  retard  the  progrefs  of  deej^' 
1 breathed  at  about  8 o’clock  in  the  evening, 
25  quarts  of  nitrous  oxide,  in  quantities  of  fix 
'at  a time,  allowing  but  thort  intervals  betw-een 
each  dote:  The  feelings  were  much  lefs  plcal'ur 
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rable  than  ufual,  and  during  the  confumption 
of  the  two  laft  dofes,  almoft  indifFerent  ; indeed- 
the  gas  was  breathed  rather  too  Toon  after  its 

production  and  contained  fome  fufpended  acid 

# 

vapour  which  ftimulated  the  lungs  fo  as  to  induce 
coughing. 

After  the  experiments,  for  the  firft  time  I was 
fomewhat  depretTed  and  debilitated  ; my  pro- 
penfity  to  fleep  however,  came  on  at  the  ufual 
hour,  and  as  ufual  was  indulged  in,  my  repote 
was  found  and  unbroken. 

Between  May  and  July,  I habitually  breathed 
the  gas,  occafionally  three  or  four  times  a day 
for  a week  together  ; at  other  periods,  four  or 
five  times  a week  only. 

The  dofes  were  generally  from  fix  to  nine 
quarts  ; their  effeCts  appeared  undiminifhed  by 
habit,*  and  were  hardly  ever  exaCfly  fimilar. 
Sometimes  I had  the  feelings  of  intenfe  intoxi- 
cation, attended  with  but  little  pleafure ; at 
other  times,  fublime  emotions  conneCled  with 
highly  vivid  ideas  ; my  pulfe  was  generally  in- 
creafed  in  fulnefs,  but  rarely  in  velocity. 
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The  general  efFe61s  of  its  operation  upon  my 
health  and  date  of  mind,  are  extremely  difficult 
of  defeription  ; nor  can  I well  diferiminate  be- 
tween its  agency  and  that  of  other  phyfical  and 
moral  caufes. 

I flept  much  IcTs  than  ufnal,  and  previous  to 
» 

fleep,  my  mind  was  long  occupied  by  vifible 

imagery.  I had  a confiant  defirc  of  adion,  a 

reftlenhefs,  and  an  iineafy  feeling  about  the 
\ 

praecordia  analogous  to  the  ficknefs  of  hope. 

But  perhaps  thele  phaenomena  in  fome  mea- 
fnre  depended  on  the  intereft  and  labour  con- 
nested  with  the  experimental  inveftigation  ,re-* 
lating  to  the  prodiu^ion  of  nitrous  oxide,  by 
which  I was  at  this  time  incefiantly  occupied. 

My  appetite  was  as  ufual,  and  my  pulfe  not 
materially  altered.  Sometimes  for  an  I>our  after 
the  infpiration  of  the  gas,  I experienced  a fpe- 
cies  of  mental  indolence*  pleating  rather  than 

♦ Mild  phyfical  pleafure  is  perhaps  always  deftruaive  ft) 
aaion.  Almoft  all  our  powerful  voluntary  aftions,  arife 
either  from  hope,  fear,  or  defire ; and  the  moft  powerful 
from  defire,  which  is  an  emotion  produced  by  the  coalef* 
cence  of  hope  or  ideal  pleafure  with  phyfical  pain. 


! 
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otherwife,^  and  never  ending  in  liftlefnefs. 

During  the  laft  week  in  which  I breathed  it 
uniformly,  I imagined  that  I had  incrcafed  fen- 
fibility  of  touch  : my  fingers  were  pained  by 
any  thing  rough,  and  the  tooth  edge  produced 
from  dighter  caufes  than  ufnal.  I was  certainly 
more  irritable,  and  felt  more  acutely  from 
trifling  circumftances.  My  bodily  ftrength 
was  rather  diminifhed  than  increafed. 

At  the  latter  end  of  July,  I left  off  my  ha- 
bitual courfe  of  refpiration  ; but  I continued 
qccafionally  to  breathe  the  gas,  either  for  the 
fake  of  enjoyment,  or  with  a view  ofafeertain- 
ing  its  operation  under  particular  circumflances. 

In  one  inflance,  when  I had  head-ache  from 
indigeftion,  it  was  immediately  removed  by  the 
effeds'ofa  large  dofc  of  gas;  though  it  after- 
wards returned,  but  with  much  lefs  violence.  In 
a fecond  inflance,  a flighter  degree  of  head  ache 
was  wholly  removed  by  two  dofes  of  gas. 

The  power  of  the  immediate  operation  of 
the  gas  in  removing  intenfe  phyfleal  pain,  I 
had  a very  good  opportunity^of  afeertaining. 


( A65  ) 


in  cutting  one  of  the  unlucky  teeth  called 
dentes  fapientiae,  I experienced  an  extenfive 
inflammation  of  the  gum,  accompanied  with 
great  pain,  which  equally  detlroyed  the  power 
of  repofe,  and  of  confident  adfion. 

On  the  day  when  the  inflammation  was  mod; 
troLiblefome,  I breathed  three  large  dofes  of 
nitrous  oxide.  The  pain  always  diminifhed 
after  the  firfl;  four  or  five  infpirations  ; the  thril- 
ling came  on  as  ufual,  and  uneafinefs  was  for  a 
few  minutes,  fvvallowed  up  in  pleafure.  As  the 
former  date  of  mind  however  returned,  the 
date  of  organ  returned  with  it ; and  I once 
imagined  that  the  pain  was  more  fevere  after 
the  experiment  than  before. 

In  Augud,  I made  many  experiments  with  a 

view  of  afeertaining  whether  any  analogy  exided 

between  the  fenfible  effedls  of  the  different  ga- 

♦ 

fes  which  are  fooner  or  later  fatal  to  life  when 
refpired,  and  thofe  of  nitrous  oxide. 

I refpired  four  quarts  of  Hydrogene*  nearly 

* Pure  hydrogene  has  been  often  refpired  by  difFerenf 
Philofophers,  particularly  by  Scheele,  Fontana,  and  the 
adventurous  and  unfortunate  Roller. 


Ff 
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pore  produced  from  zinc  and  muriatic  acid^  for 
near  a minute,  my  lungs  being  previoutly  ex* 
haufled  and  my  nodrils  carefully  clofed.  The  ^ 
fil'd  fix  or  feven  infpirations  produced  no  fenla- 
tions  whatever ; in  half  a minute,  I perceived 
a difagreeable  opprelfion  of  the  cheft,  which 
obliged  me  to  refpire  very  quickly  ; this  op- 
prcflion  gradually  increafed,  till  at  laft  the  pain 
of  fuffocation  compelled  me  to  leave  oft' breath- 
ing. I felt  no  giddinefs  during  or  after  the 
experiment ; my  pulfe  was  rendered  feebler  and  . 
quicker ; and  a by-ftander  informed  me  that 
towards  the  laft,  my  cheeks  became  purple. 

In  a fecond  experiment,  when  the  hydro- 
gene was  procured  from  iron  and  diluted  ful- 
phuric  acid,  I was  unable  to  refpire  it  for  fo 
long  as  three  quarters  of  a minute  ; a tranfient 
giddinefs  and  mufcular  debility  were  produced, 
the  pulfe  was  rendered  very  feeble,  and  the  pain 
of  fuftbeation  was  greater  than  before. 

I breathed  three  quarts  of  Nitrogene  mingled 
with  a very  fmall  portion  of  carbonic  acid,  for 
near  a minute.  It  produced  no  alteration  in 
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tny  renfatlons  for  the  firft  twenty  feconds  ; then 
the  painful  fenfe  of  fuffocation  gradually  came 
on,  and  increafed  rapidly  in  the  lafl  quarter  of 
the  minute,  fo  as  to  oblige  me  to  detift  from 

I 

the  experiment.  My  pulfe  was  rendered  feebler 
and  quicker.  I felt  no  afFe6lion  whatever  in 
the  head. 

Mr.  Watt’s  obfervations  on  the  refpiration 
of  diluted  Hydrocarbonate  by  men,  and  Dr. 
Beddoes’s  experiments  on  the  deftrudlion  of 
animals  by  pure  hydrocarbonate,  proved  that 
its  eftedts  were  highly  deleterious. 

As  it  deflroyed  life  apparently  by  rendering 
the  mufcular  fibre  inirritable  without  producing 
^»ny  previous  excitement,  I was  anxious  to  com- 
pare its  fenfible  efFcdls  with  thofe  of  nitrous 
oxide,  which  at  this  time  I believed  to  deftroy 
life  by  producing  the  highefl:  poffible  excite- 
ment, ending  in  laefion  of  organifation. 

In  the  firft  experiment,  I breathed  for  near 
a minute,  three  quarts  of  hydrocarbonate  min- 
gled with  nearly  two  quarts  of  atmofpheric  air.* 

* I believe  it  bad  never  been  breathed  before  by  any 
individual,  in  a date  fo  little  diUtted. 
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It  produced  a flight  giddincfs  and  pain  in  (he 
head,  and  a momentary  lofs  of  voluntary  power : 
my  pulfe  was  rendered  much  quicker  and  feeb- 
ler. Thefe  cfTe(51s  however,  went  off  in  five 
minutes,  and  I had  no  return  of  giddinefs. 

Emboldened  by  this  trial,  in  which  the  feel- 
ings were  not  unlike  thofe  I experienced  in  the 
hrft  experiments  on  nitrous  oxide,  I refolvcd 
to  breathe  pure  hydrocarbonate. 

For  this  purpofe,  I introduced  into  a filk  bag, 
four  quarts  of  gas  nearly  pure,  which  was  care- 
fully produced  from  the  decompofition  of  water 
by  charcoal  an  hour  before,  and  which  had  a 
v«ry  flrong  and  difagreeable  fmell. 

My  friend,  Mr.  James  Tobin,  Junr.  being 
prefent,  after  a forced  exhauftion  of  my  lungs, 
the  nofe  being  accurately  clofed,  I made  three 
infpirations  and  expirations  of  the  hydrocarbo- 
nate. The  firft  infpiration  produced  a fort  of 
nurnbnefs  and  lofs  of  feeling  in  the  cheft  and 
about  the  pe61oral  mufcles.  After  the  fecond 
infpiration,  I loft  all  power  of  perceiving  exter- 
nal things,  and  had  no  diftindl  fenfation  except 
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a terrible  oppreflion  on  the  chell.  During  the 
third  expiration,  this  feeling  difappeared,  I 
feemed  finking  into  annihilation,  and  had  juft 
power  enough  to  drop  the  mouth-piece  from  my 
unclofed  lips.  A fhort  interval  muft  have  paf- 
fed  during  which  I refpired  common  air,  before 
the  objects  about  me  were  diftinguifhable.  On 
recolledling  myfelf,  I faintly  articulated,  “ I do 
not  think  I Jhall  die'''  Putting  my  finger  on 
the  wrift,  I found  my  pulfe  thread-like  and 
beating  with  exceflive  quicknefs. 

In  lefsthan  a minute,  I was  able  to  walk,  and 
the  painful  oppreffion  on  the  cheft  directed  me 
to  the  open  air. 

After  making  a few  fteps  which  carried  me  to 
the  garden,  ray  head  became  giddy,  my  knees 
trembled,  and  I had  juft  fiifficient  voluntary 
power  to  throw  myfelf  on  the  grafs.  Here  the 
painful  feeling  of  the  cheft  increafed  with  fiich 
violence  as  to  threaten  fuflbeation.  At  this 
moment,  I afked  for  fome  nitrous  oxide.  Mr. 
Dwyer  brought  me  a mixture  of  oxygene  and 
nitrous  oxide.  I breathed  this  for  a minute,  and 
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helieyed  myfelf  relieved.  In  five  minutes,  the 
painful  feelings  began  gradually  to  diminifh. 
In  an  hour  they  had  nearly  difappeared,  and  I 
felt  only  exceflive  weaknefs  and  a fiight  fwim- 
ming  of  the  head.  My  voice  was  very  feeble 
and  indiftincl.  This  was  at  two  o’clock  in  the 
afternoon. 

I afterwards  walked  flowly  for  about  half  an 
hour,  with  Mr.  Tobin,  Junr.  and  on  my  return, 
was  fo  much  ftronger  and  better,  as  to  believe 
that  the  efFedls  of  the  gas  had  difappeared  ; 
though  my  pulfe  was  120  and  very  feeble.  I 
continued  without  pain  for  near  three  quarters 
of  an  hour  ; when  the  giddinefs  returned  with 
fuch  violence  as  to  oblige  me  to  lie  on  the  bed  ; 
it  was  accompanied  with  naufea,  lofs  of  me- 
mory, and  deficient  fenfation.  In  about  an 
hour  and  half,  the  giddinefs  went  off,  and  was 
fueceeded  by  an  excruciating  pain  in  the  fore- 
head and  between  the  eyes,  with  tranfient 
pains  in  the  chefl;  and  extremities. 

Towards  night  thefe  atFedlions  gradually  dimi- 
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nifbed.  At  ten,t  np  difagreeable  feeling  ex- 
cept vveaknefs  remained.  I flept  founds  and 
awoke  in  the  morning  very  feeble  and  very 
hungry.  No  recurrence  of  the  fymptoms  took 
place,  and  I had  ne^wly  recovered  my  ftrength 
by  the  evening. 

I have  been  minute  in  the  account  of  this 
experiment  becaufe  it  proves,  that  hydrocarbo- 
nate a6ts  as  a fcdative,  i.  e.  that  it  produces 
diminution  of  vital  a6lion,  and  debility,  withotit 
previoufly  exciting.  There  is  every  reafon  to 
believe,  that  if  I had  taken  four  or  five  infpira- 
tions  inftead  of  three,  they  would  have  deflroyed 
life  immediately  without  producing  any  painful 
fenfation.  Perhaps  moft  of  the  uneafy  feelings 
after  the  experiment,  were  conneded  with  the 
return  of  the  healthy  condition  of  organs.* 

\ 

I I ought  toobferve,  that  between  eight  and  ten,  I took 
by  the  advice  of  Dr.  Beddoes,  two  or  three  dofes  of  diluted 
nitric  acid. 

* By  whatever  caufe  the  exhaulUon  of  organs  is  produ- 
ced, pain  is  almotl  uniformly  conne6ted  with  their  return- 
ing health.  Pain  is  rarely  ever  perceived  in  limbs  debilitated 
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About  a week  after  this  experiment,  I at- 
tempted to  refpire  Carbonic  acid,  not  being  at 
the  time  acquainted  with  the  experiments  of 
Rofier. 

I introduced  into  a (ilk  bag  four  quarts  of 
well  wafhed  carbonic  acid  produced  from  car- 
bonate of  ammoniac*  by  heat,  and  after  a 
compleat  voluntary  exhauftion  of  my  lungs, 
attempted  to  infpire  it.  It  tafted  ftrongly  acid 
in  the  mouth  and  fauces,  and  produced  a fenfe 
of  burning  at  the  top  of  the  uvula.  In  vain  I 
made  powerful  voluntary  efforts  to  draw  it  into 
the  windpipe  ; at  the  moment  that  the  epiglottis 
was  raifed  a little,  a painful  Simulation  was  in- 
duced, fo  as  to  clofe  it  rpafmodically  on  the 
glottis  ; and  thus  in  repeated  trials  I was  pre- 
vented from  taking  a Sngle  particle  of  carbonic 
acid  into  my  lungs. 

X 

by  fatigue  till  after  they  have  been  for  fome  hours  at  reft. 
Pain  is  uuifornaly  conne6ted  with  the  recovery  from  the 
debility  induced  by  typhus,  often  with  the  recovery  from 

that  produced  by  the  ftimulation  of  opium  and  alcohol. 

* 

* Carbonic  acid  is  produced  in  this  way  in  a high  ftate 
pf  purity,  and  with  great  readinefs. 
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I tried  to  breathe  a mixture  of  two  quarts  of 
common  air  and  three  of  carbonic  acid,  without 
fuccefs;  it  ftimulated  the  epiglottis  nearly  in 
the  fame  manner  as  pure  carbonic  acid,  and 
was  perfedly  non-refpirable. 

I found  that  a mixture  of  three  quarts  of  car»* 
bonic  acid  with  feven  of  common  air  was  refpi- 
rable,  I breathed  it  for  near  a minute.  At  the 
time,  it  produced  a flight  degree  of  giddinefs, 
and  an  inclination  to  deep.  Thefe  efFedls  how- 
ever, very  rapidly  difappeared  after  I had  ceafed 
to  breathe,*  and  no  other  affedlions  followed. 

During  the  courfe  of  experiments  on  nitrous 
oxide,  I feveral  times  breathed  Oxygene  procu- 
red from  manganefe  by  heat,  for  from  three  to 
five  minutes. 

In  refpiring  eight  or  ten  quarts  ; for  the  drft 


* Carbonic  acid  poflelVes  no  a6lion  on  arterial  blood. 
Hence  perhaps,  its  flight  etFeds  when  breathed  mingled 
with  large  quantities  of  common  air.  Its  etleds  are  very 
marked  upon  venous  blood  ! If  it  were  thrown  forcibly 
into  the  lungs  of  animals,  the  momentary  application  of  it 
tp  the  pulmonary  venous  blood  would  probably  deftroy  life. 
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two  or  three  minutes  I could  perceive  no  cftc(^ls. 
Towards  the  end,  even  when  I breathed  very 
ilovvly,  my  refpiration  became  opprefled,  and 
I felt  a fenfation  analogous  to  that  produced  by 
the  want  of freth  air;  though  but  little  of  the 
oxygene  had  been  confumed. 

In  one  experiment  when  I breathed  from  and 
into  a bag  containing  20  quarts  of  oxygene  for 
near  fix  minutes;  Dr.  Kinglake  felt  my  pulfe, 
and  found  it  not  altered  in  velocity,  but  rather 
harder  than  before.  Tperceived  no  effcdls  but 
thofeof  oppreffion  on  the  cheft*’. 


* In  a converfation  with  Mr.  Watt,  relating  to  the  pow- 
ers of  gafes,  that  excellent  philofophcr  told  me  he  had  for 
fome  time  entertained  a fufpicion,  that  the  etfefts  attribu- 
ted to  oxygene  produced  from  manganefe  by  heat,  in  tome 
meafure  dejiended  upon  nitrous  acid  fufpended  in  the  gas, 
formed  during  ignition  by  the  union  of  fome  of  the  oxygene 
of  the  manganefe  with  nitrogene  likewife  condenfed  in  it. 

In  the  courfe  of  experiments  on  nitrous  acid,  detailed  in 
Refearch  I.  made  in  September,  06lober,  and  December, 
I feveral  times  experienced  a feve;re  oppreflion  on  the 
cheft  and  difficulty  of  refpiration,  not  unanalogous  to  that 
produced  by  oxygene,  but  much  more  violent,  from 
breathing  an  atmofphere  loaded  with  nitrous  acid  vapour. 
This  fad  feemed  to  confirm  Mr.  Watt’s  fufpicion.  I con- 
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Having  obferved  in  my  experiments  upon 
venous  blood,  that  Nitrous  gas  rendered  that 
fluid  of  a purple  tinge,  very  like  the  color 
generated  in  it  by  nitrous  oxide  ; and  finding 
no  painful  efFedls  produced  by  the  application 
of  nitrous  gas  to  the  bare  rnufcular  fibre,  I 
began  to  imagine  that  this  gas  might  be  breathed 
with  impunity,  provided  it  were  poflible  in  any 
way  to  free  the  lungs  of  common  air  before  in- 
fpiration,  fo  as  to  prevent  the  formation  of 
nitrous  acid. 

On  this  fuppofition,  during  a fit  of  enthufi- 
afm  produced  by  the  refpiration  of  nitrous 
oxide,  I refolvcd  to  endeavour  to  breathe 

t 

Nitrous  gas. 

1 14  cubic  inches  of  nitrous  gas  were  intro- 
duced into  the  large  mercurial  airholder  ; two 


fefs,  however,  that  I have  never  been  able  to  dete6l  any 
fmell  of  nitrous  acid,  either  by  means  of  my  own  or- 
gans or  thofe  of  others,  during  the  production  ot  oxygene  : 
when  the  gas  is  fuffered  to  pafs  into  the  atmofphere. 
The  oxygene  breathed  in  the  experiments  detailed  in  the 
text,  had  been  for  fome  days  in  contaCl  with  water. 
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imall  filk  bags  of  the  capacity  of  feven  quarts 
were  filled  with  nitrous  oxide. 

After  a forced  exhaufiion  of  my  lungs,  my 
nofe  being  accurately  clofed,  I made  three  in- 
fpirations  and  expirations  of  nitrous  oxide  in 
one  of  the  bags,  to  free  my  lungs  as  much  as 
potfible  from  atmofpheric  oxygene  ; then,  after 
a full  expiration  of  the  nitrous  oxide,  I transferred 
my  mouth  from  the  mouth-piece  of  the  bag  to 
that  of  the  airholder,  and  turning  the  tlop- 
cock,  attempted  to  infpire  the  nitrous  gas. — 
In  paffing  through  my  mouth  and  fauces,  it 
tailed  afiringent  and  highly  difagreeable ; it 
occafioncd  a fenfe  of  burning  in  the  throat,  and 
produced  a rpafm  of  the  epiglottis  fo  painful  as 
to  oblige  me  to  defifi;  infiantly  from  attempts 
to  infpire  it.  After  moving  my  lips  from  the 
mouth-piece,  when  I opened  them  to  mfpire 
common  air,  aeriform  nitrous  acid  vvas  infiantly 
formed  in  my  mouth,  which  burnt  the  tongue 
and  palate,  injured  the  teeth,  and  produced  an 
inflammation  of  the  mucous  membrane  which 
lafied  for  fome  hours. 
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As  after  the  refpiration  of  nitrous  oxide  ift 
the  experiments  in  the  laft  Refearch^  a finall 
portion  of  the  refidual  atmofpheric  air  retnained 
in  the  lungs,  mingled  with  the  gas,  after  forced 
expiration  ; it  is  mod  probable  that  a minute 
portion  of  nitrous  acid  was  formed  in  this  expe- 
riment, when  the  nitrous  gas  was  taken  into 
the  mouth  and  fauces,  which  might  produce 
its  ftimulating  properties.  If  fo,  perhaps  I 
owe  my  life  to  the  circumdance  ; for  fup- 
pofing  I had  taken  an  infpiration  of  nitrous 
gas,  and  even  that  it  had  produced  no 
pofitive  efFedls,  it  is  highly  improbable,  that 
by  breathing  nitrous  oxide,  I diould  have  freed 

I 

my  lungs  from  it,  fo  as  to  have  prevented  the 
formation  of  nitrous  acid  when  I again  infpircd 
common  air.  I never  detign  again  to  attempt 
fo  rath  an  experiment. 

In  the  beginning  of  September  I often  ref- 
pired  nitrous  oxide  mingled  with  different  pro- 
portions of  common  air  or  oxygene.  The  ' 
effetds  produced  by  the  diluted  gas  were  much 
Icfs  violent  than  thofe  produced  by  pure  nitrous- 
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oxide.  They  were  generally  pleafant  : the 
thrilling  was  not  often  perceived,  but  a fenfe 
of  exhilii'ation  was  almofl:  conftant. 

Between  September  and  the  end  of  October, 
I made  but  few  experim'ents  on  refpiration,  al- 
moft  the  whole  of  my  time  being  devoted  to 
chemical  experiments  on  the  produdlion  and 
analyfis  of  nitrous  oxide. 

At  this  period  my  health  being  fomewhat 
injured  by  the  conftant  labour  of  experiment- 
ing, and  the  perpetual  inhalation  of  the  acid 
vapours  of  the  laboratory,  I went  into  Cornwal ; 
where  new  alTociations  of  ideas  and  feelings, 
common  exercife,  a pure  atmofphere,  luxurious 
diet  and  moderate  indulgence  in  wine,  in  a 
month  rertored  me  to  health  and  vigor. 

Nov.  27th.  Immediately  after  my  return, 
being  fatigued  by  a long  journey,  I refpired 
nine  quarts  of  nitrous  oxide,  having  been  pre- 
cifely  thirty-three  days  without  breathing  any. 
The  feelings  were  different  from  thqfe  I had 
' experienced  in  former  experiments.  After  the 
firft  fix  or  feven  infpirations,  I gradually  began 
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to  lofe  the  perception  of  external  things,  and  a 
vivid  and  intenfe  recollecftion  of  fome  former 
experiments  pafled  through  my  mind,  fo  that 
1 called  out  what  an  amazing  concatenation  of 
ideas  r I had  no  pleafurable  feeling  whatever, 

I ufed  no  mufcular  motion,  nor  did  I feel  any 
difpofition  to  it ; after  a minute,  when  I made 
the  note  of  the  experiment,  all  the  uncommon 
fenfations  had  vanifhed  ; they  were  fucceeded 
by  a flight  forenefs  in  one  of  the  arms  and  in 
the  leg  : in  three  minutes  thefe  afFe6tions  like- 
wife  difappeared. 

From  this  experiment  I was  inclined  to  fup- 
pofe  that  my  newly  acquired  health  had  dimi- 
niflied  my  fufcc^tibility.  to  the  ctFe61s  of  the 
gas.  About  ten  days  after,  however,  I had  an 
opportunity  of  proving  the  fallacy  of  this  tup- 
pofltion. 

Immediately  after  a journey  of  I2f)  miles,  in 
which  I had  no  fleep  the  preceding  night,  being 
much  exhaufled,  I refpired  feven  quarts  of  gas 
' for  near  three  minutes.  It  produced  the  ufual 
pleafurable  efletfls,  and  flight  mufcular  motion. 


( 480  ) 

I continued  exhilii^ated  for  fome  minutes  after** 
wards:  but  in  half  an  hour  found  myfelf  neither 
more  or  lefs  exhaufted  than  before  the  experi- 
ment. I had  a great  propentity  to  deep. 

I repeated  the  experiment  four  or  five  times 
in  the  following  week,  with  fimilar  efFedts.  My 
fufeeptibility  was  certainly  not  diminiflied.  I 
even  thought  that  I was  more  affecled  than  for- 
merly by  equal  dofes. 

Though,  except  in  one  infiance,  when  indeed 
the  gas  was  impure,  I had  experienced  no  decifive 
exhaufiion  after  the  excitement  from  nitrous  ox- 
ide, yet  fiill  I was  far  from  being  fatisfied  that  it 
was  unanalogous  to  fiimulants  in  general. — 
No  experiment  had  been  made  in  which  the 
excitement  from  nitrous  oxide  had  been  kept  up 
for  fo  great  a length  of  time  and  carried  to  fo 
great  an  extent  as  that  in  which  it  is  uniformly 
fucceeded  by  excefiive  debility  under  the  agency 
of  other  powers. 

It  occurred  to  me,  that  fuppofing  nitrous  ox- 
ide  to  be  a fiimulant  of  the  common  clafs,  it 
would  follow  that  the  debility  produced  in  con- 
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lequence  of  exceffive  ftimulation  a known 
agent,  ought  to  be  Increafed  after  excitement 
from  nitrous  oxide.* 

To  afcertain  whether  this  was  the  cafe,  I 
made  on  December  23d,  at  four  P.  M.  the' 
following  experiment.  I drank  a bottle  of 
wine  in  large  draughts  in  lefs  than  eight  mi- 
nutes. Whilft  I was  drinking,  I perceived  a 
fenfe  of  fulnefs  in  the  head,  and  throbbing  of 
the  arteries,  not  unanalogous  to  that  produced  in 
the  firfl  ftage  of  nitrous  oxide  excit^ent. 
After  I had  finifhed  the  bottle,  this  fulnefs  in- 
creafed, the  objedf  s around  me  became  dazzling, 
the  power  of  diftindl  articulation  was  lofl,  and 
I was  unable  to  walk  fteadily.  At  this  moment 
the  fenfations  were  rather  pleafurable  than  other- 
wife,  the  fenfe  of  fulnefs  in  the  head  foon  how- 
ever increafed  fo  as  to  become  painful,  and  in 

. i 

* In  the  fame  manner  as  ,the  debility  from  intoxication 
by  two  bottles  of  wine  is  increafed  by  a third. 

Gs 
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lefs  than  an  hour  I funk  into  a ftate  of  infenfr- 
billty.* 

In  this  Situation  1 muft  have  remained  for 
two  hours  or  two  hours  and  half. 

I was  awakened  by  head-ache  and  painful 
naufea.  The  naufea  continued  even  after  the 
contents  of  the  flomach  had  been  e}c6\ed.  The 
pain  in  the  head  every  minute  increafed  ; I was 
neither  feverifh  or  thirty  ; my  bodily  and  men- 
tal debility  were  exceflive,  and  the  pulfe  feeble 
and  quick. 

In  this  ftate  I breathed  for  near  a minute  and 
half  five  quarts  of  gas,  which  was  brought  to 
me  by  the  operator  for  nitrous  oxide ; but  as  it 
produced  nofenfations  whatever,  and  apparently 
rather  increafed  my  debilty,  I am  almoft  con- 
vinced that  it  was  from  fome  accident,  either 
common  air,  or  very  impure  nitrous  oxide. 

Immediately  after  this  trial,  I refpired  12  quarts 

* 1 ought  to  obferve  that  ray  ufual  drink  is  water,  that 
I had  been  little  accullomed  to  take  wine  or  fpirks,  and 
had  never  bien  compleatly  intoxicated  but  once  before  in 
the  courfe  of  ray  life.  This  will  account  for  the  powerful 
effects  of  a fingle  bottle  of  wine. 
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6f  oxygene  for  near  four  minutes.  It  produced 
ho  alteration  in  my  fenfations  at  the  time  ; but 
immediately  after  I imagined  that  I was  a little 
■exhilarated. 

The  head-ache  and  debility  ftill  bowevet 
continuing  with  violence,  I examined  fome 
nitrous  oxide  which  had  been  prepared  in  the 
.morning,  and  finding  it  vei^y  pure,  refpired 
feven  quarts  of  it  for  two  minutes  and  half. 

I was  unconfeious  of  head-ache  after  the  third 
infpiration  ; the  ufual  picafurable  thrilling  was 
iproduced,  voluntary  power  was  deftroyed,  and 
vivid  ideas  rapidly  pafTed  through  my  Bfiind ; I 
made  ftrides  acrofs  the  room,  and  con- 
tinued for  fome  minutes  much  exhilarated. 
Immediately  after  the  exhilaration  bad  difap- 
peared,  I felt  a flight  return  of  the  head-ache  ; 
it  was  connet^led  with  tranfient  naufea.  After 
two  minutes,  when  a fmall  quantity  of  acidified 
wine  had  been  thrown  from  the  domach,  both  the 
•naufea  and  head-aohe  difappeared  ; but  languor 
and  depreffion  not  very  different  in  degree  from 
thofe  exifting  before  the  experiment, 'fucceeded. 
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They  however,  gradually  went  off  before  bed 
time.  I flept  found  the  whole  of  the  night 
except  for  a few  minutes,  during  which  I was 
kept  awake  by  a trifling  head-ache.  In  the 
morning,  I had  no  longer  any  debility.  No 
head-ache  or  giddinefs  came  on  after  I had 
arifen,  and  my  appetite  was  very  great. 

This  experiment  proved,  that  debility  from 
intoxication  was  not  increafed  by  excitement 
from  nitrous  oxide.  The  head- ache  and  de- 

I 

preflion,  it  is  probable,  would  have  continued 
longer  if  it  had  not  been  adminiftered.  Is  it 
not  likely  that  the  flight  naufea  following 
the  efFe(fls  of  the-  gas  was  produced  by  new 
excitability  given  to  the  flomach  } 

To  afeertain  with  certainty,  whether  the 
moft  extenfive  action  of  nitrous  oxide  compa- 
tible with  life,  was  capable  of  producing  debility, 
I refolved  to  breathe  the  gas  for  fuch  a time  and 
in  fuch  quantities,  as  to  produce  excitement 
equal  in  duration  and  fuperior  in  intenfity  to 
that  occafioned  by  high  intoxication  from  opium 
or  alcohol. 


I 
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To  habituate  myfelf  to  the  excitement,  and 
to  carry  it  on  gradually 

On  December  26th,  I was  inclofed  in  an ' 
air-tight  breathing-box,*  of  the  capacity  of 
about  9 cubic  feet  and  half,  in  the  prefence  of 
Dr.  Kinglake. 

After  I had  taken  a fituation  in  which  I could 
by  means  of  a curved  thermometer  inferted 
undpr  the  arm,  and  a dop-watch,  afcertain  the 
alterations  in  my  pulfe  and  animal  heat,  20 
quarts  of  nitrous  oxide  were  thrown  into  the 
box. 

For  three  minutes  I experienced  no  altera- 
tion in  my  fenfations,  though  immediately  after 
the  introdudlion  of  the  nitrous  oxide  the  fmell 
and  tatle  of  it  were  very  evident. t 

In  four  minutes  I began  to  feel  a flight  glow 


The;  plan  of  this  box  was  communicated  by  Mr.  Walt. 
Ao  account  of  it  will  be  detailed  in  the  ^cfearchei, 

f The  nitrous  oxide  was  too  diluted  to  a(5l  much ; it 
was  mingled  with  u«ar  32  times  its  bulk  of  atmofpherie 
air. 


/ 
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m the  cheeks,  and  a generally  dififuled  warmth 
over  the  cheft,  though  the  temperature  of  the 
box  was  not  quite  50°.  I had  neglected  to  feel 
my  pulfe  before  I went  in  ; at  this  time  it  was 
104  and  hard,  the  animal  heat  was  Q8°.  In 
ten  minutes  the  animal  heat  was  near  99®,  in  a 
quarter  of  an  hour  99. 5^^,  when  the  pulfe  was 
102,  and  fuller  than  before. 

At  this  period  20  quarts  more  of  nitrous  oxide 
were  thrown  into  the  box,  and  well-mingled 
with  the  mafs  of  air  by  agitation. 

In  25  minutes  the  animal  heat  was  loo®, 
pulfe  124.  In  30  minutes,  20  quarts  more  of 
gas  were  introduced. 

My  fenfations  were  now  pleafant ; I had  a 
generally  difFufed  warmth  without  the  flighteft 
moifture  of  the  Ikin,  a fenfe  of  exhilaration 
fimilar  to  that  produced  by  a fmall  dofe  of  wine, 
and  a difpofition  to  mufcular  motion  and  to 
merriment. 

In  three  quarters  of  an  hour  the  pulfe  was 
104,  ai|d  animal  heat  not  99,5°,  the  tempera- 
ture of  the  chamber  was  64°.  The  pleafurable 
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feelings  continued  to  increafe,  the  pulfe  became 
fuller  and  flower,  till  in  about  an  hour  it  was 
880,  when  the  animal  heat  was  99®. 

20  quarts  more  of  air  were  admitted.  I had 
now  a great  difpofition  to  laugh,  luminous  points 
Teemed  frequently  to  pafs  before  my  eyes,  my 
hearing  was  certainly  more  acute  and  I felt  a 
pleafant  lightnefs  and  power  of  exertion  in  my  * 
mufclcs.  In  a fhort  time  the  fymptoms  became 
flationary  ; breathing  was  rather  opprefled,  and 
on  account  of  the  great  defire  of  action,  reft  ^ 
was  painful. 

I now  came  out  of  the  box,  having  been  in 
precifely  an  hour  and  quarter. 

The  moment  after,  I began  to  refpirc  20  quarts 
of  unmingled  nitrous  oxide.  A thrilling  ex- 
tending from  the  cheft  to  the  extremities  was 
almoft.  immediately  produced.  I felt  a fenfe  of 
tangible  extenfion  highly  pleafurable  in  • every 
limb ; my  vifible  impreflions  were  dazzling 
and  apparently  magnified,  I heard  diftindtly 
every  found  in  the  room  and  was  perfectly  aware 
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of  my  lituation.*  By  degrees  as  the  pleafurable 
fcnfatlons  inereafed,  I loft  all  connedlion  with 
external  things ; trains  of  vivid  vifible  images 
rapidly  pafted  through  my  mind  and  were  con- 
ne^ed  with  words  in  ftich  a manner,  as  to  pro- 
duce  perceptions  perfecSlIy  novel.  I exifted  in 
a world  of  newly  connected  and  newly  modified 
ideas.  I thcorifed ; I imagined  that  I made 
' difeoveries.  When  I was  awakened  from  this 
femi-delirious  trance  by  Dr.  Kinglake,  who 
took  the  bag  from  my  mouthy  Indignation 
and  pride  were  the  firft  feelings  produced  by 
the  fight  of  the  perfons  about  me.  My  emotions 
were  enthufiaftic  and  fublime  ; and  fora  minute 
I walked  round  the  room  perfcdlly  regardlefs 

of  wliat  was  faid  to  me.  As  I recovered  my 

» _ ^ 

former  ftate  of  mind,  I felt  an  inclination  to 

communicate  the  difeoveries  I had  made  during 

the  experiment.  I endeavoured  to  recall  the 

ideas,  they  were  feeble  and  indiftimSl ; one 

collection  of  terms,  however,  prefented  itfelf : 

* In  all  thefe  experiments  after  the  firil  minute,  my 
cheeks  l)ecame  purple. 
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and  with  the  moft  intenfe  belief  and  prophetic 
manner,  I exclaimed  to  Dr.  Kinglake,  ‘‘  Nothing 
exijis  hut  thoughts  I — the  unvverfe  is  compofed  of 
imprejffionsy  ideas,  pleafures  and  pains  /” 

About  three  minutes  and  half  only,  had  elap- 

\ 

fed  during  this  experiment,  though  the  time  as 
meafured  by  the  relative  vividnefs  of  the  recol- 
ledled  ideas,  appeared  to  me  much- longer. 

Not  more  than  half  of  the  nitrous  oxide  was 
confumed.  After  a minute,  before  the  thrilling 
of  the  extremities  had  difappeared,  I breathed 
the  remainder.  Similar  fenfations'  were  again 
produced  ; I was  quickly  thrown  into  the  plea- 
furable  trance,  and  continued  in  it  longer  than 
before.  For  many  minutes  after  the  experiment, 
I experienced  the  thrilling  in  the  extreihities, 
the  exhilaration  continued  nearly  two  hours. 
For  a much  longer  time  I experienced  the  mild 
enjoyment  before  deferibed  conne<5led  with 
indolence  ; no  depredion  or  fceblenefs  followed. 
I ate  my  dinner  with  great  appetite  and  found 
myfclf  lively  and  difpofedto  action  itnmediately 
after.  I pafled  the  evening  in  executing  ex  pc- 
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rimeots.  At  night  I found  myfelf  unufually 
cheerful  and  adlive  ; and  the  hours  between 
eleven  and  two,  were  fpent  in  copying  the  fore- 
going detail  from  the  common -pi ace  book  and 
in  arranging  the  experiments.  In  bed  I en- 
joyed profound  repofe.  When  I awoke  in  the 
morning,  it  was  with  confeioufnefs  of  pleasura- 
ble exiftence,  and  this  confeioufnefs  more  or 
lefs,  continued  through  the  day. 

Since  December,  I have  very  ofte«  . breathed 
nitrous  oxide.  My  fufeeptibility  us  power 
is  rather  increafed  than  diminuh  i find  fix 
quarts  a full  dofe,  and  I an>  ur.e  to  ref- 

pire  it  in  any  quantity  for  mo.ietfcar,  two  minutes 
and  half. 

The  mode  of  its  operation  is-  . < v:iat  alte- 
red. It  is  indeed  very  difherer*  different 
times. 

I am  fcarcely  ever  excited  into  oolent  muf- 
cular  ai^ion,  the  emotions  are  generally  much 
lefs  intenfe  and  fublime  than  in  the  former 
experiments,  and  not  often  connected  with 
thrilling  in  the  extremities. 


( ) 


When  troubled  with  indigeftion,  I have  been 
two  or  three  times  unpleafantly  affected  after 
the  excitement  of  the  gas.  Cardialgia,  eruc- 
tations and  unpleafant  fiilnefs  of  the  head  were 
produced. 

I haveoften  felt  very  great  pleafure  when  breath- 
ing it  alone,  in  darknefs  and  filen^ce,  occupied 
only  by  ideal  exiftence.  In  two  or  three  inftan- 
ces  when  I have  breathed  it  amidft  noife,  the 
/ fenfe  of  hearing  has  been  painfully  affected 
even  by  moderate  intenfity  of  found.  The 
light  of  the  fun  has  fometinaes  been  difegreeably' 
dazzling.  I have  once  or  twice  felt  an  -uneaty 
fenfe  of  tenfion  in  the  cheeks  and  tranfient 
pains  in  the  teeth. 

Whenever  I have  breathed  the  gas  after  ex- 
citement from  moral  or  phyftcal  caufes,  the 
delight  has  been  often  intenfe  and  fublime. 

• On  May  5th,  at  night,  after  walking  for  an 
hour  amidft  the  feenery  of  the  Avon,  at  this 

I 

period  rendered  exquifitely  beautiful  by  bright 
moonfhine;  my  mind  being  in  a ftate  of 
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agreeable  feeling,  I refpired  fix  quarts  of  newly 

prepared  nitrous  oxide. 

The  thrilling  was  very  rapidly  produced. 

The  obje(fls  around  me  were  pcrfedlly  diftin61, 
» 

and  the  light  of  the  candle  not  as  ufual  dazzling. 
The  pleafurable  fenfation  was  at  firft  local  and 
perceived  in  the  lips  and  about  the  cheeks.  It 
gradually  however,  difFufed  itfelf  over  the  whole 
body,  and  in  the  middle  of  the  experiment  was 
for  a moment  fo  intenfe  and  pure  as  to  abforb 
exiftence.  At  this  moment,  and  not  before,  I loft 
confcioufnefs  ; it  was  however,  quickly  reftored, 
and  I endeavoured  to  make  a by-ftander  acquaint- 
ed with  the  pleafure  I experienced  by  laughing 
and  ftamping.  I had  no  vivid  ideas.  The 
thrilling  and  the  pleafurable  feeling  conliiuied 
for  many  minutes ; I felt  two  hours  afterwards, 

4 

I 

a flight  recurrence  of  them,  in  the  intermediate 
flate  between  fleepingand  waking;  and  I had  du- 
ring the  whole  of  the  night,  vivid  and  agreeable 
dreams.  I awoke  in  the  morning  with  the 
feeling  of  reftlefs  energy,  or  that  defire  of  action 
connected  with  no  definite  objeefl,  which  I had 
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often  experienced  in  the  courfe  of  experiments 
« 

in  1799. 

' , i 

I have  two  or  three  times  tince  refpired  ni- 
trous oxide  under-  limilar  circumftances ; but 
never  with  equal  pleafure. 

During  the  laft  fortnight,  I have  breatlned 
it  very  often  ; the  efFedls  have  been  powerful 
and  the  fenfations  uncommon  ; but  pleafurable 
only  in  a flight  degree. 

I ought  to  have  obferved  that  a deflre  to 
breathe  the  gas  is  always  awakened  in  me  by 

the  fight  of  a perfOn  breathing,  or  even  by  that 

./ 

of  an  air*bag  or  an  air-holder. 

I have  this  day,  June  5th,  refpired  four  large 
dofes  of  gas.  The  firft  two  taken  in  the  morn- 
ing atfled  very  powerfully  ; but  produced  no 
thrilling  or  other  pleafurable  feelings.  The 
efFedts  of  the  third  breathed  immediately  after  a 
hearty  dinner  were  pleafant,  but  neither  in- 
tenfe  or  intoxicating.  The  fourth  was  refpired 
at  night  in  darknefs  and  filcnce  after  the  occur- 
rence of  a circumftance  which  had  produced 
fome  anxiety.  This  dofe  afFcdled  me  power- 
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fully  and  pleafantly ; a flight  thrilling  in  the 
extremities  was  produced  ; an  exhifetion  con- 
tinued for  fome  time,  and  I have  had  but  little 
return  of  uneafinefs.  1 1 P.  M. 

From  the  nature  of  the  language  of  feeling, 
Ihe  preceding  detail  contains  many  imperfec- 
tions ; I have  endeavoured  to  give  as  accurate 
an  account  as  poflible  of  the  ftrange  effedls  of 
nitrous  oxide,  by  making  ufe  of  terras  Handing 
for  the  moft  Hmilar  common  feelings. 

We  are  incapable  of  reconciling  pleafures 
and  pains  of  fenfe.*  It  is  impoffible  to  reafon 
concerning  them,  except  by  means  of  terms 
which  have  been  ailbciatod  with  them  at  the 
moment  of  their  exillence,  and  which  are  after- 
wards called  up  amidft  trains  of  concomitant 
ideas. 

* Phyfical  pleafure  and  pain  generally  occur  conneded 
with  a compound  impreflion,  i.  e.  an  'organ  and  fome 
objed.  When  the  idea  left  by  the  compound  impreflion, 
is  called  up  by  being  linked  accidentally  to  forae  other 
idea  or  impreflion,  no  recurrence,  or  the  ilighteft  poflible, 
of  the  pleafure  or  pain  in  any  form  will  take  place.  But 
when  the  compound  impreflion  itfelf  exifls  ’without  the 
phyfical  pleafure  or  pain,  it  will  awaken  ideal  or  intelleduaJ 
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When  pleafures  and  pain^  are  neW”  or  c6ft- 
ne6led  with  new  ideas,  they  can  never  be  intel- 
ligibly detailed  unletB  aflb<jjated  during  their 
exiftence  with  terms  flartding  for  analogous 
feelings.  ‘ 

I have  fometimes  experienced  ftom  nitrous 
oxide,  fenfationa  fimilar  to  no  others,  and  they 
have  confequently  been  indefcribable.  This 
has  been  likewife  often  the  cafe  with  other 
perfons.  Of  two  paralytic  patients  who  were 
alked  what  they  felt  after  breathing  nitrous 


pleafure  or  pain,  i,  e,  hope  or  fear.  So  that  phyfical  plea- 
fure  and  pain  are  to  hope  and  fear,  what  impreflions 
are  to  ideas.  For  inftance,  alfuming  no  accidental  affocia- 
tion,  the  child  does  not  fear  the  fire  before  he  is  burnt. 
When  he  puts  his  finger  to  the  fire  he  feels  the  phyfical 
pain  of  burning,  which  is  connefted  with  a vifible  com- 
pound impreffion,  the  fire  and  his  finger.  Now  when  the 
compound  idea  of  the  fire  and  his  finger,  left  by  the  com- 
pound impreffion  are  called  up  by  his  mother,  faying, 
You  have  burnt  your  finger^'  nothing  like  fear  or  the  pain 
of  burning  is  connefted  with  it.  But  when  the  finger  is 
brought  near  the  fire,  i.  e.  when  the  compound  impreffion 
again  exifts,  the  ideal  pain  of  burning  or  the  paffion  of  fear 
is  awakened,  and  it  becomes  connected  with  thofc  very 
aSiqns  which  removed  the  finger  from  the  fire. 
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oxide,  the  firft  anfwered,  I do  not  know  how, 
hut  very  queer  The  fecond  faid,  “ I felt  like 
the  found  of  a harpy^  Probably  in  the  one  cafe,  no 
analogous  feelings  had  ever  occurred.  In  the 
other,  the  pleafurable  thrllings  were  fimilar  to 
the  fenfations  produced  by  mufic ; and  hence, 
they  were  connected  with  terms  formerly  applied 
to  mufic. 

9 
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JJIVISION  11.  ' 


DETAILS  of  the  EFFECTS  produced  by  the  RES- 
PIRATION of  IS  ITROUS  OXIDE  upon  different 
JNDIEIDUALS  furnished  by  THEM  SELVES. 


X^HE  experiments  related  in  the  tollowing 
details,  were  made  in  the  Medical  Pneumatic 
Inflitution. 

AbftracSls  from  many  of  them  have  been 
publithcd  by  Dr.  Beddoes.* 

I.  Detail  of  Mr.  J.  W.  Tobin. 

Having  feen  the  remarkable  efFedls  produced 
on  Mr,  Davy,  by  breathing  nitrous  oxide,  the 
isth  of  April;  1 became  detirous  of  taking  fome. 

A day  or  two  after  I breathed  2 quarts  of  this 

* Notice  of  fome  Obfervations  made  at  the  Medicai 
Pneumatic  Juflitution. 
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gas,  returning  it  back  again  into  the  fame  bag, 
after  two  or  three  in  fpi  rat  ions,  breathing  became 
difficult,  and  I occafionally  adtnitted  common 
air  into  my  lungs.  While  the  refpiration  was 
continued,  my  fenfations  became  more  pleafant. 
On  taking  the  bag  from  my  mouth,  I daggered 
a little,  but  felt  no  other  effect. 

On  the  fecond  time  of  making  the  experi- 
ment, I took  nearly  four  quarts,  but  dill  found 
# 

it  difficult  to  continue  breathing  long,  though 
the  air  which  was  left  in  the  bag  was  far  from 
being  impure. 

The  edecds  however,  in  this  cafe,  were  more 
driking  than  in  the  former.  Increafed  mufcu- 
lar  a6tion  was  accompanied  by  very  pleafurable 
feelings,  and  a drong  dedre  to  continue  the 
infpiration.  On  removing  the  bag  from  my 
mouth,  I laughed,  daggered,  and  attempted  to 
fpeak,  but  dammered  exceedingly,  and  was 
utterly  unable  to  pronounce  fome  words.  My 
ufual  date  of  mind,  however,  foon  returned.  ♦ 

On  the  !2Qth,  I again  breathed  four  quarts. 
The  pleafant  feelings  produced  at  fird,  urged 
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me  to  continue  the  infpiration  with  great  eagef- 
nefs.  Thefe  feelings  however,  went  off  towards 
the  end  of  the  experiment,  and  no  other  efFedts 
followed.  The  gas  had  probably  been  breathed 
too  long,  as  it  would  not  fiipport  flame.  I then 
j^ropofed  to  Mr.  Davy,  to  inhale  the  air  by  the 
mouth  from  one  bag,  and  to  exj)ire  it  from  the 
note  into  another.  This  method  was  purfued 
‘with  lets  than  three  cpiarts,  but  the  cfFedts  were 
fo  powerful  as  to  oblige  me  to  take  in  a little 
common  air  occafionally.  I foon  found  my 
nervous  fyftem  agitated  by  the  higheft  fenfa- 
tions  of  pleafure,  which  are  difficult  of  deferip- 
tion*;  my  mufcular  powers  were  very  much 
increafed,  and  I went  on  breathing  with  great 
vehemence,  not  from  a difficulty  of  infpiration^ 
but  from  an  eager  avidity  for  more  air.  When 
the  bags  were  exhaufted  and  taken  from  me^ 
I continued  breathing  with  the  fame  violence, 
then  fuddenly  darting  from  the  chair^  and  vo- 
ciferating with  pleafure,  I made  towards  tbofe 
that  were  prefent,  as  I wiffied  they  fhoutd 
participate  in  my  feelings,  I (truck  gently  at 
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Mr.  Davy  and  a Granger  entering  the  room  at 
the  moment,  I made  towards  him,  and  gave  him 
feveral  blows,  but  more  in  the  fpirit  of  good 
humour  than  of  anger.  I then  ran  through 
different  rooms  in  the  houfe,  and  at  lad  returned 
to  the  laboratory  fomewhat  more  compofed ; 
my  fpirits  continued  much  elevated  for  forne 
hours  after  the  experiment,  and  I felt  no  con- 
fequent  depreffion  either  in  the  evening  or  the 
day  following,  but  flept  as  foundly  as  ufual. 

On  the  5th  of  May,  I again  attempted  to 
breathe  nitrous  oxide,  but  it  happened  to  con- 
tain fufpended  nitrous  vapour  which  rendered 
it  non-refpirable. 

On  the  7th,  I infpired  7 quarts  of  pure  gas 
mingled  with  an  equal  quantity  of  common  air, 
the  fenfations  were  pleafant,  and  my  mufcular 
power  much  increafed. 

On  the  8th,  I infpired  five  quarts  without 
any  mixture  of  common  air,  but  the  effedts 
were  not  equal  to  thofe  produced  the  day  before  ; 
Indeed  there  were  reafons  for  fuppofing  that  the 
gas  was  impure. 
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On  the  18th,  I breathed  nearly  fix  quarts  of 

t 

the  pure  nitrous  oxide.  It  is  not  eafy  to  de- 
fcribe  my  fenfations  ; they  were  fuperior  to  any 
thing  I ever  before  experienced.  My  ftep  was 
firm,  and  all  my  mufcular  powers  incrcafcd. 
My  fenfes  were  more  alive  to  every  furrounding 
impreffion ; I threw  my  felf  into  fcveral  theatri- 
cal attitudes,  and  traverfed  the  laboratory  with 
a quick  ftep  ; my  mind  was  elevated  to  a moft: 
fublime  height.  It  is  giving  but  a faint  idea  of 
the  feelings  to  fay,  that  they  refembled  thofe 
produced  by  a reprefentation  of  an  heroic  icene 
on  the  ftage,  or  by  reading  a fublime  paftage 
in  poetry  when  circumftances  contribute  to 
awaken  the  fineft  fyrnpathies  of  the  foul.  In  a 
few  minutes  the  ufual  ftatc  of  mind  returned. 
I continued  in  good  fpirits  for  the  reft  of  the 
day,  and  ftept  foundly. 

Since  the  18th  of  May,  I have  very  often 
breathed  nitrous  oxide.  In  the  firft  experi- 
ments when  pure,  its  efteffts  were  generally 
ftmilar  to  thofe  juft  deferibed. 

Lately  I have  feldom  experienced  vivid  fen- 
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fations.  The  pleafure  produced  by  it  flight 
and  tranquil,  I rarely  feel  fublime  emotions  or 
increafed  mufcular  power. 

J.  W.  Tobin. 

O^oher,  1799. 

II.  Detail  of  Mr,  Wm.  Clayfielu. 

The  firft’  time  that  I breathed  the  nitrous 
oxide,  it  produced  feelings  analogous  to  thofe  of 
intoxication.  I was  for  fome  time  unconfcious 
of  exiflence,  but  at  no  period  of  the  experiment  ' 
experienced  agreeable  fenfations,  a momentary 
naufea  followed  it ; but  unconnecSled  with  lan- 
guor or  head-ache. 

After  this  Tfcveral  times  refpircd  the  gas,  but 
on  account  of  the  fulnefs  in  the  head  and  appa- 
rent throbbing  of  the  arteries  in  thebrain,*always 
defifted  to  breathe  before  the  full  effects  were 

I 

produced.  In  two  experiments  however,  when 
by  powerful  voluntary  efforts  I fucceeded  in 
breathing  a large  quantity  of  gas  for  fome  mi- 


* In  fome  of  thefe  experiments,  hearing  was  rendered 
more  acute. 


I 


• . ( 503  ) 

nutes,  I had  highly  pleafarable  thrillings  in  the 
extremities,  and  fuch  increafe  of  mufcular 
power,  as  to  be  obliged  to  exert  my  limbs  with 
violence.  After  thefe  experiments,  no  languor 
or  depreffion  followed. 

William  Clayfield. 

III.  Letter  from  Dr.  Kinglake. 

In  compliance  with  your  defire,  I will  en- 
deavour to  give  you  a faithful  detail  of  the 
effedts  produced  on  my  fenfations  by  the  inha- 
lation of  nitrous  oxide. 

My  firft  infpiration  of  it  was  limited  to  four 
quarts,  diluted  with  an  equal  quantity  of  atmof- 
pheric  air.  After  a few  infpirations,  a fenfe  of 
additional  freedom  and  power  (call  it  energy  if 
you  pleafe)  agreeably  pervaded  the  region  of 
the  lungs  ; this  was  quickly  fuccceded  by  an 
almoft  deliriou^but  highly  pleafurable  fentation 
in  the  brain,  which  was  foon  difFufed  over  the 

whole  frame,  imparting  to  the  mufcular  power 

« 

at  once  an  encreafed  difpolition  and  tone  for 
adlion  ; but  the  niental  effe(5l  of  the  excitement 
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was  fiich  as  to  abforb  in  a fort  of  Intoxicating 
placidity,  and  delight,  volition,  or  rather  the 
power  of  voluntary  motion.  4'hefe  effects  were 
in  a greater  or  lets  degree  protracted  during 
about  five  minutes,  when  the  former  ftate  re- 
turned, with  the  difference  however  of  feeling 
more  cheerful  and  alert,  for  fevcral  hours  after. 

It  feemed  alfo  to  have  had  the  further  effect 
of  reviving  rheumatic  irritations  in  the  fhoulder 
and  knee-joints,  which  had  not  been  previoufly 
felt  for  many  months.  No  perceptible  change 
was  induced  in  the  pulfe  either  at  or  fubfequent 
to  the  time  of  inhaling  the  gas. 

The  effects  produced  by  a fecond  trial  of  its 
powers,  were  more  extcntive,  and  concentrated 
on  the  brain.  In  this  inftance,  nearly  fix  quarts 
undiluted,  were  accurately  and  fully  inhaled. 
As  on  the  former  occafion,  it  immediately  proved 
agreeably  refpirable,  but  before  the  whole  quan- 
tity was  quite  exhautted,  its  agency  was  exerted 
fo  ffrongly  on  the  brain,  as  progreffively  to  fuf- 
pend  the  fenfes  of  feeing,  hearing,  feeling,  and 
ultimately  the  power  of  volition  itfclf.  At  this 
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period,  the  pull'e  was  much  augmented  both  in 
force  and  frequency  ; flight  convulfive  twitches 
of  the  mufcles  of  the  arms  were  alfo  induced  ; 
no  painful  fenfation,  naufea,  or  languor,  how- 
ever, either  preceded,  accompanied,  or  followed 
this  date,  nor  did  a minute  elapfe  before  the 
brain  rallied,  and  refumed  its  wonted  faculties, 
when  a fenfe  of  glowing  warmth  extending  over 
the  fyftem,  was  fpeedily  fuccceded  by  a re-in- 
llatement  of  the  equilibrium  of  health. 

The  more  permanent  cfFedls  were  (as  in  the 
drft  experiment)  an  invigorated  feel  of  vital 
power,  improved  fpirits,  tranficnt  irritations  in 
different  parts,  but  not  fo  characdcriftically  rheu- 
matic as  in  the  former  inftance. 

Among  the  circumftanccs  mod  worthy  of 
regard  in  confidcring  the  properties  and  ad- 
minidration  of  this  pov^crful  aerial  agent,  may 
be  ranked,  the  facd  of  its  being  (contrary  to  the 
prevailing  opinion*)  both  highly  rcfpirable,  and 

* Dr.  Mitcinll  (an  American  Chemift)  has  crroneootly 
fnppofed  its  full  aclniillion  to  the  lungs,  in  its  concentrated 
itatc,  to  be  incompatible  with  animal  life,  and  that  in  a 
tnorc  diluted  form  it  operates  as  a principal  agent  in  the 
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falutary,  that  it  imprefles  the  brain  and  fydem 
at  large  with  a more  or  lefs  drong  and  durable 
degree  of  pleafurable  fenfation,  that  unlike  the 
efFedt  of  other  violently  exciting  agents,  no  fen- 
fible  exhauftion  or  diminution  of  vital  power 
accrues  from  the  exertions  of  its  ftiinulant  pro- 
perty, that  its  molt  cxceflivc  operation  even, 
is  neither  permanently  nor  trantiently  debilita- 
ting ; and  finally,  that  it  fairly  promifes  under 
judicious  application,  to  prove  an  extremely 
efficient  remedy,  as  well  in  the  vaft  tribe  of 
difeafes  originating  from  deficient  irritability 
and  fenfibility,  as  in  thofe  proceeding  from 
morbid  affiociations,  and  modifications,  of  thofe 
vital  principles. 


produ6tion  of  contagious  difeafes,  &c.  This  gratuitous 
pofition  is  thus  unqualifiedly  affirmed,  “ If  a full  infpira- 
“ tion  of  gafeous  oxyd  be  made,  there  will  be  a fudden  x 

extindion  of  life  ; and  this  accordingly  accounts  for  the 
“ fa£l  related  by  Ruifel  (Hiftory  of  Aleppo,  p,  232.)  and 
“ confirmed  by  other  obfervers,  of  many  perfons  falling 
**  down  dead  fuddenly,  when  ftruck  with  the  contagion  of 
“ the  plague.” 

Vide  Remarks  on  the  Gafeous  Oxyd  of  Azote,  by  Samuel 
Latham  Mitchill,  M.  D. 


/ 
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If  you  (liould  deem  any  thing  contained  in 
this  curfory  narrative  capable  of  fubferving  in 
any  degree  the  pra6tical  advantages  likely  to 
refult  from  your  fcientific  and  valuable  invefti- 
gation  of  the  genuine  properties  of  the  nitrous 
oxide,  it  is  perfectly  at  your  difpofal. 

I am 

Your  (incere  friend, 

Robert  Kinglake. 

BriJioJ,  June  'iAthy  1799* 

To  Mr.  Davy. 


IV.  Detail  of  Mr.  Southey. 

In  breathing  the  nitrous  oxide,  I could  * not 
diftinguith  between  thefirfl; feelings  itoccafioned 
and  an  apprehenfion  of  which  I was  unable  to 
divert  myfelf.  My  firrt  definite  fenfation  was  a 
dizzinefs,  a fulnefs  in  the  head,  fuch  as  to  in- 
duce a fear  of  falling.  This  was  momentary. 
When  I took  the  bag  from  my  mouth,  I im- 
mediately laughed.  The  laugh  was  involuntary 
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but  highly  pleafurable,  accompanied  by  a thrill 
all  through  me  ; and  a tingling  in  my  toes  and 
fingers,  a fenfation  perfedlly  new  and  delight- 
ful. I felt  a fulnefs  in  my  chefl  afterwards  ; 
and  during  the  remainder  of  the  day,  imagined 
that  my  tafte  and  hearing  were  more  than  com- 
monly quick.  Certain  I am  that  I felt  myfelf 
more  than  ufually  flrong  arvd  chearful. 

In  a fecond  trial,  by  continuing  the  inhala- 
tion longer,  I felt  a thrill  in  my  teeth  ; and 
breathing  flill  longer  the  third  time,  became  fo 
full  of  ftrength  as  to  be  compelled  to  exercife 
my  arms  and  feet. 

Now  after  an  interval  of  fome  months,  during 
which  my  health  has  been  materially  impaired, 
the  nitrous  oxide  produces  an  effedl  upon  me 
totally,  different.  Half  the  quantity  affedfs  me, 
and  its  operation  is  more  violent ; a flight  laugh- 
ter is  firft  induced,*  and  a defire  to  continue  the 


In  the  former  experiments,  Mr.  Southey  generally 
refpired  fix  quarts,  now  he  is  unable  to  confume  two. 

In  an  experiment  made  fince  this  paper  was  drawn  up, 
the  effed  was  rather  pleafurable. 
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inhalatidn,  which  is  counteracted  by  fear  from 
the  rapidity  of  refpiration  ; indeed  my  breath 
becomes  fo  fhort  and  quick,  that  I have  no  doubt 
but  the  quantity  which  I formerly  breathed, 
would  now  dettroy  me.  The  fenfation  is  not 
painful,  neither  is  it  in  the  llighteft  degree, 
pleafurable. 


Robert  Southey. 


V.  Letter  from  Dr.  Roget. 

The  cfFeCl  of  the  firft  infpirations  of  the  ni- 
trous oxide  was  that  of  making  me  vertiginous, 
and  producing  a tingling  fenfation  in  my  hands 
and  feet : as  thefe  feelings  increafed,  I,feemed 
to  lofe  the  fenfe  of  my  own  weight,  and  imagined 

1 was  finking  into  the  ground.  1 then  felt  a 

* 

drowfinefs  gradually  fteal  upon  me,  and  a dif- 
inclination  to  motion  ; even  the  aClions  of 
infpiring  and  expiring  were  not  performed 
without  effort : and  it  alfo  required  fome  atten- 
tion of  mind  to  keep  my  noftrils  clofed  with  my 
fingers,  I was  gradually  routed  from  this  tor- 
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por  by  a kind  of  delirium,  which  came  on  fo 
rapidly  that  the  air-bag  dropt  from  my  hands. 
This  fenfation  increafed  for  about  a minute 
after  I had  ceafed  to  breathe,  to  a much  greater 
degree  than  before,  and  I fuddenly  loft  ftght  of 
all  the  objects  around  me,  they  being  appa- 
rently obfeured  by  clouds,  in  which  were  many 
luminous  points,  fimilar  to  what  is  often  expe- 
rienced on  rifing  fuddenly  and  ftretching  out 
the  arms,  after  fitting  long  in  one  pofition. 

I felt  myfelf  totally  incapable  of  fpeaking, 
and  for  fome  time  loft  all  confeioufnefs  of  where 
I was,  or  who  was  near  me.  My  whole  frame 
felt  as  if  violently  agitated  : I thought  I panted 
violently  : my  heart  feemed  to  palpitate,  and 
every  artery  to  throb  with  violence ; I felt  a 
finging  in  my  ears ; all  the  vital  motions 
feemed  to  be  irrcfiftibly  hurried  on,  as  if  their 
equilibrium  had  been  deftroyed,  and  every 

thing  was  running  headlong  into  confufion. 

\ 

My  ideas  fucceeded  one  another  with  extreme 
rapidity,  thoughts  rufhed  like  a torrent  through 
my  mind,  as  if  their  velocity  had  been  fuddenly 
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accelerated  by  the  burfting  of  a barrier  which 

had  before  retained  them  in  their  natural  and 

• 

equable  courfe.  This  date  of  extreme  hurry, 
ao-itatlon,  and  tumult,  was  but  tranfient.  Every 
unnatural  fenfation  gradually  fubtided ; and  in 
about  a quarter  of  an  hour  after  I had  ceafed 
to  breathe  the  gas,  I was  nearly  in  the  fame 
date  in  which  I had  been  at  the  commence- 
ment of  the  experiment. 

I cannot  remember  that  I experienced  the 
lead  pleafure  from  any  of  thefe  fenfations.  I 
can  however,  eafily  conceive,  that  by  frequent 
repetition  I might  reconcile  myfclf  to  them, 
and  podibly  even  receive  pleafure  from  the 
fame  fenfations  which  were  then  unplcafant. 

I am  fendble  that  the  account  I have  been 
able  to  give  of  my  feelings  is  very  imperfedt. 
For  however  calculated  their  violence  and 
novelty  were  to  leave  a lading  impredion  on 
the  "memory,  thefe  circumftances  were  for  that 

very  reafon  unfavourable  to  accuracy  of  com- 

‘ \ 

parifon  with  fenfations  already  familiar. 

The  nature  of  the  fenfations  tlicmfclvcs. 


4 


( 512,  ) 

which  bore  greater  refcmblance  to  a half  deli- 
rlous  dream  than  to  any  diftlnd  ftate  of  mind 
capable  of  being  accurately  remembered,  con- 
tributes very  much  to  increafe  the  difficulty. 
And  as  it  is  above  two  months  lince  I made  the 
experiment,  many  of  the  minuter  circunffian- 
ces  have  probably  efcaped  me. 

I remain 

Yours,  &c. 

P.  IIOGET. 

To  Mr.  Davy. 

VI.  Letter  from  Mr.  James  Thomson. 

The  firft  time  1 refpired  nitrous  oxide,  the 

% 

experiment  was  made  under  a flrong  impreffion 
of  fear,  and  the  quantity  I breathed  not  fuffi- 
cient,  as  you  informed  me,  to  produce  the 
ufual  effecl.  I did  not  note  very  accurately  my 
fenfations.  I remember  I experienced  a flight 
degree  of  vertigo  after  the  third  or  fourth 
infpiration  ; and  breathed  with  increafed  vigor, 
my  iiifpirations  being  much  deeper  and  more 
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vehement  than  ordinary.  I was  enabled  the 
next  time  I made  the  experiment,  to  attend 
more  accurately  lo  my  fenfations,  and  you  have 
the  ohlcrvations  I made  on  them  at  the  time. 

After  the  fourth  infpiration,  I experienced 
t!ic  fame  increafed  action  of  the  lungs,  as  in 
the  former  cafe.  My  infpirations  became  un- 
commonly full  and  ftrong,  attended  with  a 
thrilling  fenfation  about  the  cheft,  highly  plea- 
furable,  which  increafed  to  fuch  a degree  as  to 
induce  a fit  of  involuntary  laughtei*,  which  I in 
vain  endeavoured  to  reprefs.  I felt  a flight 
giddinefs  which  lafted  for  a few  moments  only. 
My  infpirations  now  became  more  vehement 
and  frequent  ; and  I inhaled  the  air  with  an 
avidity  ftrongly  indicative  of  the  pleafure  I 
received.  That  peculiar  thrill  which  I had  at 
firfl  experienced  at  the  cheft,  now  pervaded 
my  whole  frame  ; and  during  the  two  or  three 
laft  infpirations,  was  attended  with  a remarkable 
tingling  in  my  fingers  and  toes.  My  feelings 
at  this  moment  are  not  to  be  deferibed  : I felt  a 

high, an  extraordinary  degreeofpleafure,difFerent 

I i 
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from  that  produced  by  wine,  being  divefled  of  all 

% 

its  grofs  accompaniments,  and  yet  approaching 
nearer  to  it  than  to  any  other  fenfation  I am 
acquainted  with. 

I am  certain  that  my  mufcular  firength  was 
for  a time  much  increafed.  My  difpofition  to 
exert  it  wasfuch  as  I could  not  reprefs,  and  the 
fatisfad^ion  I felt  in  any  violent  exertion  of  my 
legs  and  arms  is  hardly  to  be  conceived.  Thefe 
vivid  fenfations  were  not  of  long  duration  ; they 
diminifhed  infenfibly,  and  in  little  more  than  a 
quarter  of  an  hour  I could  perceive  no  differ- 
ence between  the  date  I was  then  in,  and  that 
previous  to  the  refpiration  of  the  air. 

. The  obfcrvations  I made  on  repeating  the 
experiment,  do  not  differ  from  the  preceding, 
except  in  the  circumftance  of  the  involuntary 
laughter,  which  I never  afterwards  experienced, 
though  I breathed  the  air  feveral  times  ; and  in 
the  following  curious  fa(^,  which,  as  it  was  de- 
pendent on  circumftances,  did  not  always  occur. 

Having  refpired  the  fame  quantity  of  air  as 
ufual,  and  with  precifely  the  fame  effe<5ls,  I 
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was  furprifed  to  find  rnyfelf  affected  a few  mi- 
nutes afterwards  with  the  recurrence  of  a pain 
in  rny  back  and  knees,  which  I had  experienced 
the  preceding  day  from  fatigue  in  walking.  I 
was  rather  inclined  to  deem  this  an  accidental 
coincidence  than  an  effect  of  the  air  ; but  the 
fame  thing  confiantly  occurring  whenever  I 
breathed  the  air,  fhortly  after  fuffering  pain 
cither  from  fiitigue,  or  any  other  aecidental 
caufe,  left  no  doubt  on  my  mind  as  to  the 
accuracy  of  the  obfervation. 

I have  now  given  you  the  fubfiance  of  the 
notes  I made  whilfi  the  impreffions  were  ftrong 
on  iny  mind.  I cannot  add  any  thing  from 
recolledlion  that  will  at  all  add  to  the  accuracy 
of  this  account,  or  affitt  thofc  who  have  not 
refpired  this  air,  in  forming  a clearer  idea  of  its 
extraordinary  effcdls.  It  is  extremely  difficult 
to  convey  to  others  by  means  of  words,  any 
idea  of  particular  fenfations,  of  which  they  have 
had  no  experience.  It  can  only  be  done  by 
making  ufe  of  fuch  terms  as  are  expreffivc  of 
fenfations  that  refcmble  them,  and  in  thefe  our 
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vocabulary  is  very  clefedHve.  To  be  able  at  all 
to  comprehend  the  effects  of  nitrous  oxide,  it 
is  necedary  to  refpire  it,  and  after  that,  wc  miift 
either  invent  new  terms  to  exprels  thefe  new 
and  particular  fenfations,  or  attach  new  ideas  to 
old  ones,  before  we  can  communicate  intelligi- 
bly with  each  other  on  the  operation  of  this 
extraordinary  gas. 

I am  &c. 

James  Thomson. 

London^  Sept.  21,  1799. 

To  Mr.  Davy. 


VII.  Detail  of  Mr.  Coleridge. 

The  firfl:  time  I infpired  the  nitrous  oxide,  I 
felt  an  highly  plcafurable  fenfation  of  warmth 
over  my  whole  frame,  refembling  that  which 
I remember  once  to  have  experienced  after 
returning  from  a walk  in  the  fnow  into  a warm 
room.  The  only  motion  which  I felt  inclined 
to  make,  was  that  of  laughing  at  thofe  who 
were  looking  at  me.  My  eyes  felt  diftended. 
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and  towards  the  lad,  my  heart  beat  as  if  it  were 
leaping  up  and  down.  On  removing  the  mouth- 
piece the  whole  fenfation  went  off  almoft 
inftantly. 

The  fecond  time,  I felt  the  dune  plcafurable 
fenfation  of  warmth,  but  not  I think,  in  quite 
fo  great  a degree.  I withcd  to  know  what  effe6t 
it  would  have  on  my  impreflions  ; I fixed  my 
eye  on  fome  trees  in  the  diftance,  but  I did 
not  find  any  other  effect  except  that  they  be- 
came dimmer  and  dimmer,  and  looked  at  lad 
as  if  I had  feen  them  through  tears.  My  heart 
beat  more  violently  than  the  fird  time.  This 
was  after  a hearty  dinner. 

The  third  time  I was  more  violently  a61ed 
on  than  in  the  two  former.  Towards  the  lad, 
I could  not  avoid,  nor  indeed  felt  any  with  to 
avoid,  beating  the  ground  with  my  feet  ; and 
after  the  mouth-piece  was  removed,  I remained 
for  a few  feconds  motionlefs,  in  great  extacy. 

The  fourth  time  was  immediately  after  break- 
fad.  The  few  fird  infpirations  adeemed  me  fo 
little  that  I thought  Mr,  Davy  had  given  me 
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atmofpheric  air  : but  foon  felt  the  warmth  be»- 
ginning  about  my  cheft,  and  fprcading  upward 
and  downward,  fo  that  I could  feel  its  progrefs 
over  my  whole  frame.  My  heart  did  not  beat 
fo  violently  ; my  fenfations  were  highly  plea- 
furable,  not  fo  intenfe  or  apparently  local,  but 
of  more  unmingled  pleafure  :han  I had  ever 
before  experienced.* 

S.  T.  Coleridge. 


VIII.  Detail  of  Mr.  Wedgwood. 

July  23,  I called  on  Mr.  Davy  at  the  Medi- 
cal Inftitution,  who  afked  me  to  breathe  fome 
of  the  nitrous  oxide,  to  which  I confented, 
being  rather  a fceptic  as  to  its  effe<£ls,  never 
having  feen  any  perfon  affedlcd.  I firft  breathed 
about  fix  quarts  of  air  which  j)roved  to  be  only 
common  atmofpheric  air,  and  which  confe- 
quently  produced  no  effect. 

I then  had  6 quarts  of  the  oxide  given  me  in 

* The  dofes  in  thefe  experiments  were  from  five  to 
feven  quarts. 


I 
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a bag  undiluted,  and  as  foon  as  I had  breathed 
three  or  four  refpirations,  I felt  myfelf  affected 
and  my  refpiration  hurried,  which  efFea  increa- 
fed  rapidly  until  I became  as  it  were  entranced, 
when  I threw  the  bag  from  me  and  kept  breath- 
ing on  furioufly  with  an  open  mouth  and  hold- 
ing my  nofe  with  my  left  hand,  having  no 
power  to  take  it  away  though  aware,  of  the 
ridiculoufnefs  of  my  fituation.  Though  appa- 
rently deprived  of  all  voluntary  motion,  I was 
fenfible  of  all  that  pafled,  and  heard  every  thing 
that  was  faid  ; but  the  moft  lingular  fenfation 
I had,  I feel  it  impoffible  accurately  to  defcribc. 
It  was  as  if  all  the  mufcles  of  the  body  were 
put  into  a violent  vibratory  motion ; I had  a very 
ftrong  inclination  to  make  odd  antic  motions 
with  my  hands  and  feet.  When  the  firft  lirong 
fenfations  went  off,  I felt  as  if  I were  lighter  than 
the  atmofphere,  and  as  if  1 was  going  to  mount 
to  the  top  of  the  room.  I had  a metallic  tallc 
left  in  my  mouth,  which  foon  went  off. 

Before  I breathed  the  air,  I felt  a good  'deal 
fatigued  from  a very  long  ride  I had  had  the 
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day  before,  but  after  breathing,  I loft  all  fenfe 
of  fatigue. 


IX.  Detail  of  Mr.  George  Burnet. 


I had  never  heard  of  the  effecfts  of  the  nitrous 
oxide,  when  I breathed  fix  quarts  of  it.  1 felt 
a delicious  tremor  of  nerve,  which  was  rapidly 
propagated  over  the  whole  nervous  fyftem.  As 
the  a6lion  of  inhaling  proceeds^  an  irrefiflible 
appetite  to  repeat  it  is  excited.  There  is  now  a 
general  fwell  of  fenfations,  vivid,  ftrong,  and 
inconceivably  pleafurable.  They  flill  become 
more  vigorous  and  glowing  till  they  are  com- 
.municated  to  the  brain,  when  an  ardent  flufli 
overfpreads  the  face.  At  this  moment  the  tube 
inferted  in  the  air-bag  was  taken  from  my 
mouth,  or  I muft  have  fainted  in  extacy. 

The  operation  being  over,  the  ftrength  and 
turbulence  of  my  fenfations  fubfided.  To  this 
fucceeded  a ftate  of  feeling  uncommonly  ferene 
and  tranquil.  Every  nerve  being  gently  agita- 
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ted  with  a lively  enjoyment.  It  was  natural  to 
expe(5l  that  the  effed  of  this  experiment,  would 
eventually  prove  debilitating.  So  far  from  this 
I continued  in  a date  of  high  excitement  the 
remainder  of  the  day  after  two  o’clock,  the 
time  of  the  experiment,  and  experienced  a flow 
of  fpirits  not  merely  chearful,  but  unufually 
joyous. 

George  Burnet. 


X.  Detail  0/  Mr.  T.  Pople. 

A difagreeabfe  fenfation  as  if  breaking  out 
into  a profufe  perfpiration,  tenfion  of  the  tym- 
panum, cheeks  and  forehead ; almoft  total 
lofs  of  mufcular  power ; afterwards  increafed 
powers  both  of  body  and  mind,  very  vivid  fenta- 
lions  and  highly  pleafurablc.  Thofe  pleafant 
feelings  were  not  new,  they  were  felt,  but  in  a 
lefs  degree,  on  afeending  foinc  high  mountains 
in  Glamorgan  fhirc. 

On  taking  it  the  fecond  time,  there  was  a 
dilagreeable  feeling  about  the  face.  In  a few 
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feconds,  the  feelings  became  pleafurable  ; all 
the  faculties  abforbed  by  the  fine  pleating  feel- 
ings of  exiftence  without  confcioufnefs ; an 
involuntary  buril  of  laughter. 

Thomas  Pople. 


XI.  Detail  of  Mr.  Hammick. 

Having  never  heard  any  thing  of  the  mode 
of  operation  of  nitrous  oxide,  I breathed  gas  in 
a filk  bag  for  fome  time,  and  found  no  effedts, 
but  oppreffion  of  refpiration.  Afterwards  Mr. 
Davy  told  me  that  I had  been  breathing  atmof- 
pheric  air. 

In  a fecond  experiment  made  without  know- 
ing what  gas  was  in  the  bag,  I had  not  breathed 
half  a minute,  when  from  the  extreme  pleafure 
I felt,  I unconcioufly  removed  the  bag  from 
my  mouth  ; but  when  Mr.  Davy  offered  to  take 
it  from  me,  I refufed  to  let  him  have  it,  and 
faid  .eagerly,  “ let  me  breathe  it  again,  it  is 
highly  pleafant ! it  is  the  drongeft  ftimulant  I 
ever  felt !”  I was  cold  when  I began  to  refpire, 
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but  had  immediately  a pleafant  glow  extending 
to  my  toes  and  fingers.  I experienced  from  the 
air  a pleafant  tafte  which  I can  only  call  fweetly 
aftringent ; it  continued  for  Ibmc  time  : the 
fenfe  of  exhilaration  was  lafiing.  This  air  Mr. 
Davy  told  me  was  nitrous  oxide. 

In  another  experiment,  when  I breathed  a 
fmall  dofe  of  nitrous  oxide,  the  efFebls  were 
flight,  and  fometime  afterwards  I felt  an  unufual 
yawning  and  languor. 

The  laft  time  that  I breathed  the  gas,  the 
feelings  were  the  mofi:  pleafurable  I ever  expe- 
rienced ; my  head  appeared  light,  there  was  a 
great  warmth  in  the  back  and  a general  unufual 
glow  ; the  tafle  was  diftinguifhable  for  fome 
time  as  in  the  former  experiment.  My  ideas 
were  more  vivid,  and  followed  the  natural 
order  of  afTociation.  I could  not  rel'rain  from 
mufcular  adfion. 


Stephen  IIammick,  Junr. 


Sept.  15  th. 
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XII.  Detail  of  Dr.  Blake. 

Dr.  Blake  inhaled  about  fix  quarts  of  the 
air,  was  aflfe6Ied  during  the  procefs  of  refplring 
it  with  a flight  degree  of  vertigo,  which  was 
almoft  immediately  fuccceded  by  a thrilling 
fenfation  extending  even  to  the  extremities, 
accompanied  by  a moft  happy  flate  of  mind  and 
highly  pleafurable  ideas.  He  felt  a great  propen- 
fity  to  laugh,  and  his  behaviour  in  fome  mea- 
fure  appeared  ludicrous  to  thofe  around  him. 
Mufcular  power  feemed  agreeably  increafed, 
the  pulfe  acquired  ftrength  and  firmnefs,  but 
its  frequency  was  fomewhat  diminifhed.  He 
perceived  rather  an  unpleafant  tafte  in  the 
mouth  and  about  the  fauces  for  fome  hours 
afterwards,  but  in  every  other  refpedi,  his  feel- 

f 

ings  were  comfortable  during  the  remainder  of 
the  day. 

December,  30th, 

To  Mr.  Davy. 
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XIII.  Detail  of  Mr.  Wansey. 

I breathed  the  gas  out  of  a filk  bag,  believing 
it  to  be  nitrous  oxide,  and  was  much  furprifed 
to  find  that  it  produced  no  fenfations.  After 
the  experiment,  Mr.  Davy  told  me  it  was  com- 
mon air. 

I then  breathed  a mixture  of  common  air 
and  nitrous  oxide.  I felt  a kind  of  intoxica- 
tion in  the  middle  of  the  experiment,  and 
Hopping  to  exprefs  this,  deftroyed  any  farther 
efFcdts. 

I now  breathed  pure  nitrous  oxide  ; the  efiedl 
was  gradual,  and  I at  firfi;  experienced  fulnefs 
in  the  head,  and  afterwards  fenfations  fo  de- 
lightful, that  I can  compare  them  to  no  others, 
except  thofe  which  I felt  (being  a lover  of  mufic) 
about  five  years  fince  in  Weflminfter  Abbey, 
in  fome  of  the  grand  choruffes  in  the  Mcffiah, 
from  the  united  powers  of  700  inftruments  of 
mufic.  I continued  exhilarated  throughout  the 
day,  flept  at  night  remarkably  found,  and  ex- 
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perienced  when  I awoke  in  the  inorning,  a 
recurrence  of  pleafing  fcnfation. 

In  another  experiment,  the  effedl  was  fiill 
greater,  the  pulfe  was  rendered  fuller  and 
quicker,  I felt  a fenfe  of  throbbing  in  the  head 
with  highly  pleafurable  thrillings  all  over  the 
frame.  The  new  feelings  were  at  laft  fo  power- 
ful as  to  abforb  all  perception.  I diftinguiOied 
during  and  after  the  experiment,  a tatle  on  the 
tongue,  like  that  produced  by  the  contact  of 
zinc  and  (ilver. 

Henry  Wansey. 


XIV.  Detail  of  Mr.  Rickman. 

On  inhaling  about  fix  quarts,  the  firft  altered 
feeling  was  a tingling  in  the  elbows  not  unlike 
the  effedl  of  a flight ‘eledtric  fliock.  Soon  after- 
wards, an  involuntary  and  provoking  dizzinefs 
as  in  drunkennefs.  Towards  the  clofe  of  the 
inhalation,  this  fymptom  decreafed  ; though  the 
nofe  was  flill  involuntary  held  faft  after  the  air- 
bag was  removed.  The  dofe  was  probably  an 


* 
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undercharge,  as  no  extraordinary  fenfation  was 

% 

felt  more  than  half  a minute  after  the  inhalation. 

J.  Rickman. 


XV.  Detail  of  Mr.  Lovell  Edgworth. 

My  firft  fenfation  was  an  univerfal  and  con- 
(iderable  tremor.  I then  perceived  fome  giddi- 
nefs  in  my  head,  and  a violent  dizzinefs  in  my 
fight ; thofe  fenfations  by  degrees  fublided,  and 
I felt  a great  propenfity  to  bite  through  the 
wooden  mouth-piece,  or  the  tube  of  the  bag 
through  which  I infpired  the  air.  After  I had 
breathed  all  the  air  that  was  in  the  bag,  I 
eagerly  wifhed  for  more.  I then  felt  a drong 
propenfity  to  laugh,  and  did  burft  into  a violent 
fit  of  laughter,  and  capered  about  the  room 
without  having  the  power  of  reftraining  myfclf. 
By  degrees  thefe  feelings  fubfided,  except  the 
tremor  which  lafled  for  an  hour  after  I had 
breathed  the  air,  and  I felt  a weaknefs  in  my 
knees.  The  principal  feeling  through  the  whole 
of  the  time,  or  what  I fliould  call  the  charadfer- 
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jftical  part  of  the  effc6f , was  a total  difliculty  of 
reftraining  my  feelings,  both  corporeal  and 

I 

mental,  or  in  other  words,  not  having  any 
command  of  one’self. 

/ 

XVI.  Detail  of  Mr.  G.  Bedford* 

I inhaled  6 quarts.  Experienced  a fenfation 
of  fulnefs  in  the  extremities  and  in  the  face, 
with  a defire  and  power  of  expanfion  of  the 
lungs  very  pleafurable.  Feelings  fimilar  to 
intoxication  were  produced,  without  being  dif- 
agreeable.  When  the  bag  was  taken  away,  an 
involuntary  though  agreeable  laughter  took 
place,  and  the  extremities  were  w'arm. 

In  about  a quarter  of  an  hour  after  the  above 
experiment,  I inhaled  8 quarts.  The  warmth 
and  fulnefs  of  the  face  and  extremities  were 
fooner  produced  during  the  infpiration.  The 
candle  and  the  perfons  about  me,  atTumed  the 
fame  appearances  as  took  place  during  the  efFedl 
produced  by  wine,  and  I could  perceive  no 
\ 


( 529  ) 


determinate  outline.  The  defire  and  power  to 
expand  the  lungs  was  increafcd  beyond  that  in 
the  former  experiment,  and  the  whole  body  and 
limbs  feemed  dilated  without  the  fenfe  of  tenfion, 
it  was  as  if  the  bulk  was  increafed  without  any 
addition  to  the  fpecific  gravity  of  the  body, 
which  was  highly  pleafant.  The  provocation 
to  laughter  was  not  fo  great  as  in  the  former 
experiment,  and  when  the  bag  was  removed, 
the  warmth  almoft  fuddenly  gave  place  to  a 
coldnefs  of  the  extremities,  particularly  of  the 
hands  which  were  the  firfi;  to  become  warm 

during  the  infpiration.  • A flight  fenfation  of 

« 

fulnefs  not  amounting  to  pain  in  the  head,  has 
continued  for  fome  minutes.  After  the  firfi; 
experiment,  a fenfation  in  the  wrifts  and  elbows 
took  place,  fimilar  to  that  produced  by  the 
eledlric  fhoek. 

G.  C.  Bedford, 

March  30ib,  1800. 


% 
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XVII.  Detail  of  Miss  Ryland. 

After  having  breathed  five  quarts  of  gas,  I 
experienced  for  a fhort  time  a quicknefs  and 
difficulty  of  breathing,  which  was  fucceeded  by 
extreme  languor,  refembling  fainting,  without 
the  very  unpleafant  fenfation  with  which  it  is 
ufually  attended.  Jt  entirely  deprived  me  of 
the  power  of  fpeaking,  but  not  of  recolledion, 
for  I heard  every  thing  that  was  faid  in  the  room 
during  the  time ; and  Mr.  Davy’s  remark  that 
my  pulfe  was  very  quick  and  full.”  When  the 
languor  began  to  fubfide,  it  was  fucceeded  by 
reftlcfsnefs,  accompanied  by  involuntary  muf- 
cular  motions.  I was  w^armer  than  ufual,  and 
very  fleepy  for  feveral  hours, 

XVIII.  Letter  from  Mr.  M.  M.  Coates. 

I will,  as  you  requeft,  endeavour  to  deferibe 
to  you  the  effed  produced  on  me  laft  Sunday 
fe’nnight  by  the  nitrous  oxide,  and  will  at  the 
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^ame  time  tell  you  what  was  the  previous  ftata 
of  my  mind  on  the  fubjedl. 

When  I lat  down  to  breathe  the  gas,  I believed> 
that  it  owed;  much  of  its  effed  to  the  predifpo- 
ling  agency  of  the  imagination,,  and  had  no 
expectation  of  its  fenfible  influence  on  myfelf. 
Having  ignorantly  breathed  a bag  of  common 
air  without  any  effed,  my  doubts  then  arofe 
to  pofitive  unbelief. 

After  a few  infpirations  of  the  nitrous  oxide, 

I felt  a fulnefs  in  my  head,  which  increafed 
with  each  inhalation,  until,  experiencing  fymp- 
toms  which  I thought  indicated  approaching 
fainting,  I ceafed  to  breathe  it,  and  was  then 
confirmed  in  my  belief  of  its  inability  to  pro- 
duce in  me  any  pleafurable  fenfation. 

But  after  a few  feconds,  I felt  an  immoderate 
flow  of  fpirits,  and  an  irrcfiflible  propenfity  to 
violent  laughter  and  dancing,  which,  being  fully 
confeious  of  the  violence  of  my  feelings,  and  of 
their  irrational  exhibition,  I made  great  but 
inefFedual  efforts  to  reflrain  ; this  was  my  ftate 
for  fevcral  minutes.  During  the  reft  of  the  day. 


I 
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I experienced  a degree  of  hilarity  altogether 
new  to  me.  For  fix  or  leven  days  afterwards, 
I Teemed  to  feel  moft  exquifitely  at  every  nerve, 
and  was  much  indifpofed  to  my  fedentary  pur- 
fuits;  this  acute  fenfibility  has  been  gradually 
diminifhing  ; but  I Hill  feel  fomewhat  of  the 
efFedls  of  this  novel  agent. 

Your’s  truly, 

To  Mr.  Davy.  M.  M.  Coates. 

yune  Wthi  1800. 


DIVISION  III. 


ABSTRACTS  from  ADDITIONAL  DETAILS. 

OBSERVATIONS  on  the  EFFECTS  of  NITROUS 
OX  IDE  y by  Dr.  BEDDOES.— CONCLUSION. 


I.  AbstraSts  from  additional  Details. 

The  trials  related  in  the  following  abftradls, 
have  been  chiefly  made  finee  the  publication 
of  Dr.  Beddoes’s  Notice.  Many  of  the  indivi- 
duals breathed  the  gas  from  pure  curiofity. 
Others  with  a difbelief  of  its  powers. 

Mr.  Wynne,  M.  P.  breathed  five  quarts  of 
diluted  nitrous  oxide,  without  any  fenfation. 
Six  quarts  produced  fulnefs  in  the  chcfl, 
heat  in  the  hands  and  feet,  and  fenfe  of  tenfion 
in  the  fingers,  flight  but  pleafant  fenfations. 
Seven  quarts  produced  no  new.  or  different 
effe(5fs. 
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Mr.  Mackintosh  feveral  times  breathed 
nitrous  oxide.  He  had  fenfe  of  fulnefs  in  the 
head,  thrillings,  tingling  in  the  fingers,  and 
generally  pleafurable  feelings. 

Mr.  John  Cave,  Junr.  from  breathing  four 
quarts  of  nitrous  oxide,  felt  fenfations  as  from 

liiperior  wine,  and  general  pleafant  feelings. 

Mr.  Michael  Castle,  from  five  quarts, 
experienced  fenfations  of  heat  and  thrilling, 
general  fpirits  heightened  confiderably  as  from 
wine ; afterwards,  flight  pain  in  the  back  of  the 
head. 

Mr.  H.  Cardwell,  from  five  quarts,  had 
feelings  fo  pleafurable  as  almoft  to  deftroy 
confeioufnefs ; almoft  convulfed  with  laugh- 
ter ; for  a long  time  could  not  think  of  the 
feeling  without  laughing ; fenfation  of  light- 
nefs  for  fome  time  after. 

Mr.  Jarman,  from  five  quarts,  great  plea- 
fure,  laughter,  certainly  better  fpirits,  glow  in 
the  cheeks  which  continued  long. 
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The  gentleman  who  furnithed  the  preceding 
detail,  had  heard  of  the  efFe6ls  of  nitrous  oxide, 
and  was  prepared  to  experience  new  fenfations: 

I therefore  gave  him  a bag  of  common  air 
which  he  refpired,  believing  it  to  be  nitrous 
oxide ; and  was  much  furprifed’  that  no  efFedls 
were  produced.  He  then  breathed  five  quarts 
of  nitrous  oxide,  and' after  the  experiment,  gave 
this  account  of  his  fenfations. 

Rev.  W.  A.  Cane,  after  inhaling  the  gas, 
felt  the  moft  delicious  fenfations  accompanied 
by  a thrill  through  every  part  of  his  body.  He 
did  not  think  it  pofiible  fo  charming  an  efFea 
could  have  been  produced.  He  had  heard  of 
the  gas  ; but  the  refult  of  the  experiment  far 
exceeded  his  expe6lations. 

May  Qth,  1 800. 

Mr.  Joseph  Priestley  from  breathing 
nitrous  oxide,  generally  had  unpleafant  fulnefs 
of  the  head  and  throbbing  of  t]?e  arteries,  which 
prevented  him  from  continuing  the  refpiration. 
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Dr.  Beddoes  mentioned  in  his  Notice,  that 
Mr.  JosiAH  Wedgwood  and  Mr.  Thomas 
Wedgwood,  experienced  rather  unpleafant 
feelings  from  the  gas.  Mr.  Josiah  Wedg- 
wood has  fince  repeated  the  trial,  the  effedls 
were  powerful,  but  not  in  the  tlightell  degree 
pleafant. 

Mr.  R.  Boulton  and  Mr.  G.  Watt  have 
been  much  lefs  affedled  than  any  individuals. 

Many  other  perfons  have  refpired  the  gas, 

I 

but  as  their  accounts  contain  nothing  unnoticed 
in  the  details,  it  is  ufelefs  to  particularife  them. 

The  cafes  of  all  the  males  who  have  been  un- 
pleafantly  affedled  fince  we  have  learnt  to  prepare 
the  gas  with  accuracy,  are  related  in  this  Sedlion 
and  in  the  laft  Divifion.  Thofe  who  have  been 
pleafurably  affedled  after  a fair  trial  and  whofe 
cafes  are  not  noticed,  generally  experienced 
fulnefs  in  the  head,  heat  in  the  chefi:,  pleafura- 
ble  thrillings,  and  confequcnt  exhilaration. 

To  perfons  who  have  been  unaccufiomed  to 
breathethrough  a tubc,we  have  ufually  given  com- 
mon air  till  they  have  learnt  to  refpire  with  accu- 


> 
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racy:  and  in  cafes  where  the  forinofthemouthhas 
prevented  the  lips  from  being  accurately  clofed 
on  the  breathing  tube,  by  the  advice  of  Mr. 

* 

Watt,  we  have  ufed  a tin  plate  conical  mouth- 
piece fixed  to  the  cheeks,  and  accurately  adapted 
to  the  lips  ; by  means  of  which  precautions,  all 
our  later  trials  have  been  perfe(^ly  conclufive. 

II.  0/'  the  effects  of  Nitrous  Oxide  upon  perfons 
inclined  to  hyjierical  and  nervous  affeBions. 

• ^ < 

The  cafe  of  Mifs N.  and  other  cafes, 

detailed  by  Dr.  Beddoes  in  his  Notice,  fcemed 
to  prove  that  the  adlion  of  nitrous  oxide  was  ^ 
capable  of  producing  hyfterical  and  nervous 
affe6lions  in  delicate  and  irritable  confti- 
tutions. 

On  this  fubjedl,  we  have  lately  acquired 
additional  fads. 

Mifs  E.  a young  lady  who  had  been  fubjed 
to  hyfteric  fits,  breathed  three  quarts  of  nitrous 
pxide  mingled  with  much  common  air,  and 
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felt  no  eftedls  but  a flight  tendency  to  fainting. 
She  then  breathed  four  quarts  of  pure  nitrous 
oxide  : her  firfl;  infpirations  were  deep,  her 
lafl;  very  feeble.  At  the  end  fhe  dropt  the  bag 
from  her  lips,  and  continued  for  fome  moments 
motionlefs.  Her  pulfe  which  at  the  beginning 
of  the  experiment  was  ftrong,  appeared  to  me 
to  be  at  this  time,  quicker  and  weaker.  She 
foon  began  to  move  her  hands  and  talked  for 
fome  minutes  incoherently,  as  if  ignorant  of 
what  had  pafled.  In  lefs  than  a quarter  of  an 
hour,  (he  bad  recovered,  but  could  give  no 
account  of  her  fenfations.  A certain  degree  of 
languor  continued  through  the  day. 

A young  lady  who  never  had  hyfterical 
attacks,  wifhed  to  breathe  the  gas.  I informed 
her  of  the  difagreeable  effects  it  had  fome- 
times  produced,  and  advifed  her  if  flie  had 
the  flighteft  tendency  to  nervous  affection, 
not  to  make  the  trial.  She  perfifted  in  her 
refolution. 

To  afcertain  the  influence  of  imagination, 
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I firft  gave  her  a bag  of  common  air,  whicb 
fhe  declared  produced  no  efFe6l.  I then  or- 
dered for  her  a quart  of  nitrous  oxide  mingled 
with  two  quarts  of  common  air  ; but  from  the 
miftake  of  the  perfon  who  prepared  it,  three 
quarts  of  nitrous  oxide  were  adminiftered  with 
one  of  common  air.  She  breathed  this  for  near 
a minute,  and  after  the  experiment,  dcfcribed 
her  fenfations  as  unpleafant,  and  faid  fhe  felt 
at  the  moment  as  if  the  was  dying.  The  un- 
pleafant feelings  quickly  went  off,  and  a few 
minutes  after,  fhe  had  apparently  recovered 
her  former  flate  of  mind.  In  the  courfe  of  the 
day,  however,  a violent  head-ache  came  on, 
and  in  the  evening  after  fhe  had  taken  a medi- 
cine, which  operated  violently,  hjflerical  affec- 
tions w'ere  produced,  followed  by  great  debility. 
They  occafionally  returned  for  many  days,  and 
fhe  continued  w'eak  and  debilitated  for  a great 
length  of  time. 

Mrs.  S.  a delicate  lady,  liable  to  nervous 
affeiSUons  who  had  heard  of  the  cafes  juft  de- 
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tailed,  chofe  to  breathe  the  gas.  By  three 
quarts  the  was  thrown  into  a trance,  which 
lafted  for  three  or  four  minutes.  On  recover- 
ing, the  could  give  no  account  of  her  feelings, 
and  had  fome  languor  for  half  an  hour  after- 
wards, 

Thefe  phaenomena  have  rendered  us  cautious 
in  adminiftering  the  gas  to  delicate  females. 
In  a few  inftances  however,  it  has  been  taken 
by  perfons  of  this  clafs,  and  even  by  thofe  in- 
clined to  hyfterical  and  nervous  complaints 
with  pleafurable  etfedls. 

Mifs  L.  a young  lady  who  had  formerly  had 
hyfterical  fits,  breathed  a quart  of  nitrous  oxide 
with  three  quarts  of  common  air  without  eftedls. 
Two  quarts  of  nitrous  oxide  with  one  of  com- 
mon air  produced  a flight  giddinefs ; four  quarts 
of  nitrous  oxide  produced  a fit  of  immoderate 
laughter,  which  was  fucceeded  by  flight 
'exhilaration,  her  fpirits  were  good  through- . 
out  the  day,  and  no  depreflion  followed. 


✓ 
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• Mlfs  B.  Y and  Mifs  S.  Y both 

delicate  but  healthy  young  ladies,  were  affedled 
very  pleafantly  ; each  by  three  quarts  of  nitrous 
oxide,  the  firlt  time  of  refpiring  it.  Mifs  B 

Y continued  exhilarated  and  in  high  fpi- 

rits  for  fome  hours  after  the  dofe.  Mifs  S.  Y — 
had  a flight  head-ache^  which  did  .not  go  oft* 
for  fome  hours. 

Mrs.  F.  inclined  to  be  hyfterical,  breathed 
tour  quarts  of  nitrous  oxide  mingled  with  com- 
mon air.  She  was  giddy  and  deferibed  her 
feelings  as  odd  ; but  had  not  the  flighteli  lan- 
guor after  the  experiment. 

I 

III.  Ohfervalions  on  the  effe^s  of  Nitrous 
Oxide,  by  Dr..  Bed  does. 

Neither  my  notes  nor  my  recollection  fupply 
much  in  addition  to  what  I formerly  ftated  in 
the  Notice  of  Obfervatiom  .at  the  Pneumatic 
Injiitution.  Longman.  The  gas  maintains  its 
firil  character  as  well  in  its  effeCts  on  me,  as  in 


f 
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the  bene^t  it  confers  on  fomc  of  the  paralytic, 
and  the  injury  it  does  or  threatens  to  the  hytle- 
rical  and  the  exquititely  fenfible.  I find  that 
five  or  fix  quarts  operate  as  powerfully  as  ever. 
I feem  to  make  a given  quantity  go  farther  by 
holding  my  breath  fo  that  the  gas  may  be  ab- 
forbed  in  a great  degree  without  returning  into 
the  bag,  and  therefore,  be  as  little  heated  be- 
fore infpiration  as  potlible. — This  may  be  fancy. 

After  innumerable  trials,  I have  never  once 
felt  laffitude  or  deprefiion*  Moft  commonly 


* Of  the  fa6ts  on  which  Brown  founded  his  law  of  in* 
diredt  debility,  no  prudent  man-  will  lofe  fight  either  in 
pra61ifing  or  ftudying  medicine.  They  are  incontroverti- 
ble.— And  our  new  fa6ls  may  doubtlefe  be  conciliated  to 
the  Brunonian  doftrine. 

But  to  fuppofe  that  the  expenditure  of  a quality  ora  fub- 
iiance  or  a fpirit,  and  its  renewal  or  accumulation  are  the 
general  principles  of  animal  pbaenomena,  teems  tome  a griev- 
ous and  baneful  error.  I believe  it  often  happens  that  excite- 
ment and  excitability  increafe,  and  that  they  oftener  decreafd 
together  j — In  fliort,  without  generalizing  in  a manner,  of 
which  Brown  and  fimilar  tlieorills  had  no  conception,  our 
notions  of  the  living  world  will  in  my  opinion,  continue 
to  be  as  confufed  as  the  elements  are  faid  to  have  been  in 
chaos.  On  fomc  future  occafion,  I may  prefmne  to  point. 
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I am  fenfible  of  a grateful  glow  circum  pr^cor- 
dia.  This  has  continued  for  hours. — In  two  or 
three  inftances  only  has  exhalation  failed  to  be 
followed  by  pleafurable  feeling,  it  has  never  been 
followed  by  the  contrary.  On  a few  occafions 
before  the  gas  was  exhautled,  I have  found  it 
impollible  to  continue  breathing. 

The  pulfc  at  firfl.  becomes  fuller  and  Wronger. 
Whenever,  after  expofure  to  a cold  wind,  the 
warmth  of  the  room  has  created  a glow  in  the 
cheeks,  the  gas  has  increafed  this  to  ftrong 
flufhing — which  common  air  breathed  in  the 
fame  way,  faile-d  to  do. 

Several  times  I have  found  that  a cut  which 
had  ceafed  to  be  painful  has  fmarted  afrefh,  and 
on  taking  two  dofes  in  fucceffion,  the  fmarting 
ceafed  in  the  interval  and  returned  during  the 
fecond  refpiration.  I had  no  previous  cxpeiSla- 
tion  of  the  firft  fmarting. 

\ 

out  the  region  through  which  I imagine  the  path  to  wind, 
that  will  lead  the  obfervers  of  fome  diftant  generation  to  a 
point,  whence  they  may  enjoy  a view  of  the  fubtle,  bufy 
and  intricate  movements  of  the  organic  creation  as  clear  as 
Newton  obtained  of  the  movements  of  the  heavenly  mafles. 


( 544  ) 


The  only  time  I was  near  rendering  myfelf 
infenfible  to  prefent  obje(51s  by  very  carefully 
breathing  feveral  dofes  in  quick  fucceffion,  I 
forcibly  exclaimed,  tones  ! — In  fa6I,  betides 
a general  thrilling,  there  feemed  to  be  quick 
and  ftrong  alterations  in  the  degree  of  illumi- 
nation of  all  furrounding  obje6is  ; and  I felt  as 
if  compofed  of  finely  vibrating  firings.  On  this 
occafion,  the  fkin  feemed  in  a fiate  of  con- 
firidlion  and  the  lips  glued  to  the  mouth-piece, 
and  the  mucous  membrane  of  the  lungs  con- 
•tradled,  but  not  painfully.  However,  no  con- 
ftridlion  or  corrugation  of  the  tkin  could  be 
feen.  I am  confcious  of  having  made  a great 
number  of  oblervations  while  breathing,  which  I 
could  never  recover. 

Immediately  afterwards  I have  often  caught 
myfelf  walking  with  a hurried  fiep  and  buty  in 
foliloquy.  The  condition  of  general  fenfation 
being  as  while  hearing  chearful  mufic,  or  after 
good  news,  or  a moderate  quantity  of  wine. 

Mr.  John  Cave,  Junr.  and  his  three  friends, 
as  well  as  others,  compared  the  etfeds  to  Cham- 
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pagne.  Moft  perfons  have  had  the  idea  of  the 
ctiecd:  of  fermented  liquors  excited  by  the  gas. 
It  were  to  be  wifhed  that  we  had,  for  a dandard 
of  comparifon,  obfervatlons  on  the  effe6t  of 
thefe  liquors  as  divertified  and  as  accurate  as 
we  have  obtained  concerning  the  gas  ; nor  .would 
more  uniformity  in  the  action  of  thefe  fub- 
llances  be  obferved  if  the  enquiry  were 
dri6tly  ‘purfued.  Opium  and  fpirits  feem,  in 
particular  dates  to  licken  and  diftrefs  in  the 
drd  indance;  how  diderently  does  wine 
at  an  early  hour  and  fading  a6t  upon  thofe 
w ho  are  accudomed  to  take  it  only  after  dinner  ! 

I thought  it  might  be  an  amudng  fpedlacle 
to  fee  the  different  tints  of  blood  dowing  from 
a wound  by  a leech  in  confcquence  of  breathing 
did’erent  airs.  The  purple  from  the  nitrous 
oxide  was  very  evident.  Oxygene,  we  thought, 
occadoned  a quicker  dow  and  brighter  color  in 
the  blood.  In  another  experiment,  an  indamed 
area  round  the  punedure  from  a leech  applied  the 
day  before,  was  judged  by  feveral  fpeedators  to 
become  much  more  crimfon  on  the  refpiratiun  of 

JL  1 
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about  20  quarts  of  oxygene  gas,  which  potlibly 
a6ts  more  powerfully  on  inflamed  parts.*  Thcfe 
and  many  fimilar  experiments,  require  to  be  re- 
peated on  the  blood  of  fingle  arteries  opened  in 

warm  and  cold  animals. 

% 

It  has  appeared  to  me  that  I could  hold  my 
breath  uncommonly  long  when  ref|)iring  oxy- 
gene gas  mixed  with  nitrous  oxide.  While 

i 

- trying  this  to-day,  (17th  June),  I thought  the 
fenfe  of  frnell  riiuch  more  acute  after  the  ni- 
trous oxide  than  before  I began  to  refpire  at 
all  ; and  then  I felt  confeious  that  this  incrcafed 
acutenefs  had  before  repeatedly  occurred — a 

* After  writing  this,  I was  prefent  when  an  invalid,  in 
whole  foot  the  gont,  after  much  wandering,  had  at  la  ft  fixed, 
breathed  12  quarts  of  oxygene  gas.  While  breathing,  he 
eagerly  pointed  to  the  inflamed  leg;  and  afterwards  faid  he 
had  felt  in  it  a new  fenfation,  fomewhat  like  tcnlion. — I 
never  had  feen  oxygene  refpired  where  there  was  fo  much 
local  inflammation. 

June  18.  After  four  quarts  of  oxygene  with  6 of  nitrous 
oxide  and  then  6 of  nitrous  oxide  alone,  violent  itching  of 
the  wounds  made  by  the  leech  ; and  rednefs  and  tumour. — 
Both  had  healed,  and  I did  not  expc6t  to  feel  any  thing 
more  from  them. — 1 tried  this  again  with  two  doles  of  ni- 
trous oxide — The  yellow  halo  round  one  wound  changed 
to  crimfon,  and  there  was  fo  much  flinging  and  fwelling 
that  I feared  fuppuration.— Abforption  here  was  rapid. 
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very  capable,  I apprehend,  of  a pneumato* 
logical  interpretation. 

Time  by  my  feelings  has  always  appeared 
longer  than  by  a watch. 

I thought  of  trying  to  obferve  whether  while 
I alternately  breathed  ipiantitics  of  nitrons  oxide 
and  oxygene  gas  and  common  air,  I could  ob- 
ferve  any  dilTcrence  in  the  operation  of  a blider 
beginning  to  bite  the  Ikin.  It  would  be  of 
confequence  to  afeertain  thecffcelof  regulating 
by  compreffion  the  flow  of  blood,  while  ftimu- 
lants  of  various  kinds  ;and  heated  bodies  among 
the  red)  were  applied  to  or  near  the  extremi- 
ties— becaufe  in  eridpelas  and  various  inflam- 
matory affe^lions,  a ready  and  pleafiint  cure 
might  be  effedled  by  partial  cornprefUon  of  the 
arteries  going  to  the  difeafed  part  ; and  a great 
improvement  in  practice  thus  obtained. 

But  I fhould  run  into  an  endlcfs  digrefiion, 
were  I to  enumerate  pollible  phyfiological  ex- 
periments with  artificial  airs.  Or  to  fpeculate  on 
the  mechanical  improvement  of  medicine,  which 
at  prefent  as  far  as  mechanical  means  of  afFc6\- 
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ingthe  living  fyftem  are  concerned,  is  with  us 
in  a ftate  that  would  alinod  difgrace  a nation  of 
favages. 

t 

IV.  Conclusion. 

From  the  fa61s  detailed  in  the  preceding 
pages,  it  appears  that  the  immediate  effedls  of 
nitrous  oxide  upon  the  living  fyfiem,  are  analo- 
gous to  thofe  of  difFutible  ftimuli.  Both  in- 
creafe  the  force  of  circulation,  produce  plea- 
furable  feeling,  alter  the  condition  of  the  organs 
of  fenfation,  and  in  their  moft  extenfive  adion 
deftroy  life. 

In  the  mode  of  operation  of  nitrous  oxide 
and  difFutible  flimuli,  confiderable  differences 
however,  exifl. 

DifFutible  flimuli  a<5l  immediately  on  the 
mufcular  and  nervous  fibre.  Nitrons'  oxide 
operates  upon  them  only  by  producing  peculiar 
changes  in  the'  compofition  of  the  blood. 

Diftufible  flimuli  afFe<5l  that  part  of  the  fyfiem 
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moft  powerfully  to  which  they  are  applied,  and 
a<5t  on  the  whole  only  by  means  of  its  fympathy 
with  that  part.  Nitrous  oxide  in  combination 
with  the  blood,  is  univerfal  in  its  application 
and  action. 

We  know  very  little  of  the  nature  of  excite- 
ment ; as  however,  life  depends  immediately  on 
certain  changes  eft'e(fted  in  the  blood  in  refpi- 
ration,  and  ultimately  on  the  fupply  ot  certain 
nutritive  matter  by  the  lymphatics ; it  is  rea- 
fonable  to  conclude,  that  during  the  action  ot 
Simulating  fubflances,  from  the  increafed  force 
of  circulation,  not  only  more  oxygenc  and 
perhaps  nitrogcne  muft  be  combined  with  the 
blood  in  refpiration,*  but  like  wife  more  fluid 
nutritive  matter  fupplied  to  it  in  circulation. 


* See43r.  Beddoes’s  Covfukrations,  part  1,  page  20.  His 
obfervations  in  the  note  in  the  laft  fedion,  will  likewife 
apply  here. — 1«  not  healthy  living  adion  dependant  upon 
a certain  equilibrium  between  the  principles  lupplied  to  the 
blood  by  the  pulmonary  veins  from  refpiration  and  by  the 
lymphatics  from  abforption  r Does  not  feniibility  more 
immediately  depend  upon  refpiration  ? Deprive  an  animal 
under  flimulation,  of  air,  and  it  inftantly  dies ; probably 
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By  this  oxygcnc  and  nutritive  inattor  excita- 
bility may  be  kept  up  : and  exhaiiflion  confe- 
quent  to  excitement  only  produced,  in  confe- 
quence  of  a deficiency  of  fomc  of  the  nutritive 
principles,  which  arc  fupplied  by  ahforption. 

When  nitrous  oxide  is  breathed,  nitrogene 
(a  principle  under  common  circumflancescliiefly 
carried  into  the  blood  by  the  abforbents  in  fluid 
compounds)  is  fupplied  in  refpiration  ; a greater 
quantity  of  oxygene  is  combined  with  the  blood 
than  in  common  refpiration,  whilfl  lefs  carbonic 
acid  and  probably  lefs  water  are  evolved. 

Hence  a fmaller  quantity  of  nutritive  matter 
is  probably  required  from  the  abforbents  during 
the  excitement  from  nitrous  oxide,  than  during 
the  operation  of  ftimulants  ; and  in  confequence, 
exhauftion  roin  the  expenditure  of  nutritive 
matter  more  feldom  occafioned. 


if  ablbrption  could  be  prevented,  it  would  likewife  fpeedily 
die.  It  would  be  curious  to  try  whether  intoxication  from 
fermented  liquors  cannot  be  prevented  by  breathing 
during  their  operation,  an  atmofphere  deprived  of  part  of 
its  oxygene. 
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Since  Refearch  III.  has  been  printed,  I have 
endeavoured  to  afcertain  the  quantities  of  nitro- 
gene  produced  when  nitrous  oxide  is  refpired 
for  a conliderable  time.  In  one  experiment, 
when  I breathed  about  four  quarts  of  gas  in  a 
glafs  bell  over  impregnated  water  for  near  a 
minute,  it  was diminifhed  to  about  two  quarts; 
and  the  refiduum  extinguiflied  flame. 

Now  the  experiments  in  Refearch  II.  prove 
that  when  nitrous  oxide  is  decompofcd  by  com- 
buflible  bodies,  the  quantity  of  nitrogene 
evolved  is  rather  greater  in  volume  than  the 
pre-exifting  nitrous  oxide.  Hence  much  of 
the  nitrogene  taken  into  the  fyflem  during  the 
refpiration  of  nitrous  oxide,  mufl  be  cither 
carried  into  new  combinations,  or  given  out 
by  the  capillary  veflcls  through  the  Ikin. 

It  would  be  curious  to  afcertain  w’hether  the 
quantity  of  ammoniac  in  the  faline  matters 
held  in  folution  by  the  ferreted  fluids  is 
increafed  after  the  refpiration  of  nitrous  oxide. 
Experiments  made  upon  the  confumption  of 
nitrous  oxide  mingled  with  atmolpherie  air 
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ty  the  fmallcr  animals,  would  go  far  to  deter- 
mine whether  any  nitrogene  is  given  out 
through  the  ildn. 

The  various  cffe6ts  of  nitrous  oxide  upon 
different  individuals  and  upon  the  fame  indi- 
viduals at  different  times,  prove  that  its  powers 
are  capable  of  being  modified  both  by  the  pecu- 
liar condition  of  organs,  and  by  the  flatc  of 
general  feeling. 

Reafoning  from  common  phaenomena  of  fenfa- 
tion,particularly  thoferelatingto  heat,  it  is  proba- 
blethat  pleafurable  feelingis  uniformly  conncdled 
with  a moderate  increafe  of  nervous  adlion  ; and 
that  this  increafe  when  carried  to  certain  limits, 
produces  mixed  emotion  or  fublime  pleafure ; 
and  beyond  thofe  limits  occafions  abfolute  pain. 

Comparing  the  fadls  in  the  lad  divifion,  it 
is  likely  that  individuals  poflcfled  of  high 
health  and  little  fenfibility,  will  generally  be 
lefs  pleafurably  affedled  by  nitrous  oxide  than 
fuch  as  have  more  fenfibility,  in  whom  the 
emotions  will  fometimes  fo  far  enter  the  limits 
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of  pain  as  to  become  lublime  ;*  wbiHt  the 
nervous  adtion  in  fiich  as  have  exquifite  lenfi- 
bility,  will  be  fo  much  increafed  as  often 
to  produce  difagreeable  feeling. 

Modification  of  the  powers  of  nitrous  oxide, 
by  mixture  of  the  gas  with  oxygene  or  common 
air,  will  probably  enable  the  inoft  delicately 
fenfible  to  refpire  it  without  danger,  and  even 
with  pleafurable  eftedls  : heretofore  it  has  been 
adminiftered  to  fuch  only  in  its  pure  form  or 
mingled  with  fmall  quahtities  of  atmofpheric 
air,  and  in  its  pure  form  even  the  moft  robult 
are  unable  to  refpire  it  with  fafety  for  more  than 
five  minutes. 

The  mufcular  adiions'l'  fometimes  connedled 

* Sublime  emotion  with  regard  to  natural  objects,  is 
generally  produced  by  the  connexion  of  the-»plearure  of 
beauty  with  the  pafllon  of  fear. 

I The  immortal  Hartley  has  demonftrated  that  all  our 
motions  are  originally  automatic,  and  generally  produced 
by  the  adion  of  tangible  things  on  tlie  mufcular  fibre. 

The  common  adions  of  adults  may  be  diftinguifiied  into 
two  kinds  ; voluntary  adions,  and  mixed  automatic  adions. 
The  firft  are  produced  by  ideas,  or  by  ideas  conneded  with 
palhons.  The  fecond  by  imprelfion,  or  by  pleafure  and  pain. 
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with  the  feelings  produced  by  nitrous  oxide,  feem 
to  depend  in  a great  meafure  upon  the  par- 
ticular habits  of  the  individual ; they  will  ufually 
be  of  that  kind  which  is  produced  either  by 
common  plcafurable  feelings  or  drong  emotions. 

Hyfterical  aftedtion  isoccafioned  by  nitrous  ox- 
ide, probably  only  in  confequence  of  the  ftrong 
emotion  produced,  which  deftroys  the  power  of 
the  will,  and  calls  up  feries  of  autoroatic  motions 
formerly  connected  with  a variety  of  lefs  powerful 
but  fimilar  feelings. 

The  quicknefs  of  the  operation  of  nitrous 
oxide,  will  probably  render  it  ufeful  in  cafes  of 
extreme  debility  produced  by  deficiency  of 


In  voluntary  a6tion,  regular  aflbeiations  of  ideas  and 
inufcular  motions  exift : as  when  achemill  performs  a pre- 
conceived  experiment. 

In  mixed  autoroatic  adions,  the  fimple  motions  produced 
by  imprethon  are  conne6ted  with  feries  of  motions  formerly 
voluntary,  but  now  produced  without  the  intervention  of 
ideas:  as  when  a perfon  accuftomed  to  play  on  the  harpfi- 
chord,  from  accidentally  ftrikiag  a key,  is  induced  to  per- 
form the  feries  of  motions  which  produce  a well-remembered 
tune. 

Evidently  the  mufcular  a6tions  produced  by  nitrous 
oxide  are  mixed  automatic  motions. 
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common  exciting  powers.  Perhaps  it  may  be 
advantageoufly  applied  mingled  with  oxygene 
or  common  air,  to  the  recovery  of  perfons  appa- 
rently dead  from  fufi'oeation  by  drowing  or 

t 

hanging. 

The  only  difeafes  in  which  nitrous  oxide  has 
been  hitherto  employed,  are  thole  of  dcfficicnt 
fenfibility. — An  account  of  its  agency  in  para- 
lytic affections,  vyill  be  fpeedily  publithed  by 
Dr.  Beddoes.  . 

As  by  its  ifumediate  operation  the  tone  of  the 
irritable  fibre  is  increaled,  and  as  exhauflion 
rarely  follows  the  violent  mufcular  motions 
foinetiines  produced  by  it,  it  is  not  unreafona- 
ble  to  expedt  advantages  from  it  in  cafes  of 
fimple  mufcular  debility. 

The  apparent  general  tranfiency  of  its  opera- 
tion in  the  pure  form  in  tingle  dofes  has  been 
conlidered  as  offering  arguments  againfl  its 
power  of  producing  lading  changes  in  the  con- 
ftitution.  It  will,  however,  be  cafy  to  keep  up 
excitement  of  different  degrees  of  intenfily  for  a 
great  length  of  time,  cither  by  adminidering 
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the  unmlngled  gas  in  rapid  fucceflive  dofes,  or 
by  preferving  a permanent  atmofphere,  con- 
taining different  proportions  of  nitrous  oxide 
and  common  air,  by  means  of  a'breathing  cham- 
ber. That  Tingle  dofes  ncverthelefs,  are  capable 
of  producing  permanent  effe(51s  in  fomeconfli- 
tutions,  is  evident,  as  well  from  the  hyfterical 
cafes  as  from  fomc  of  the  details — particularly 
that  of  Mr.  M,  M.  Coates. 

As  nitrous  oxide  in  its  extenfive  operation 
appears  capable  of  deflroying  phylical  pain,  it 
may  probably  be  ufed  with  advantage  during 
furgical  operations  ii>  which  no  great  efFufion 
of  blood  takes  place. 

From  the  flrorjg  inclination  of  thofe  who  have 
been  pleafantly  afTe(5led  by  the  gas  to  refpire  it 
again,  it  is  evident,  that  the  pleafure  produced, 
is  not  loft,  but  that  it  mingle«  with  the  mats  of 
feelings,  and  becomes  intelledlual  pleafure,  or 
hope.  The  deftre  of  fome  individuals  accjuaintcd 
with  the  pleafures  of  nitrous  oxide  for  the  gas 
has  been  often  To  flrong  as  to  induce  them  to 


• See  R.  IV.  Div.  I.  page  478. 
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breathe  with  eagernefs,  the  air  remaining  in  the 
bags  after  the  refpiration  of  others. 

As  hydrocarbonatc  a6is  as  a fcdative,'|'  and 
diminiflies  living  aeflion  as  rapidly  as  nitrous 
oxide  incrcafes  it,  on  the  common  theory  of 
excitability!  it  would  follow,  that  by  differently 
modifying  the  atmofphere  by  means  of  this  gas 
and  nitrous  oxide,  we  fliould  be  in  poffeflion 
of  a regular  feries  of  exciting  and  deprcfling* 
powers  applicable  to  every  deviation  of  the  con- 
ditution  from  health  : but  the  common  theory 

m 

f R.  JV.  Div.  I,  page  -167* 

I That  of  Brown  modified  by  his  difciples. 

* Suppofing  the  increafe  or  diminution  of  living  aftion 
when  produced  by  different  agents,  uniform,  fimilar  and 
differing  only  in  degree;  it  would  follow,  that  certain 
mixtures  of  hydrocarboiiate  and  nitrous  oxide,  or  hydro- 
gene and  nitrous  oxide,  ought  to  be  capable  of  fupportino- 
the  life  of  animals  for  a much  longer  time  than  pure  nitrous 
oxide.  From  the  experiments  in  Ref.  III.  Div.  I.  it  appears 
however,  that  this  is  not  the  cafe. 

It  would  feem,  that  in  life,  a variety  of  different  cor- 
pufcular  changes  are  capable  of  producing  phaenomena 
apparently  fimilar ; fo  that  in  the  Icience  of  living  a£Hoii, 
we  are  incapable  of  reafoning  concerning  caufes  from  effe^s. 
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of  excitability  is  moft  probably  founded  on  a 
falfe  gcneralifation.  The  modifications  of  dif- 
cafed  a^don  may  be  infinite  aiul  fpecific  in 
different  organs  ; and  hence  out  of  the  power 
of  agents  oj)crating  on  the  whole  of  the 
fytfcm. 

Whenever  \vc  attempt  to  combine  our  fcat- 
tered  phyfiological  facets,  we  arc  flo[)ped  by  the 
want  of  numerous  intermediate  analogies  ; and 
fo  loofely  connected  or  fo  independant  of  each 
other,  are  the  different  fcrics  of  pha3nomena, 
that  we  are  rarely  able  to  make  probable  con- 
je6fures,  much  lets  certain  predictions  concern- 
ing the  refults  of  new  experiments. 

An  immenfe  mafsof  pneumatological,  chemi- 
cal, and  medical  information  muff  be  colleCfed, 
before  we  fliall  be  able  to  operate  with  certainty, 

on  the  human  conftitution.  * 

Pneumatic  chemiffry  in  its  application  to 
medicine,  is  an  art  in  infancy,  weak,  almoft 
ufelefs,  but  apparently  poffeffcd  of  capabilities 
of  improvement.  To  be  rendered  ffrong  and 
mature,  fhe  muft  be  nourifhed  by  fa6fs. 
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ftrengthened  by  exercifc,  and  cautiouflydire^ed 
in  the  application  of  her  powers  by  rational 
frepticifin. 
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* APPENDIX. 


No.  I. 

Effeds  of  Nitrous  Oxide  on  Vegetation. 

\ 

In  July  J799,  I introduced  two  fmall  plants 
of  fpurge  into  nitrous  oxide,  in  contact  with  a 
little  water  over  mercury  ; after  remaining  in 
it  two  days,  they  prefcrved  their  healthy  ap- 
pearance, and  I could  rmt  perceive  that  any  gas 
had  been  abforbed.  I was  prevented  by  an 
accident,  from  keeping  them  longer  in  the 
gas.  ' 

A fmall  plant  of  mint  introduced  into  nitrous 
oxide  and  expofed  to  light,  in  three  days  be- 
came dark  olive  and  fpotted  with  brown  ; and 
in  about  fix  days  was  quite  dead. — Another 
fimilar  plant,  kept  in  the  dark  in  nitrous  oxide, 

M m 
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did  not  alter  in  color  for  five  days,  and  at  the 
end  of  feven  days,  was  only  a little  yellower 
than  before.  I could  not  afeertain  whether  any 
gas  had  been  abforbed. 

I introduced  into  nitrous  oxide  through 
water,  a healthy  budding  rofe,  thinking  that 
its  colors  might  be  rendered  brighter  by  the 
gas.  I was  difappointed,  it  very  fpcedily  faded 
and  died ; poflibly  injured  by  the  lolution  of 
nitrous  oxide  in  water. 

Of  two  rows  of  peas  juft  appearing  above 
ground  ; I watered  one  with  folution  of  nitrous 
oxide  in  water,  and  the  other  with  common 
water  daily,  for  a fortnight.  At  the  end  of  this 
time,  I could  perceive  no  difference  in  their 
growth,  and  afterwards  they  continued  to  grow 
equally  faft. 

I introduced  through  water  into  fix  phials, 
one  of  which  contained  hydrogene,  one  oxy- 
gene,  one  common  air,  one  hydrocarbonate, 
one  carbonic  acid,  and  one  nitrous  oxide,  fix 
fimilar  plants  of  mint,  their  roots  being  in 


X 
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contacfl  with  water  and  their  leaves  expofed  to 
light.,  ■ ' ' ‘ ' 

The  plant  in  carbonic  acid  began  to  'fade  in 
lefs  than  two  days,  and  in  four  was  dead.f 
That  in  iiydrogene  died  in  lefs  than  five  days  ; 
that  in  nitrous  oxide  did  not  fade  much  for  the 
firft  two  days,  but  on  the  third,  drooped  very 
much,  and  was  dead  at  the  fame  time  as  that  in 
Hydrogene.  The  plant  in  oxygene  for  the  firft 
four  days,  looked  flouritHing  and  was  certainly 
of  a finer  green  than  before,  gradually  however, 
its  leaves  became  fpotted  with  black  and  drop- 
ped off  one  by  one,  till  at  the  end  of  ten  days 
they  had  all  difappeared.  At  this  time  the 
plant  in  common  air  looked  fickly  and  yellow, 
whilft  tlTat  in  hydrocarbonatc  was  greener  and 
more  flourifhing  than  ever, 

I have  detailed  thefe  experiments  not  on 
account  of  any  important  conclufions  that  may 
be  drawn  from  them  ; but  with  a view,  of  in- 
ducing others  to  repeat  them,  and  to  examine 
the  changes  effected  in  the  gases.  If  it  fhould 
be  found  by  future  experiments,  that  hydrocar- 
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bonate  generally,  increafed  vegetation^  it  would 
throw  fome  light  upon  the  ufe  of  manures, 
containing  putrefying  animal  and  vegetable 
fubftances,  from  which  this  gas  is  perpetually 
evolved.  . , 

The  chemiftry  of  vegetation  though  imme- 
diately connected  with  agriculture,  the  art  on 
which  we  depend  for  fubtiftence,  has  been  but 
little  inveftigated.  The  difeoveries  of  Pridlley 
and  Ingenhoufz,  feem  to  prove  that  it  is  within 
the  reach  of  our  inftruments  of  experiment. 

s 
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V. 


Nitrogene 

I With  hydrogene  With  Oxygene 


No.  II. 


.3 


APPROXIMATIONS 

TO  TM£ 

* t 

Composition  and  Weight  of  the  aeriform 
COMBINATIONS  of  NITROGENE. 

At  temperature  550,  and  atraofpheric  preflure  30. 


100  Cubic  In. 

grains 

Nitrogene 

Oxygene 

Nitrogene 

30.04 

\ 

Oxygcne 

35.06 

■c 

Atmofpher.air 

31.10 

0 

Cu 

B 

0 

7.3.00 

27.00 

Nitrous  oxide 

JS 

50.20 

<y 

<4.. 

c 0 

63.30 

36.70 

Nitrous  gas 

‘5 

34.26 

C3 

ui 

C 

44.05 

55.95  • 

Nitric  acid 

76.00 

CQ 

W 

29.50 

70.50 

bO 

Nitrogenel  Hydrogene 

8 

Ammoniac 

18.05 

80.00 

20.00 

1 

- ^ 
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No.  m. 

jichliliotiaJ  Ohfervallom. 

a.  In  Ref.  ifl.  Div.  IV.Se6I.  III.  in  the  ana- 
lyfis  of  nitrous  gas  by  pyrophorns,  as  no  abforp- 
lion  took  place  when  the  refidiial  nitrogene  was 
expofed  to  water,  I inferred  that  if  any  carbonic 
acid  was  formed  it  was  in  quantity  fo  minute, 
as  to  be  unworthy  of  notice.  A few  days  ago, 
I compleatly  decompofed  a quantity  of  nitrous 
gas  by  pyfophorus,  when  the  rcfidual  nitrogene 
was  expofed  to  folution  of  ftrontian,  the  fluid 
became  flightly  clouded  ; but  no  perceptible 
abforption  took  place. 

*h.  If  there  was  the  leafl:  probability  in  any  of 
I)r.  Girtanner’s  fpeculationson  the  compofition 
of  Azote,*  the  experiments  on  the  exhaufted 
capacity  of  the  lungs  in  Ref.  III.  might  be 
fuppofed  inconel uflvc.  But  there  appears  to 

^ Aiinales  de  Chimie,  100;  and  Mr.  Tilloch’s  Phil, 
Magazine.  24. 

' J 1 regret  much  that  I could  not  procure  Dr.  Menzies’s 
oblervations  on  Refpiration,  while  I was  making  the  ex- 
periments on  the  capacity  of  the  lungs : they  would  proba- 
bly have  faved  me  feme  labor. 


/ 
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be  no  more  reafon  for  luppofing  that  hydro- 
gene  is^convertecl  into  nitrogenc  by  refpiration, 
than  for  fuppofing  that  it  is  converted  into 
water,  carbonic  acid  or  oxygene  ; for  all  thefe 
produdts  are  evolved  when  that  gas  is  refpired. 
From  the  comparifon  of  Exp.  1 with  Exp.  3, 
Ref.  iii.  Div.  ii.  .^c.  4,  it  is  almoft  demonflra- 
ted  that  no  afcertainable  change  is  effedled  in 
hydrogene  by  refpiration.  The  experiment  of  the 
accurate  Scheele  in  which  hydrogene  after  being 
refpired  thirty  times  in  a bladder  wholly  loft  its 
inflammability,  may  be  eafily  accounted  for  from 
its  mixture  with  the  reftdual  gafes  of  the  lungs. 

About  a fortnight  ago,  I refpired,  after  forced 
voluntary  exhauftion  of  my  lungs,  my  nof© 
being  accurately  clofetl,  three  quarts  of  hydro- 
gene in  a filk  bag,  at  lour  intervals,  for  near 
five  minutes.  After  this  it  was  highly  inflam- 
mable, and  burnt  with,  a greenith  white  flame 
in  conta6l  with  the  atmofphere ; but  was  not 
fo  explofive  as  before.* 


* If  loofely  combined  cafbon  exifts  in  venous  blood, 
hydrogene  may  probably  ditiblve  a portion  of  it  when 
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e.  From  what  we  have  lately  heard  of  the  curious 
experiments  of  Mr.  Volta  and  Mr.  Carlifle,  it  is 
very  probable  that  the  converfion  of  nitrous  gas 
into  nitrous  oxide  when  expofcd  to  weUed  zinc, 
copper  and  tin,  in  contadl  with  mercury,  as 

described  in  Ref.  I.  Div.  V.  may  in  fome  mea- 

♦ ' 

fare  depend  on  the  a6lion  of  the  galvanic  fluid. 
Whilfl:  I was  engaged  in  the  experiments  on  this 
converfion.  Dr.  Beddoes  * mentioned  to  me 
fome  curious  fa6ts  noticed  by  Humboldt  and 
Ritter,  relating  to  the  oxydation  of  metals  by 
the  decompofition  of  water,  which  induced  me 

refpircd  and  become  ilightly  carbonated.  At  leaft  there 
is  as  much  probability  in  the  fuppofition  that  carbon  in 
loofe  affinity  may  combine  with  hydrogene  at  gSo  as  that 
it  may  combine  with  oxygene. 

* Dr.  Beddoes  has  hnce  favoured  me  with  the  following 
account  of  thefe  fa£ts. 

» .... 

“ Mr.  Humboldt  (uebcr  die  gereizte  Fafer  I.  473,  1/97) 
quotes  part  of  a letter  from  Dr,  Alli,  in  which  it  is  faid 
that,  tivo  finely  polijhecl  plates  of  homogeneous  zinc  he  mois- 
tened and  laid  together,  little  effe^  follo^us — but  if  zinc  and 
JUver  he  tried  in  the  fame  luay,  the  zuhole  fiirfacc  of  the 
filner  zvill  he  covered  'ivith  oxydated  zinc.  Lead  and  qidch- 
filver  aH  as  foiverfully  on  each  other,  and  fo  do  iron  and 
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to  examine  the  phacnomena  with  more  atten- 
tion than  I (hould  have  olherwife  done. — I re- 
colle<5l  obferving  that  fome  of  the  wetted  zinc 


cofper.—^lx.  Humboldt  (p.  474)  fays  that,  in  repeating  this 
experiment,  he  faw  air-bubbles  afcend,  which  he  luppoles 
to  have  been  hydrogene  gas  from  the  decompofition  of  , 
water — When  he  placed  zinc  limply  on  moift  glals,  the 
fame  phaenomena  took  place,  but  more  flowly  and  later. 
The  quantity  of  oxyd  of  zinc  upon  the  glafs  alone  was  in 
20  hours  to  that  on  the  lilver  as  one  to  three. 

In  a very  ingenious^  but  obfcurely  written  traS 
by  Mr.  Ritter,  entitled.  Evidence  that  the  galvanic 
a^ion  exijis  hi  organic  nature,  8vo.  Jena,  1800 — The 
author  obferves,  that  the  care  of  Dr.  Afli  and  Mr.  Hum- 
boldt that  the  metals  fliould  touch  each  other  in  as 
many  points  as  poflible  was  fuperfluous,  even  if  we  could 
grant  that  two  metallic  plates  might  be  made  by  polifiiing, 
to  touch  in  a number  of  points.  To  fliew  that  it  was  fufii- 
cient  if  by  touching  in  one  point  only  they  fliould  form  a 
compleat  galvanic  circle,  he  dropped  a Angle  drop  of  diflilled 
water  upon  the  buft  of  a large  filver  coin.  A piece  of  pure 
zinc  was  placed  with  its  one  end  on  the  edge  of  the  coin, 
while  the  other  was  fupported  by  a bit  of  glafs.  The  drop 
of  water  was  neither  in  contatl  with  the  glafs  nor  with  the 
point  at  which  the  metals  touched.  The  materials  were 
left  in  this  fituation  f»r  four  hours  at  the  temperature  of 
ti8o.  On  taking  them  apart,  the  water  had  become  quite 
milky  and  had  half  difappcared  ; and  Mr.  Ritter  aftually 
feparated  a quantity  of  white  oxide  that  had  been  produced 
in  the  experiment. 

The  pieces  of  metal  were  cleaned  and  laid  together  in 
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filings  in  nitrous  gas  ou  the  fide  of  the  jar  not 
in  contadf  with  the  furface  of  mercury,  were 
very  flowly  oxydated.  Whilft  on  the  furface 
of  the  mercury  where  final!  globules  of  that 
fubfiance  were  mingled  with  the  filings  of  zinc, 
the  decompofition  went  on  much  more  rapidly; 


the  fame  maHiier,  only  that  now  a piece  of  paper  was  put 
between  the  metals  at  their  former  point  of  conta£t.  In 
four  hours  firft,  and  afterwards  in  ten,  a faint  ring  of  oxide 
only  had  been  produced  of  which  the  quantity  could  not 
be  eftimated,  nor  could  it  befeparated.  In  this  cafe,  the 
zinc  had  fcarcc  loft  any  thing  of  its  fplendour;  in  the 
former  it  had  been  corroded.  In  many  repetitions  of  the 
experiment,  he  found  that  far  more  oxide  was  formed  when 
the  metals  touched,  than  when  they  were  feparated  to  the 
flighteft  diftance  by  an  infolating  body,  even  air. 

On  expofing  thefe  apparatufes  with  fomewhat  more  wa- 
ter to  a confiderable  heat  for  four  minutes,  the  water  in  the 
interrupted  circle  continued  quite  clear,  while  that  in  the 
other  had  become  milk-white. 

The  fame  phaenomena  were  prefented  by  othe.r  pairs  of 
metals  in  a degree  proportional  to  their  galvanic  aftivity ; 
viz.  by  zinc  and  molybdaena,  zinc  and  bifmuth,  zinc  and 
copper,  as  alfo  with  tin  and  filver,  tin  and  molybd.cna, 
and  lead  and  filver.  The  experiment  with  tin  was  parti- 
cularly decifive,  for  when  in  conta6l  with  no  other  metal 
it  was  fcarcely  at  all  oxydated  by  water,  though  oxydation 
took  place  when  tin  was  brought  into  contaCt  with  filver. 
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poiribly  through  the  medium  »f  the  moidure, 
a feries  of  galvanic  circles  were  formed. 

d.  In  Ref.  II.  Div.  I.  it  is  Hated,  that  nitrons 
oxideduringits  folution by  common  water,  expels 
about  ^ of  atmofphcric  air  the  volume  of  the 
water  being  unity\ 

’# 

and  both  were  connefted  at  the  other  end  by  a drop  of 
water — What  therefore  took  place  in  Dr,  Ath’s  experi- 
ment, arofe  from  an  aggregation  of  galvanic  circles  of 
different  forms. 

By  the  foregoing  experiments,  concludes  Mr.  Ritter, 
which  though  capable  of  the  moft  various  modifications, 
uniformly  coincide  in  their  main  refult,  it  is  abundantly 
proved  that  galvanic  circles  can  he  formed  of  merely  inorganic 
bodies,  hy  ivhofe  completion  there  is  produced  an  aHion  vuhicb 
ceafes  ivhen  the  circle  is  opened.  The  manner  In  which  this 
has  been  fliewn,  proves  alfo  that  this  adion  can  effedu- 
ate  fenjihle  modifications  in  organic  bodies ; and  the  procefs 
by  which  thefe  modifications  have  been  elfc6tcd,  made 
it  evident  that  they  luere  not  confequences  of  a momentary 
adion  of  the  circle,  but  of  an  adion  that  is  hpt  up  luhile  the 
circle  remains  entire-,  for  the  proctfs  which  brought  this 
aiStion  under  the  cognizance  of  the  fenfes  went  on,  while 
the  circle  was  unbroken,  and  its  figure  not  brou'^ht  back 
to  that  of  a line. 

It  is  fcarce  neceffary  to  obferve  that  the  experiments 
here  quoted,  are  far  from  being  the  only  ones  on  which 
the  above  coucluftons  refi.”  7; 


\ 

I 
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From  the  delicate  experiments  of  Dr.  Pear  ‘ 
fon,  on  the  paflage  of  the  eledtric  fpark  through 

water,  it  appears  however  probable,  that  much 
more  than  ~ of  atrnofpheric  air  is  fometimes 
held  in'  folution  by  that  fluid,*  poflibly  the 
whole  of  the  air  is  not  expelled  by  nitrous  oxide, 
owing  to  fome  unknown  law  of  faturation  by 
which  an  equilibrium  of  affinity  is  produced, 
forming  a triple  compound. 


* Poflibly  a ratio  exists  between  the  folubility  of  gafcs 
in  water,  and  the  folubility  of  water  in  gafes.  It  is  proba- 
ble from  Mr.  Wm,  Henry’s  curious  experiments  on  the 
muriatic  acid,  that  the  abfolute  quantity  of  water  in  many 
gafes,  may  be  afcertained  by  means  of  its  decompofition  by 
the  eleftric  fpark. 


( 573  ) 


No.  IV. 

. DESCRIPTION  or  A 

MERCURIAL  AIR-HOLDER, 

Suggefted  by  an  infpe6tion  of  Mr.  Watt’s  Machine  for' 
ooDtaining  Fa6Utious  Airs, 

By  WILLIAM  CLAYFIELD. 

Several  modes  of  counterading  the  prefTuro 
of  a decreating  column  of  mercury  having  been 
thoughtof  in  conjunction  with  Mr.  W.  Cox,  the 
following  was  at  laft  adopted  as  the  raoft 
fimple  and  effectual. 

Plate  1 Fig.  ],  reprefents  a fection  of  the 
» 

machine,  which  confifts  of  a ftrong  glafs  cylin- 
der A cemented  to  one  o^  the  fame  kind  B, 

\ 

fitted  to  the  folid  block  into  which  the  glafs 
tube  D is  cemented  for  cmiveying  air  into  the 
moveable  receiver  E. 

The  brafs  axis  F,  Fig.  having  a double 
bearing  at  a,  is  terminated  at  one  end  by  the 
wheel  G,  the  circumference  of  which  is  equal 
to  the  depth  of  the  receiver,  fo  that  it  may  be 
drawn  to  the  furface  of  the  mercury  by  the  cord 
b in'  one  revolution  ; to  the  other  end  is  fitted 


I 


( ) 

the  wheel  H,  d’Vcr  which  the  balance  cord  c runs 
in  an  oppofite  direction  in  the  fpiral  groove  e, 
a front  view  of  the  wheel  H is  fhewn  at  Fig,  3. 

Having  loaded  the  receiver  with  the  weight' 
I,  fomctliing  heavier  than  may  be  necetfary 
to  force  it  through  the  mercury,  it  is  balanced 
by  (he  fmall  weight  K,  which  hangs  from  that 
part  of  the  fpiral  where  the  radius  is  equal  to  that 
of  the  wheel  G,  from  this  point  the  radius  of  the 
fpiral  mnfl  be  increafed  in  fuch  proportion,  that' 
in  every  part  of  its  circuit,  the  weight  K may- 
be an  exacl  counterpoife  to  the  air-holder.  In 
this  way,  fo  little  fri6tion  will  be  produced, 
that  merely  plunging  the  lower  orifice  of  the 
'lube  D under  mercury  contained  in  the  fmall 
vefTel  L,  will  be  fufiicienl  to  overcome  every 
refiftance,  and  to  force  the  gas  difeharged  from 
the  beak  of  a retort  into  the  receiver,  where 
whatever  may  be  its  quantity,  it  will  be  fubjedlcd 
to  a preffure  exactly  correfponding  to  that  of 
the  atmofpbere.  The  edge  of  the  wheel  H being 
graduated,  the  balance  cord  c may  be  made  to 
indicate  its  volume. 

Should  it  at  any  time  be  neceflary  to  reduce 
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the  preflTure  to  the  medium  flajadard*  of  the 

0 

barometer,  it  may  eafily  be  done  by  graduating 
the  lower  end  of  the  tube  D,  and  adding  to  the 
weights  I or  K,  as  may  be  found  necefUiry  ; the 
furface  of  the  mercury  in  the  tube  pointing  out 
the  increafe  or  diminution. 

The  concavity  at  the  top  of  the  internal 
cylinder  is  intended  to  contain  any  liquid  it 
may  be  thought  proper  to  cxpofe  to  the  adlion 
of  the  gas. 

The  upper  orifice/,  with  its  gruund-ftoppcr, 
is  particularly  ufeful  in  conveying  air  from  the 
retort  g,  with  its  curved  neck,  into  the  receiver, 
without  its  paffing  through  the  tube  D.  In  all 
cafes  wherea  rapid  extrication  ol  gas  is  expcc^led 
the  retort^,  fhould  be  firmly  luted  to  the  ori- 
fice, and  the  weight  I,  removed  from  the  top 
of  the  receiver,  this  by  diminithing  the  pref- 
fure,  will  admit  the  gas  to  expand  freely  in  the 
air-holder  at  the  inftant  of  its  formation,  and 
prevent  an  explofion  of  the  veflels.  The  lame 
caution  mull  beobferved  whenever  any  inflam- 
mation of  gas  is  produced  by  the  cledric  fpark. 

The  air  may  be  readily  transferred  through 
water  or  even  mercury  by  the  tube  /j.  Fig.  i. 


( 576  ) 


To  prevent  an  abforption  of  mercury  in  cafe 
of  a condenfation  taking  place  in  the  retort 
made  nfe  of  for  generating  air,  Mr.  Davy  has 
applied  the, flop-cock  to  which  the  neck  is 

firmly  luted.  This  flop-cock  is  likewife  of  great 
fervice  in  faturating  water  with  acid  or  alkaline 
gafes,  which  may  be  effetfled  by  luting  one 
end  of  the  tube  k to  the  flop-cock,  and  plung- 
ing the  other  into  the  fluid  in  the  fmall  vcflel  /, 
cemented  at  top,  and  terminating  in  the  bent 
funnel  m — the  tube  h having  been  previoufly  , 
removed,  and  the  lower  orifice  of  the  tube  D 
either  funk  to  a confiderable  depth  in  mercury, 

, or  clofed  with  a ground  flopper.  The  bend  of 
the  funnel  w,  may  be  accurately  clofed  by  the 
introduction  of  a few  lines  of  mercury. 

The  application  of  the  flop-cock  n,  has 
enabled  Mr.  Davy  to  perform  fome  experiments 
on  refpiration  with  confiderable  accuracy. 

Note.  This  apparatus  was  firft  deferibed  in  the  third  part 
of  Dr.  Beddoes*s  Conliderations  j its  relation  to  Mr.  Davy’s 
experiments  with  the  improvements  it  has  lately  received, 
may  probably  be  deemed  fufficient  to  excufe  the  re-printing 
it. — ^I'he  weight  I,  Fig.  2,  having  been  omitted  in  the 
plate,  the  reader  must  fupply  the  deficiency, 
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PROPOSAL 
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i 

THE  PRESERVATION  ,,,  . 

‘ OF 

ACCIDENTAL  OBSERVATIONS 

IN 

MEDICINE. 


IN  times  beyond  the  reach  of  hiftory,  the  rnedicinal 
application  of  fubftancCs  could  have  arifen  from  no 
other  fource  than  accident.  Among  articles  of  the  ma- 
teria medica  of  known  ongin*,  we  are  indebted  to  acci- 
dent for  fome  of  the  moft  precious. 

Accident  is  every  day  prefeniing  to  different  individuals 
the  fpcftacle  of  phaenomena,  arifing  from  uncommon 
quantities  of  drugs  on  the  one  hand,  and  on  the  other, 
from  uncommon  conditions  of  the  fyliem,  where  ordinary 
powers  only  have  been  knowingly  or  recently  applied. 
What  is  faid  of  drugs  may  be  attended  to  natural  agents 
and  mental  affections. 

From  converfation  with  a variety  both  of  medipal  prac- 
titioners and  anprofefiional  oblervers,  the  author  of  this 
propofal  is  perfuaded  tlidt  luch  authentic  occurrences 
only,  as  have  prefented  tb.emfelves  to  perfons  now  living 
would,  if  they  could  be  buought  together,  cbmpofe  a body 
of  faCt,  fa  inftruCtive  to  the  philofopher,  and  ufeful  to  tbo 
phj'lician,  that  he  defpairs  of  finding  a term  worthy  to' 
chara'-^erizc  it, 

» 
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In  fome  cafes,  the  Influence  of  unfnfpc6led  powers  would 
he  deteded.  In  others,  refources  available  to  the  purpofc 
of  reftoring  health  in  defperate  fituations  would  be 
diredly  prefented,  or  could  be  deteded  by  a Ibort  andeafy 
procefs  of  reafoning.  Some  anomalous  obfcrvations,  by 
fliewing  the  abfence  or  agency  of  contefted  caufes,  would 
perform  the  office  of  experimcnia  Unufual  afledions 

occur  of  which  an  cxad  account  would  be  among  the  means 
of  removing  from  phytic  its  opprobrious  unc<  rlainty:  for  this 
uncertainty  frequently  depends  upon  our  iriabilitv  to  diflin- 
guilh  the  fubtler  differences  in  cafes  which  refemble  each 
other  in  their  groffer  features. 

No  ifriking  fad  can  be  accurately  flafed,  in  coiijnndion 
with  its  antecedent  and  concomitant  circnmftances,  without 
improving  our  acquaintance  with  fiuman  nature.  Our 
acquifitions  fn  this  mofl  important  branch  of  knowdedge, 
may  be  compared  to  a number  of  broken  feries,  of  which 
we  have  not  always  more  than  one  or  two  members.  But 
every  new  acceflion  bids  fair  to  fill  up  fome  deficiency ; 
and  a large  fupply  would  contribute  towards  conneding 
feries  apparently  independent,  and  working  up  the  whole 
into  one  grand  all-comprehending  chain. 

There  are  complaints,  and  thofe  by  far  too  frequent, 
where  no  known  procefs  has  a claim  to  the  title  remedial. 
Here  the  whole  chance  of  prefervation  depends  on  the  phy- 
fician’s  capacity  for  bringing  together  fads  that  have 
heretofore  flood  remote.  But  no  power  of  combination 
can  avail  where  there  are  no  ideas  to  combine. 

Every  new  obfervation  therefore,  may  be  confidered  as  a 
ftandard  trunk,  fending  forth  analogies  as  fo  many  branches 
crowned  with  bloffoms,  fome  of  which  cannot  fail  to  be 
fucceeded  by  falutary  fruits.  And  were  it  not  abfurd  to 
extend  the  illuftration  of  fo  plain  a point,  it  might  be  added. 
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that  when  by  the  continual  interpofitlon  of  new  trunks, 
the  branches  are' brought  near  together,  the  produce  of  each 
will  be  ennobled  by  the  aiStion  of  their  refpedlive  principles 
of  fecundation. 

Whenever  the  author  has  been  able  to  obtain  certain 
information  concerning  any  unufual  appearance  in  animal 
nature,  it  has  been  his  cuftom  to  preferve  it ; and  among 
his  papers  he  has  memorandums  which  prove  that  to 
our  prefent  circumfcribcd  ideas  concerning  the  dofe 
of  medicines  may  be  fometimes  imputed  failures  in 
pra6tice  j that  certain  figns  are  not  to  be  taken  in  the 
received  fignification  } and  that  many  meafures  arc  adopted 
or  omitted  to  the  detriment  of  invalids,  becaufe  it  is  aifumed 
that  circuraftances  are  neceflarily  connedled  which  may 
cxift  feparately,  or  that  one  given  natural  operation  is  incon- 
iiftent  with  another,  to  which  it  may  really  be  fyncbronous 
or  next  in  order. 

Affiduous  obfervation  of  the  daily  ftates  of  the  hu- 
man microcofm  will  be  the  unfailing  confequence  of  atten- 
tion to  its  ftriking  phaenomena.  Such  is  the  progrefs  of 
curiofity.  Such  the  origin  of  all  the  fciences.  The  more 
uniformly  clear  the  Iky  under  which  they  tended  their 
flocks,  the  lefs  likely  were  the  fliepherds  of  Chaldasa,  to 
found  the  fcience  of  the  ftars.  And  however  the  difpofition 
to  ftudy  aftronomy  might  have  been  ftrengthened  by  the 
coincidence  between  the  heliacal  rifing  of  Sirius  and  the 
overflowing  of  the  Nile,  it  rpuft,  I conceive,  have  been 
awakened  by  the  afpe6t  of  meteors  and  eclipl'es. 

Whatever  minute  and  authentic  information  this  im- 
perfcft  ftatement  may  produce,  as  foon  as  it  {ball  amount 
to  a certain  mafs,  the  author  will  prefent  it  to  the  public 
arranged.  He  flatters  himfelf  that  nocorrefpondent  will  eke 
out  by  fuppofition  the  defed  of  genuine  obfervation,  without 
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clearly  diflinguilhing  the  one  from  the  other.  He  ftill  more 
confidently  hopes  that  none  will  be  inftigated  by  this  adver- 
tiferaent  to  exercife  his  invention  in  the  manner  of  Pfal- 
manafar  and  Chatterton.  Whether  any  literary  forgery 
can  be  innocent  is  queftioned — but  a forged  medical  report 
is  a drawn  dagger  which  the  arm  of  a credulous  phyfician 
may  any  day  plunge  into  the  heart  of  his  defence- 
'lefs  patient.  The  author  has  heard  fome  inconfideratc 
wits  avow,  that  they  have  tranfmitted  to  the  venders  of 
quack  medicines  imaginary  cures,  attefted  by  fictitious 
fignatures  j and  it  is  not  without  apprehenfion  from  the 
propenfity  of  men  to  difplay  ingenuity  and  to  relate 
wonders  that  he  announces  the  prefent  defign.  But 
he  fhall  be  on  his  guard,  and  hopes  to  baffle  attempts  at 
impofition.  ' 

THOMAS  BEDDOES. 


RoDNET-PtAOE,  Clifton,  June  1800. 


END. 


ERRATA. 


Page  19  line  15  for  is  read  are 

35  — 7 — ioi  principle  Xtzi  principles 

4 ‘2  — 11  — -iox  take  XiSiA.  takes 

— 08  Table  5 — for  5,88  read  15,88 


— D4 


— 4 — for  1 J:  read'  ^ 


la 


95  — 

96  - 


12 

— for  37  read  30,7 

— for  38  read  l 

. — 105  — 9 — for  exaflitude  read  exatinefi 

— 129  — 21  — fox  41  read  4,i 

— 132  — 4 -T-  for. read  i» 

— 143  — 13  — for  25  read  .25 

186  — 15  — for  6jr  read  from 

— 208  laftline — for  abJlraRed  read  attra6ied 

— 238  — 5 — for  gas  read  oxide 

— 259  — 4 — for  12  read  2 

— 283  — 4 — (ox  potajh  XCBlA  iron 

— 315  — 14  — dele  in 

— 409  — 15  — for  refpiration  read  expiration 

— 4 04  — 10  — for  latter  end  read  end 

— 543  — 3 for  exhalation  read  inhalation. 

A few  literal  errors  are  left  to  the  reader's  correftion. 

N.  B.  The  term  ignited  is  fometiraes  ufed  to  fignify  any  tetn- 
pdrature  equal  to  or  above  a red  heat,  whether  applied  to  folids, 
fluids,  or  aeriform  fubftances. 

The  reafons  for  the  ufe  of  the  terms  nitrogene  and  nitrous 
oaidc,  are  given  in  Mr.  Nicholl'on’s  Journal  for  January. 
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speedily  will  be  Publhbedj 


OBSERVATIONS  on  the  External  and  Internal  Ufc  of 

NITROUS  ACID, 

Demonftrating  its  PERMANENT  EFFICACY  in 

VENEREAL  COMPLAINTS  ; 

And  extending  its  ufe  to  other  dangerous  and  painftil 

Difeafes. 

COMMUNICATED 

By  various  Praftitioners  in  Europe  and  Asia, 

TO 

THOMAS  BEDDOES,  M.  D. ' 


Of  the  Publisher  may  be  bad,  price  js.  6d. 

NOTICE  of  OBSERVATIONS 

AT  THE  PNEUMATIC  INSTITUTION, 

By  THOMAS  BEDDOES,  M.D.  v . 

This  Notice  contains  fome  trials  of  nitrous  oxide  by  healthy  perfons, 
not  in  the  prefent  work,  and  fome  cafes  of  palfy  fuccefsfully  treated 
by  that  gas. 


Printed  by  Biggs  and  Cottle,  St.  Augustine’s  Back. 
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